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Why Go Custom and 
Why Use Synertek? 


Your decision to use a Custom circuit rests basically on the 

requirements of your system. You'll want to consider the 

alternatives available to you: 

¢ Standard circuits are off-the-shelf products designed for 
general product applications. If your yearly system 
volume will be less than 10,000, SSI (small scale inte- 
gration) and MSI (medium scale integration) circuits may 
be your best solution. 


¢ Microprocessors may fill your need if your application 
requires great flexibility and cost is not an overriding fac- 
tor. They are most practical when total circuit volume 
does not exceed 50,000. 


Advantages of Custom Circuits 

A Custom circuit is an exclusive proprietary design built 
specifically to meet your product requirements. Its advan- 
tages are: | 


¢ Reduced system cost — Through circuit integration the 
total number of discrete and integrated components can 
be cut by 75-90%. This dramatically reduces component 
inventory, PC board assembly, and power supply costs. 


e Increased reliability — As circuit device count and total 
system size is reduced, system reliability increases. For 
you, the more reliable a system you sell to your custo- 
mers, the less you will have to expend on warranty 
costs. 


e Features — Special features not available in standard 
circuits or microprocessors can be cost-effectively 
designed into a Custom circuit. 


e Market leadership — CUSTOM MOS/LSI technology 
can revolutionize a product. It enables new features to be 
built which would otherwise be unavailable or too 
expensive to implement. When your product is manufac- 


Custom Costs vs. Other Alternatives 
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tured with a proprietary design, competitors have a more 
difficult time copying it. As a result, you can enjoy longer 
periods of market leadership and penetration. 


Why Use Synertek? 

You don’t want just anyone to develop your Custom design. 
You want a company with experience, skill and an under- 
standing of how important your design is to you. As a major 
supplier of Custom circuits, we fulfill those requirements 
and offer competitive design and process solutions. 


Our ability to develop sophisticated technologies insures our 
market leadership position in custom integrated circuits. We 
currently offer silicon gate HMOS, NMOS, and HCMOS 
technologies. Our advanced computer-aided design 
facilities, projection alignment equipment, 4-inch wafer 
fabrication lines, and VLSI testing equipment further 
demonstrate Synertek’s commitment to state-of-the-art 
technology. Your choice depends on your need. 


e Classic Custom Design — We will design your circuit 
from concept. You may initially provide us with a written 
explanation of the function you want, or with a logic 
diagram of the circuit, or with just a specification. We 
will create your work-of-art from beginning to full 
production. 


¢ Customer Design Teams (C.D.T.) — We will train your 
engineers to do their own custom design. The full 
spectrum of design capability can be approached: classic 
custom hand-drawn circuits, designs using The Cell 
Library™, or seminars for C.0.T.™ customers. Your 
systems knowledge is combined with our IC design 
capability for optimum circuits. 


e C.0.T.™— Synertek will become the manufacturing arm 
of your in-house design group or your consulting design 
house. By providing you with process design rules, 
parameters, computer simulation programs and, most of 


all, our total cooperation, we can assure you the 
manufacturing capability you want. 


e Standard Products — The Logic Products Group has 
developed, with the cooperation of some of our 
customers, circuits which fulfill the needs of the 
marketplace. We continue to search for unique designs 
which expand our ability to serve our customers’ 
requirements. 


We advocate a firm policy of partnership in all three of 
these circuit production services. Your success is directly 
related to ours, and a close working relationship promotes 
understanding and efficiency between us. It also insures 
that the Custom circuit is produced exactly to your 
specifications. This spirit of cooperation and teamwork will 
heighten your feeling of ownership for your proprietary 
Custom circuit. 
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Classic 
Custom Design 


A masterpiece is never developed overnight. An artist needs 
time to think, plan, and create. At Synertek, the average 
length of time needed to bring a circuit from the concept 
stage to prototype production is 6-9 months. Depending on 
the complexity of the device, this may be longer or shorter. 
Simple circuits can be completed within 3-4 months. All 
circuits, however are subjected to the same stringent 
testing, quality control, and verifications checks. 


Keeping with our philosophy of partnership, our engineers 
will confer with you often throughout the design and 
development phases. 


The Custom Design and Development Process 

e System definition — Synertek and the customer 
establish block diagrams, flow charts, and mechanical 
and electrical specifications. A program milestone 
schedule is confirmed. 


e Logic design and computer simulation — Our design 
engineers convert system functions to MOS logic. 
Computer simulations of critical logic design 
characteristics are done in our DA (design automation) 
center. SCEPT™ (Synertek Circuit Emulation Program 
and Test) is a conventionally designed breadboard which 
duplicates MOS logic. We consider SCEPT™ an 
indispensible tool for verifying the functionality of the 
design. It also gives you your first opportunity for hands- 
on verification of the actual logic functions. Once 
approved by you, SCEPT™ is used to write and debug a 
test program. From this point, SCEPT™ is the functional 
reference for the remaining design steps. 


1-10 wks. 


e Circuit design and analysis — Individual transistors are 
laid out to implement the SCEPT™ logic. Particular 
attention is paid to critical speed paths. Additional 
computer-aided circuit simulation information is 
analyzed and incorporated into the actual circuit design. 


1-4 wks. 


e¢ Composite layout design — A layout of the circuit 
design, called a composite, is hand drawn to minimize 
final chip size. Composites are drawn at 500 to 2000 
times the size of the finished chip. 


e Digitizing — The composite drawing is converted in our 
CAD (Computer Aided Design) center to a database tape 
using a Calma interactive graphic system. This digitized 
information is used to generate plots of each circuit 
layer. The plots are compared to the original composite 
and editing changes are made. Editing and checking 
continues until the database tape is approved for the 


entire composite. Design rule checks (DRCs), | 
electrical rule checks (ERCs), and network continuity ~ 
checks (NECs) are accomplished by our CAD system 
using the database tape. 


4-14 wks. 


Mask generation — Once the database tape is approved, 
a PG (pattern generation) tape is produced. This tape is 
used to create each mask level. 


We use three methods in mask making — 
photolithography, E-beam and a combination of both. 


In the photolithographic process the 10X reticles are 
created on a pattern generator. These reticles are photo 
reduced to the actual 1X mask size and reproduced by a 
step-and-repeat camera. 


With E-beam technology, the PG tape is converted to E- 
beam format. The full array is then written directly at the 
1X mask size. 


In the combination method, 10X reticles are generated 
from the E-beam-formatted tape. As in the 
photolithographic process, these reticles are then photo 
reduced to the actual 1X mask size and reproduced by a 
step-and-repeat camera. 

Which method should be used is determined by device 
complexity, die size, and the process chosen for wafer 
fabrication. 


4-9 wks. 


Prototype wafer fabrication — During prototype 
fabrication, numerous quality and electrical inspections 
are performed to assure that every wafer lot meets our 
specifications. 


First samples — These are untested devices commonly 
referred to as ‘Cut & Go’s.’’ They are placed in ceramic 
packages, assembled, and sent to you for initial 
evaluation. 


2-3 wks. 


Test generation — The Cut & Go's play an essential role 
in the completion of the test program, which was 


initiated during the circuit design stage. The test. 


program must be verified with the Cut & Go's before it is 
finalized. j 


Prototype production — After fully tested samples are 
approved, prototype production begins. | 


- Full production — Scheduled delivery commences after 


prototype qualification and test verification are 
completed. 


Customer Design 
Teams (C.D.T.) 


C.D.T. is a program by which customers can be trained to 
do their own IC designs. It encompases the full spectrum of 
custom design from the classical, hand-drawn approach, 
with Synertek’s engineers doing the full design, to the 
customer owned tooling program. CDT’s are designed to 
take advantage of the customer's system knowledge and 
Synertek’s IC design and production capabilities. The 
customer has access to our facilities, design courses, The 
Cell Library™, advanced CAD tools, processes, design 
expertise, and on-going support. 


The CDT design course is approximately ten weeks long and 
is based upon the structured design methodology. The 
major portion of the course demonstrates how to use The 
Cell Library™, with hands-on experience using our CAD 
tools to complete a simple design. Very little time is spent 
on design physics. As an on-going project we are 
continually developing additional short courses as updates 
as well as video tapes on specific topics. 


Our CAD tools revolve around our mainframe computer, a 
VAX 11/780, to enable our customers to use commercially 
available software written for the VAX. NCA corporation's 
software is used for layout verification, including Design 
Rule Check, Electrical Rule Check and Network Continuity 
Check. The Network Continuity Check compares the layout 
data to the Netlist derived from schematic entry. Other 
services, such as sizing and PG tape generation, can also be 
performed on the VAX. 


Silvar-Lisco’s SOS package including CASS and CAL-MP is 
installed on the VAX. CASS is used for schematic entry via 
a Genisco 1000 or other graphics terminals. Once the 


schematic has been entered, a design database is created 
from which several output data formats can be generated. 
The following outputs are presently available: Netlist, 
TEGAS for logic generation and test verification, SPICE for 
circuit simulation, Network Continuity Checker and 
CAL-MP. 


CAL-MP is used for automatic placement and routing of the 
cells in The Cell Library™. All cells are designed to take 
advantage of the CAL-MP program capability. The program 
can handle up to 1800 cells (not gates) with 3600 cell 
capability to be installed soon. Chips of larger size can be 
created by assemblying partitioned sections of up to 3600 
cells each. 


We are constantly updating and improving our software. 
Any improvements in the NCA or Silvar-Lisco software will 
be installed so that design capability and turn-around times 
can constantly be improved. Dial-up facilities to the VAX 
are available enabling our CDT customers to access the 
above software via remote terminals. 


As an important part of the CDT program Synertek provides 
support in the form of helping with the design, instruction 
in the use of our CAD equipment, providing updates in the 
course, and providing advancements in our process 
capabilities. Synertek’s CDT team is organized to assist the 
customer in all the crucial steps of the design. Once the 
customer reaches design proficiency, we have a separate 
Customer Owned Tooling (C.0.T.™) team to move designs 
quickly into production. As a customer's needs or designs 
change, CDT’s are flexible enough to tailor on-going support 
to the specific requirements of the customer. 
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C.0.T.™ 


Perhaps you have your own MOS design group, or have 
chosen to have your circuit designed by a consulting firm. 
Or maybe another MOS supplier designed the chip and you 
want to tool-up a second-source supplier. Whatever your 
design source, we can produce your circuit on a customer 
owned tooling (C.0.T.™) basis. 


Because of our extensive experience with MOS/LSI 
technology, we understand your reasons for going C.O.T.™. 
You want to minimize design cost and production time 
while maximizing proprietary design control. We guarantee 
that your Custom circuit will receive the same confidential, 
proprietary treatment as our own in-house designed 
circuits. 


You may enter the production cycle at a number of various 
stages. We'll accept your design on a database tape, a 
pattern generator tape, or working plate. You'll be given an 
initial documentation package that includes an overview of 
design rules and parameters for our MOS processes. 


C.0.T.™ customers provide Synertek’s Product Engineering 
with their chosen form of tooling along with the test tape 
and specifications for testing the customer's circuit. 


MOS Processes 
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Synertek maintains a policy of requiring characterization 
data for all circuits prior to transfer to production. This 
measure enables Synertek to do further studies on yield 
enhancements and correlation. Synertek strives to 
maximize yields at final test and ultimately reduce circuit 
costs to the customer. We view C.0.T.™ as a joint effort on - 
the part of vendor and customer. Our goal is to work with 
the customer's design group, to lend the necessary technical 
support and to build a successful working relationship. 


Again, we will meet with you as early in the program as 
possible to establish a close working relationship. If you 
wish to design your own proprietary circuit, our engineering 
staff is available for design aid and general program 
guidance. We take measures to enhance a smooth product 
flow. Our program managers monitor your circuit from our 
CAD center through production. We also have a back-log 
control system that continually updates you on product 
schedules and shipments. 


As aC.0.T.™ customer, you have access to our extensive 
manufacturing and assembly facilities in addition to our 
advanced processes. 
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A Process for Every Masterpiece 
Selecting the right process for your Custom circuit is one of 
your most important decisions in the design cycle. 


Synertek’s offering of fully proven manufacturing processes 
has the right answer for you. It includes state-of-the-art 
HMOS, HCMOS and EEPROM in addition to the industry 
standard NMOS silicon gate technology. 


The chart on these pages contains conservative data on 
Process Characteristics and Topology. This data is provided 
only as a guideline to help you determine the general “‘fit’’ 
to new circuits and those already in production. Detailed 
Electrical and Topological Design Rules are available under 
a non-disclosure agreement. 


Again, we encourage potential C.0.T.™ customers to notify 
us at the early stages of the program so that we can provide 
the necessary guidance to your designers to ensure process 
compatibility with circuit performance. You may find the 
process requirements for your circuit differ from what is 
shown on our chart. If so, be assured that our process 
engineers will work with you to determine any needed 
variations for your circuit. 


—__Topoleteal Fch Pitch 


Comments 


Shrinkable by 16% for low voltage 
Applications 


0.7 Planox, 2 poly process, switched capacitor 
pS | 45 | 12 | 6 6/6 | 6/6 | 7/7 _| Planox; shrinkable by16% 
1S 12 5/5 5/5 5/5 Process has an intrinsic transistor mask 
Sa eee 

OF 27 30. 3 (E & D) HMOSI. Dual implants for Bact ENH and DEP 
ee ae EL aisortotona | 
BR A Gk iA all NG Bol Ld Svnakicsi 

3.5 (I dry etch process. 
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*Also available with dry etch processing at contact. 


Topological Pitch 


rm [se [es] 
wis 

| 335 | 3.514 | 35 | 45 | Single poly, n-well process. 
Paes [as [a5 Available up to 12V." 


25/10 | 213.5| 3/3.5 | Double poly, high voltage. 


*Also available using stepper technology. 
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The Cell Library™ 


The Cell Library™ evolves around our N-well, single poly, 
single metal 3 micron HCMOS process. The cells developed 
are the basic cells required to do random logic design. We 
will continue to design increasingly complex cells, such as 
multi-stage counters, voltage comparators, microprocessor 
cores, ALU’s, etc. Customers have the option of designing 
and using any additional cells required in their system. 
These cells should conform to our format requirements, and 
the customer has the option of including them in The Cell 
Library™ user group. 


Designs can be done on any graphics system with the 
interface preferably using GDSIL formatted tapes. All cells 
are fully characterized over the -55°C to +125°C range. 
Each cell has its own data sheet, with all the electrical and 
topological parameters. The Cell Library™ manual is a TTL 
type book containing all the information on the cells. 


Almost all cells are of constant height and variable width, 
however some cells are of different height to improve layout 
efficiency. For example, there is a tall and narrow flipflop 
that will be used for long chains of ripple counters. Some of 
the basic cells, such as inverters, NOR gates, NAND gates, 
are of two different heights to optimize the auto-router. 


Each cell has inputs at both the top and the bottom with 
two power lines running horizontally through the cell. The 
cells are self-contained, so that no external connections will 
be required to complete them. For most of the cells, 
connections are made by either poly or metal. Production 
type cells, such as alignment marks, CD's, etc. are also 
available as part of The Cell Library™. 


The Cell Library™ is designed using the Avera IC Designer, a 
low cost system capable of doing an hierarchical IC design. 
Each cell can be represented in three progressively complex 
ways. The first is a simple outline of the cell boundaries 
with a symbol indicating the orientation, the second is the 
outline with the logic symbol and the third is the complete 
topographical layout. 


Today’s Tradeoff Curve 


CALSSICAL CUSTOM 


STANDARD CELL 


GATE ARRAYS 


RELATIVE COST 


CLASSICAL 
CUSTOM 


UNIT VOLUME (K) 


The Cell Library™ is available to our classic custom, CDT, 
and C.0.T.™ customers. Synertek’s engineers will design a 
circuit for you or teach your engineers to do their own 
designs using The Cell Library™. C.0.T.™ customers may 
purchase The Cell Library™ with or without a production 
commitment. 


Training for C.O.T.™ customers is also available for a 
nominal fee. 


The Cell Library™ 

Functions 

Inverter 

2, 3, 4 Input NOR 

2,3, 4 Input NAND 

XOR, XNOR 

ROM, RAM bit 

F/F with/without SET, RESET (3 cells) 
F/F with/without SET, RESET for ripple counters (3 cells) 
Latch 

Output buffer CMOS to CMOS. Pad included 
Output buffer CMOS to TWO LPS TTL. Pad included 
Input buffers CMOS to CMOS 

Input buffers LPS TTL to CMOS 

Input with HYSTERESIS 

Expandable PLA 

RC Oscillator 

XTAL Oscillator 

CD Cells 

Alignment Marks, Logos, etc. 

Primitative Cells (Butting contracts, etc.) 
Pass-Through 

Transmission Gate 


Future Enhancements 
Z-8 Microprocessor Core 
A/D Converter 

Counter 

ALU 

User Library 


Typical Cell Library Design Cycle 
(1,000 Gate-Equivalaent HCMOS) 


LOGIC DESIGN 

CIRCUIT DESIGN 

LAYOUT 

DIGITIZING 

TOOLING 

FABRICATION 

ASSEMBLY 

TEST 
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SY7110/SY7144 
300 BPS FSK Modem 


Features Pin Configuration 


Bell System 103 or CCITT v.21 types 

Phase Coherent FSK Modulation 

No External Filters Needed 

Minimal External Components Required 

Uses Low-Cost TV Color Burst Crystal (3.579545 MHz) 
Low Distortion Signal Generation (5%) 

Highly Sensitive Receiver (-50 dBm) 

Automatic Answer and Disconnect 

Fully Automatic Handshake Operation 

RS-232C Interface Signals as ne MODET 
Local and Remote Loop-Back Test Capabilities be alls, 
0-70°C Operating Range vas 


CUSTOM/LOGIC 
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(TENTATIVE) 


Description 


The SY7110 and SY7111 are modem devices intended to Strate by the use of switched-capacitor NMOS technology. 
provide for data communications over the switched telephone The SY7110 provides for 300 BPS data rates compatible with 
network or via dedicated private lines. Complete analog and Bell System model 103 modems, whereas the SY7111 is 
digital functions are incorporated on a single monolithic sub- compatible with the CCITT recommendation v.21. 


DIGITAL SECTION ANALOG SECTION 
CLEAR TO SEND 


MARK/SPACE MODULATOR see 


(FREQ Eo BANDPASS 
Eo see 
GATE/BUFFER 
LOW FULL SPACE 
RECEIVE 
LIMITER BANDPASS 
FILTER 


LOGIC PASS WAVE BANDPASS 
AND FILTER RECTIFIER FILTER 
CONTROL 


LOW FULL MARK 
PASS WAVE BANDPASS 
FILTER RECTIFIER FILTER 


CARRIER DETECT CARRIER 
DETECT 
SENSITIVITY CONTROL 


FIGURE 1. BLOCK DIAGRAM 


Synertek. 


General Description 


There are two basic system modes. The first mode permits 
operation over the switched telephone network and utilizes 
the APH, RI, and SH pins to control the connection and mode 
selection. The second mode is for applications with dedicated 
lines. In this case, there is no requirement to control the 
connection, since it is always in place. 


Switched Network 

Operation is initiated by means of the SH and RI input pins. If 
SH is activated, this signals the originate mode and the 
required frequencies are thereby selected. If RI is activated, 
this causes the answer mode to be selected along with the 
appropriate frequency selections. One exception to this exists, 
however. This occurs if the O/A pin is driven to a low level and 
the SH pin initiates the call. In this case, answer mode is 
forced, overriding the usual operation to select originate 
mode. 


Dedicated Lines Ss 

For this application, SH, Rl, and APH are not used and are to be 
unconnected. Instead, operation is initiated by means of the 
RTS input pin and the originate/answer mode selection is 
determined by the O/A mode pin. (Note that RTS is not used 
for the switched network case and must be unconnected to 
prevent improper operation.) 


Pin Functions 


TxD 
Transmit Data. TTL-Compatible, high impedance input pin 
used to modulate the transmitter carrier frequency when the 


device is active. A high level represents a MARK, and a low 
level a SPACE. 


RxD 

Receive Data. TTL-Compatible, push/pull output pin which is 
the de-modulated received carrier frequency. A high levelisa 
MARK condition and a low level, a SPACE. 


DTR 

Data Terminal Ready. TTL-Compatible, negative-true input 
(with internal pull-up resistor) used to activate/de-activate 
the modem. 

RTS 

Request To Send. TTL-Compatible, negative-true input (with 
internal pull-up resistor) used to activate the transmitter sec- 
tion of the modem. When driven to the active (low) state, it 
signifies a request to transmit. When the transmission path is 
established, CTS is activated, completing the handshake. 
CTS 

Clear To Send. TTL-Compatible, negative-true, push/pull out- 
put used to indicate that the transmitter is currently active. 
DCD 

Data Carrier Detect. TTL-Compatible, negative-true, push/- 
pull output used to indicate that a valid carrier signal is being 
received and that the receiver is currently active. 


SY7110/SY7144_ 


XTAL1, XTAL2 

Crystal Pins. Color burst TV crystal (3.579545 MHz). Must be 
attached to these pins to set the frequency of the internal clock 
oscillator. No other components are needed. Alternately, the 
oscillator may be driven from an external source. In this case, 
XTAL1 is the clock input pin (high impedance) and XTAL2 
must be unconnected (cannot drive any substantial load). 


XMT 

Transmitter Output. This is the carrier frequency output signal 
used to drive the phone line. It is a fixed amplitude sinusoidal 
signal of very high purity. 


RCV 

Receiver Input. High-impedance input for the incoming carrier 
frequency signal from the phone line. 

RI 

Ring Indication. TTL-Compatible, negative-true input with 
internal pull-up resistor. An active (low) level signifies that a 
ringing condition exists. The low-to-high transition initiates 
automatic answer sequencing. 

SH 

Switch-Hook. TTL-Compatible, negative-true input with 
internal pull-up resistor. An active (low) level signifies that the 
off-hook condition exists for the phone line. The low-to-high 
transition initiates automatic call origination sequencing. 


APH 

Answer Phone. Positive-true output with active pull-down 
device and passive pull-up resistor. The active (high) level of 
this pin is used to drive the phone line to its off-hook state for 
both call origination and answering. 

O/A 

Originate/Answer. TTL-Compatible input pin with internal 
pull-up resistor. This pin is used to control the operating mode 
of the modem, except in those cases wherein the mode is 
selected automatically. 


MODE 1, MODE 2 
Mode Controls. TTL-Compatible inputs with internal pull-up 
resistors. Used to select operating modes, as follows: 


Normal Operation 


Special Tests 
Digital Loop Test 
Analog Loop Test 


ABTD 
Abort Timer Disable. TTL-Compatible input with internal 
pull-up resistor. When active (low) the abort disconnect 
timer is disabled. 


Power and Ground Pins. 


Vop 


Vss 
DGND 


AGND 
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1270 Hz 


TRANSMIT 


RECEIVE 


FIGURE 2. ESTABLISHING THE CONNECTION (SWITCHED NETWORK) 


Establishing a Connection 


Figure 2 illustrates the timing sequence to establish a call 
connection between an originating modem and an answering 
modem. The items referred to in Figure 2 are detailed, as 
follows: 


i 
2. 


Originating end goes off-hook to place call. 


Delay from SH input to the activation of APH output 
(less than 100 psec). Note that SH is an edge-sensitive 
input. 


. APH is activated, causing the off-hook relay in the DAA to 


be energized. 


Dialing of the far-end modem commences and the call is 
established. 


Ringing occurs at the called station. 


Delay for the answering modem to recognize and 
respond to RI ringing indication signal (less than 100 
psec). 


APH is activated to answer the phone. 


8. Delay from the activation of APH until answer tone (2225 


Hz) is sent back to the originating modem. This is the 
“billing delay’ required by the common carrier (phone 
company) and is 2 sec. 


Answer tone sent back. 


13. 
14. 


Delay from receipt of answer tone at originating modem 
until the RxD clamp is removed (150-200 msec). 


. RxD clamp is removed and the RxD pin now follows the 


received carrier frequency. Simultaneously, DCD is 
activated. 


. Delay from the receipt of answer tone until the transmit 


tone (1270 Hz) is applied. This delay is required by the 
common carrier in order to disable the echo suppression 
circuits in the phone network and, in this way, permit 
full-duplex operation. The delay is 250 msec. 

Transmit tone sent to answering modem. 


Delay from transmit tone being sent until TxD is enabled 
(300 msec). 


. TxD clamp is removed and the transmit frequency now 


follows the level on the TxD input pin. CTS is activated. 


. Delay in the answering modem from receipt of 1270 Hz 


transmit tone until RxD clamp is removed and DCD is 
activated (150-200 msec). 


. RxD clamp is removed and the RxD level now follows the 


incoming carrier frequency. TxD clamp is removed and 
transmit frequency follows the level on the TxD input pin. 
CTS is activated and full duplex operation is achieved. 


SY74110/SY71414 
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FIGURE 3. DTR INITIATED DISCONNECT SEQUENCE. 


DIR Initiated Disconnect 

An irreversible disconnect sequence may be initiated by 
means of the DTR input pin. This signal, which is normally 
active (low) when the modem is operating, may be pulsed high 
in order to start the disconnect sequence. A minimum pulse 
width of 10 msec is required to start the sequence. A shorter 
pulse width will not be sufficient to achieve this. Figure 3 
shows the detailed timings involved for the disconnect 
operation. 


Note in Figure 3 that a continuous Space frequency (1070 Hz 
for Originate mode and 2025 Hz for Answer mode) is automat- 
ically sent for a period of 3 seconds during the disconnect 
operation. This is sometimes used by the far-end modem to 
detect that a disconnect is in progress. 


RTS and O/A Considerations 


Normally, RTS is not used in switched network applications. 
Hence, it is assumed to be unconnected. An internal pull-up 
resistor causes the logic level to be inactive. RTS is used in 
applications for dedicated lines however, and a full explana- 
tion of these cases is covered elsewhere. 


of TMI 


RCV 


The O/A pin is also normally unconnected. In this way, the 
mode of operation (originate or answer) is determined auto- 
matically by the device. This is achieved by the SH and Rl input 
pins. Turn-on by the SH pin selects the Originate mode and 
turn-on by the RI pin selects Answer mode. However, there is 
one special case wherein Answer mode may be forced when 
SH is used to initiate the turn-on. This occurs when O/A is 
forced low prior to SH activation. In this case, Answer mode is 
selected, as shown by the timing sequence in Figure 4. The 
checkpoints in Figure 4 are summarized below: 


1. SH activated with O/A forced low. 
2. APH activated to answer phone. 


3. SH de-activated, signifying that the modem system has 
been switched from voice to data mode. Transmit carrier 
is immediately sent to far-end modem. 


4. Receive carrier comes back from far-end modem. 


5. After 150 msec delay to detect the receive carrier, both 
transmit and receive functions are fully active. 


1270 Hz 


- Cote ieee —_e 
~ i —— 
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FIGURE 4. SWITCHED NETWORK CASE WITH ANSWER MODE FORCED. 


Synertek. 


ORIGINATING MODEM 


ANSWERING MODEM 
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FIGURE 5. ESTABLISHING A DATA CONNECTION FOR DEDICATED LINE CASE. 


Dedicated Lines Connection 


Figure 5 illustrates the timing sequence used to establish the 
data connection for applications which use dedicated lines. 
The items in Figure 5 are described below: 


1. 


Originating modem initiates the sequence. O/A must be 
high (originate mode) before RTS is activated. When RTS 
is activated, the transmit carrier is turned on to the Mark 
frequency condition (1270 Hz). 


Delay from RTS activation until CTS activation (300-350 
msec). 


CTS is activated and TxD Mark clamp is removed. Trans- 
mitter is now active and the transmit frequency follows 
the level on the TxD input pin. 


Delay from the carrier being received at the answering 
modem until DCD is activated (150-200 msec). 


DCD is activated and RxD Mark clamp is removed. At this 
point, the receiver is active and the RxD output pin fol- 
lows the received carrier frequency. 


6. 


71. 


Some time later (determined by the response of the ans- 
wering end data terminal equipment), the RTS input of 
the answer modem is activated. O/A must be low to 
enable the answer mode. This causes the transmit car- 
rier frequency to be turned on to the Mark frequency 
(2225 Hz). 


Delay from RTS activation until CTS activation (300-350 
msec). 

CTS is activated and TxD Mark clamp is removed, ca using 
the transmitter to be activated. 


Delay from the receive carrier arriving at the originating 
modem until the DCD output is activated (150-200 msec). 


. DCD is activated and the RxD Mark clamp is removed. At 


this point, the receiver is active and RxD output follows 
the received carrier frequency. 


Full-duplex operation is achieved. 
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FIGURE 6. RTS INITIATED SHUTDOWN SEQUENCE FOR DEDICATED LINE CASE. 


Shutdown Sequence 


Either the originating or the receiving end may initiate a 
shutdown sequence by means of the RTS input pin. Figure 6 
illustrates the timings and the following points describe the 


oper 
1. 


ation: 


RTS is de-activated to initiate the shutdown. Transmit 
carrier turns off, CTS is de-activated, and TxD Mark clamp 
is applied. 


. Delay for DCD to respond to loss of carrier at far-end 


modem (10-12 msec). 


DCD is de-activated and RxD Mark clamp is applied. 


4. Delay for data terminal equipment to respond to loss of 


carrier with de-activation of RTS. 


5. RTS de-activated, transmit carrier turns off, CTS de- 
activated, and TxD Mark clamp is applied. 


6. Delay for DCD to respond to loss of carrier at originate 
modem (10-12 msec). 


7. DCD turns off and RxD Mark clamp is applied. 
8. Shutdown is accomplished. 


A special note is that DTR is not used for dedicated line 
applications. As a result, the user must be certain that DTR is 
held active (low) throughout to be certain that no inadvertent 
effects are caused. 


Syn ertek. 


DCD Operation 


Some special requirements also effect the operation of DCD 
(data carrier detect). Two operating conditions are paramount: 


e The detection of a valid carrier signal occurs when 150- 
200 msec of uninterrupted carrier frequency, whose 
amplitude is at least -50 dBm, exists. An interruption of 
more than 12 msec causes the 150-200 msec time interval 
to restart. 


e Once a valid carrier is detected, DCD goes low and stays 
active until the carrier is lost for at least 12 msec. Any loss 
for less than this does not cause loss of carrier and DCD 
level does not change. The carrier can be lost either if the 
amplitude drops below -53 dBm or if the frequency shifts 
out of the valid range or both. 
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System Interconnnections 


Figure 7 illustrates a typical system connection. For the pur- 
pose of this example, the SY6551 ACIA device performs the 
UART function. 
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FIGURE 7. TYPICAL SYSTEM INTERCONNECTIONS. 
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Synertek. 


Interface Specifications 


|Description | Min. | Max. | Unit_ 


Logic Input Low Level _ 
(RTS, DTR, TxD, Rl, SH, O/A, 
MODE1, MODE2, ABTD) 


Logic Input High Level =| 
(RTS, DTR, TxD, RI, SH, O/A, 
MODE1, MODE2, ABTD) 
Logic Output Low Level 
(lo. = 1.6 mA) 

(RxD, CTS, DCD, APH) 
Logic Output High Level 
(loH =-100 yA) 
(RxD, CTS, DCD) 


Input Pull-Up Resistance 


(SH, RI, DTR, RTS, O/A, ABTD, 
MODE1, MODE2) 


Output Pull-Up Resistance 
(APH) ohms 


input Hysteresis ADT 
Ppp Current rain ———SS* | 20 | mA 
ries Curent Drain ——SS«d = (| 20 | ma 


SY7110/SY7111 


Analog Specifications 


Transmitter Section 


e Frequencies — 


| Mode ssid 


1270 Hz 2225 Hz 
1070 Hz 2025 oe 
1180 Hz 1850 Hz 

980 Hz 1650 Hz 


@ Frequency Accuracy: +0.25%. 

e Output Signal Amplitude: +6 dBm +1 dBm. 

e Output Amplitude Distortion: +1dB. 

e 2nd Harmonic Amplitude: -60 dBm (below carrier). 


CCITT v.21 
Mark 
Space 


Receiver Section 
e Frequencies — 


| = Modes 
a 


1270 Hz 
1070 Hz 


Bell-103 
Mark 2225 Hz 


2025 Hz 


Space 


CCITT v.21 
Mark 
Space 


1850 Hz 
1650 Hz 


1180 Hz 
980 Hz 


Bandwidth: TBD. 

Sensitivity: -50 dBm +1.5 dBm. 

Peak Distortion: +17% 

Maximum 2nd Harmonic Amplitude: -60 dBm. 
Carrier Detect Sensitivity: -50 dBm +1.5 dBm. 
Carrier Detect Hysteresis: 3 dB +0.1 dB. 
Carrier Detect Bandwidth: TBD. 

Dynamic Range: TBD. 


SY7100 
DIMF Receiver 


Features Pin Configuration 


No External Filters Required SY7100 


TTL-Compatible Three-State Outputs 
Uses Low Cost 3.579545 MHz Crystal 
Fully Immune to Normal Noise Conditions 


Excellent Speech Immunity 


1 
2 
3 
4 
5 
6 
7 
8 


18-Pin Package for Low Cost 
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+5V and -5V Power Supplies (TENTATIVE) 


Description 


The SY7100 is a fully monolithic Dual-Tone Multi-Frequency output. No external band-separation filters are required and, 
(DTMF) Receiver intended for use in a wide variety of in fact, only a small number of external components are 
telephone applications. Standard Bell System tone fre- needed. The device is fabricated using NMOS switched 
quencies are automatically decoded into a 4-bit binary coded capacitor technology to optimize cost and performance. 


Block Diagram 
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Condensed Specifications 


@ Power Supplies: +5V + 5%, -5V + 5% 

@ Power Dissipation: 250 mW (max, total) 

@ Adjacent Band Attenuation: 40 dB 

@® Dynamic Input Range: +6 dBm to -30 dBm 
@ Precise Dial Tone Attenuation: 50 dB 

@ Digital |1/O are TTL- compatible 

@ Detection Time: 40 msec (max) 

@ Inter-tone Time: 40 msec (min) 


Pin Functions 


SY7100 


DTMF Tone Matrix 


697 Hz 


770 Hz 


LOW 
BAND 


852 Hz 


941 Hz 


1209 1336 1477 1633 
Hz Hz Hz Hz 


HIGH BAND 


T, R, GC Tip, Ring, and Gain Control inputs. T and R are derived from Tip and Ring from telephone line. GC is used 
to control gain of input amplifier, permitting operation with a variety of input signal amplitudes. 

XTAL1, Crystal pins and Clock output. 3.579545 MHz crystal connected to XTAL1 and XTAL2 to control internal 

XTAL2, clock oscillator. Clock output is a low-level 3.579545 MHz square-wave to drive other devices located 

CLOCK within the same system. 

DO-D3 Binary-encoded (0-15) digital outputs with 3-state capability for bus-oriented applications. — 

STB . Negative-true, TTL-compatible output which is active when a valid DTMF signal is detected. 

EN Negative-true, TTL-compatible input signal which turns on the output buffers (DO-D3). 

MODE TTL-compatible input used to select either Local or End-to-End mode of operation, defined below: 


Local 
End-to-End 


FREQUENCY 


DETECT 


BANDWIDTH 
(15% + 2 Hz) 


211/46 * oz) 


Synertek: The Artist 
for your Custom 
Circuit 


success of your product. We support this dedication by 
offering you: . 


Synertek’s experience and proven technologies 

our in-house design, manufacturing and assembly 
facilities 

a working partnership with our engineers 

the latest in CAD and test equipment 

flexibility in circuit design and manufacturing 

dedicated manufacturing capacity for volume production 
state-of-the art MOS processes 

commitment to quality 


We're ready to put our experience to work for you. If you'd 
like to learn more about our CUSTOM MOS/LSI_ capabili- 
ties, just call the Synertek office nearest you (refer to the 
General Information section of this data book for a complete 
listing of sales offices). We'll be glad to arrange a prelimi- 
nary design consultation meeting to discuss how we can 
help you with your program. Because your success is our 
goal, we'll dedicate our many resources to your needs. Give 
us a call now! 
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RAM Selection Guide 


Commercial T, = 0°C to 70°C) 


Package 
Aceess Maximum Current (mal Power 
Part Number Oryanization Time Supply Number Type Page No. 
ns] (Volts af Pins (Note 1 
Ze é 


o¥2101-1 2 
~SY2101A . 
SY2101A-2 2 


SY2101A-4 
SY2111-1 
SY2111A 
~SY2111A-2 
SY2111A-4 
SY2112-1 
SY2112A 
SY2112A-2 
SY2112A-4 


SY2114AL-1 
SY2114AL-2 
SY2114AL-3 
SY2114AL-4 
SY2114A-4 
SY2114A-5 
Y2148H 
S¥2148H-2 
SY2148H-3 
SY2148HL 
SY2148HL-3 
SY2149H 
SY2149H-2 
SY2149H-3 
SY2149HL 
SY2149HL-3 


70 +5 
53 +5 
55 +5 
55 +5 
70 +5 
55 +5 
55 +5 
55 +5 
70 +5 
a0 +5 
55 +5 
So +5 
40 +5 
40 +6 
40 +5 
40 +5 
70 +5 
70 +5 
+5 


30 
30 


SY2147H-1 4096 x 1 
SY2147H-2 4096 x 1 
SY2147H-3 4096 x 1 
SY2147H 4096 x 1 
SY2147HL-3 4096 x 1 


SY2147HL 4096 x 1 


SY2158-2 1024 x 8 120 100 
SY2158-3 1024 x 8 150 100 
1024 x 8 200 100 
1024 x 8 120 100 
S¥2159-3 1024 x 8 150 100 


SY2159-4 


SY2128-1 
SY2128-2 
SY2128-3 
SY2128-4 
SY2128L-1 
SY2128L-2 
SY2128L-3 
SY2128L-4 
SY2129-1 
SY2129-2 
SY2129-3 
SY2129-4 
SY¥2129L-1 
S¥2129L-2 
SY2129L-3 
SY2129L-4 


SY2168 [2] 
SY2168-3 [2] 


SY2169-3 [2] 

SY2167-3 (2) 

SY21D1[3] 
NOTES: 


1. C =Ceramic, D = Cerdip, P = Plastic, K = Leadless Chip Carrier. 
2. Preliminary Information. 


3. Advanced Information. 
4. Not available. 


1024 x 8 


ROM Selection Guide 


Commercial Ty = 0°C to 70°C) 


SY3308 1024 x 8 
SY3308RI2] 1024 x 8 


Power — Package 
Supply Number Type Compatible 
(Volts) of Pins [Note 1) EPROM/PROM 
+5 24 C.0.P 82S 181 2-91 
+5 24 CD. Polk 2/980. 2-91 
5 


SY2316B 2048 x 8 a 24 C.D0.P 2716 
SY2316B-2 2048 x 8 +o 24 C.D.P 2716 
SY2316B-3 - 2048 x 8 +5 24 C.0.P 2716 
SY3316 2048 x 8 +o 24 GD. P 825191 
SY3316A 2048 x 8 +5 24 G..0..P 825191 


SY3316RI2] 2048 x 8 45 24 C.D.P. K 27845 


SY2332 4096 x 8 
SY2332-2 4096 x 8 
SY2332-3 4096 x 8 
SY2333 4096 x 8 
SY2333-2 4096 x 8 


4096 x 8 
8192 x 8 


SY2333-3 
SY 2364 


TMS2564 


AOA Gon 


SY2364-2 8192 x 8 TMS2564 
SY 2364-3 8192 x 8 TMS2564 
SY2364A 8192 x 8 TMS2564 
SY2364A-2 8192 x 8 TMS2564 


SY2364A-3 
SY2365 


TMS2564 


8192 x 8 


SY 2365-2 8192 x 8 
SY 2365-3 8192 x 8 
SY2365A 8192 x 8 
SY2365A-2 8192 x 8 
SY2365A-3 8192 x 8 


SY23128-2 [2] 
SY23128-3 [2] 16,384 x 8 
SY23128 [2] 16,384 x 8 
~SY23128A-2[2]| 16,384 x 8 
SY23128A-3[2]| 16,384 x 8 


PENN H/|SC2299D0|R A900 


SY23256A-312] 32K x 8 0 
SY23256A [2] 32K x 8 10 
0 


+5 28 
+5 28 
SY6364 [5] 8192 x 8 450 70 1MA/10,A[4} +5 24 
SY6365 [5] 8192 x 8 450 70 1mMA/10zA [4] +5 28 
EEPROM Selection Guide 


1 


SY23128A [2] 16,384 x 8 C, 
SY23256-2[2] 32K x 8 C, 
SY23256-3 12] 32K x 8 C. 
$Y23256 [2] 32K x 8 28 G: 
SY23256A-2[2] 32K x 8 28 C 

C 

C 


T, =0°C to 70°C) 


a 
NOTES: 


1. C = Ceramic, D = Cerdip, P = Plastic, K = Leadless Chip Carrier. 

2. Preliminary Information. 

3. Effective Access Time (tgpa). 

4. CE @ 2V/CE @ Vc. : 
5. Advanced Information. 

6. Cycle time. 


RAM Cross Reference Guide 


MB8167A| MB8168 
2167 2168 


MK4118A / 
MK4801A 


MM2114 NMC2116 | NMC2147H | NMC2148H 


ona uPD2114 | pPD446 | wPD2147 is toa 
pee? TMM314aP | TMM2016 | TMM315 po 
Pee HM4721144 | HM6116 HM6148 HM6167 


Tl. TMS2114 | TMS4016 | TMS2147H | TMS2149 TMS2167| TMS2168/ 
TMS2169 


ROM Cross Reference Guide 


AM9232 AM9233__ | AM9264 AM9265 AM92128 


$2364 $23128 Pei 


AM9218 


S68A316 
$6831B 


$68332 $2333 S68A364 


RO-3-9316 


MOSTEK | MK34000 


Motorola | MCM68316E | MCM68A332 


uPD2316E 


RO-3-9332 | RO-3-9333 | R0-3-9364 | RO3-9365 | RO-9128 


MK36000 | MK37000 


MCM68364 


MK38000 


bon am es ho 


MCM68365 
MCM68366 


MM52132 MM52164 


Nh 
a 
pate 
Nh 
co 
a 


uPD2332 uPD2364 


wa 
ud 
co 
fom] 
= 
Lu 
= 


2616 


R-03-1316 


2632 2664A or 


2664 


TMM333 
TMM2332 


DO 
w 
lop) 
> 
| 


EA8316 EA8332 EA8333 


TMS4732 TMS4764 


4 


3516 


HN46332 HN48364 


2316E 2332 


M58333 M358334 


MSM3870 


MN2332 


Panasonic 


SAB8316 SAB8332 


SY2104 


256 x 4 Static 
Random Access Memory 


Features 


@ 256x4 Organization to Meet Needs For Small Sys- 
tem Memories . 


Access Time — 250/350/450/500/ns 

Single +5V Supply Voltage 

Directly TTL Compatible — All Inputs and Outputs 

Static MOS — No Clocks or Refreshing Required 

Simple Memory Expansion — Two Chip Enable 

Inputs | 
Description 


‘The SY2101 is a 256 word by 4 bit static random 
access memory element using N-channel MOS devices 
integrated on a monolithic array. It uses fully DC 
stable (static) circuitry and therefore requires no 
clocks or refreshing to operate. The data is read out 
nondestructively and has the same polarity as the in- 
put data. 


The SY2101 is designed for memory applications 
where high performance, low cost, large bit storage, 
and simple interfacing are important design objectives. 


It is directly TTL compatible in all respects: inputs, 
outputs, and a single +5V supply. Two Chip Enables 
allow easy selection of an individual package when 
outputs are OR-tied. An output disable is provided 


Pin Configuration 


Pin Names 


OUTPUT DISABLE 
DouT DATA OUTPUT 
POWER (+5V) 


DIN DATA INPUT 
Ag—A7 ADDRESS INPUTS 

R/W READ/WRITE INPUT 
CE1,CE2 CHIP ENABLE 


@ Inputs Protected — All Inputs Have Protection 
Against Static Charge 

@ Low Cost Packaging — 22 Pin Plastic Dual-In-Line 
Configuration 

@ Low Power — Typically 150 mW 

@ Three-State Output — OR-Tie Capability 

® Output Disable Provided For Ease of Use in 
Common Data Bus Systems 


so that data inputs and outputs can be tied for com- 
mon I/O systems. Output disable is then used to eli- 
minate any bi-directional logic. 


The SY2101 is fabricated with N-channel ion im- 
planted silicon gate technology. This technology 
allows the design and production of high-performance, 
easy-to-use MOS circuits and provides a higher func- 
tional density on a monolithic chip than either con- 
ventional MOS technology or N-channel silicon gate 
technology. 


Synertek’s ion implanted silicon gate technology also 
provides excellent protection against contamination. 
This permits the use of low cost plastic packaging. 


Block Diagram 


MEMORY ARRAY 
32 ROWS 
32 COLUMNS 


Se 
COLUMN VOCIRCUITS 
COLUMN SELECT 


INPUT 
DATA 
CONTROL 


© = PIN NUMBERS 


on” 
td 
o 
a 
= 
Lad 
= 


ertek. 


Absolute Maximum Ratings* 


Temperature Under Bias -10°C to +80°C 


SY2101 


Comment* 
Stresses above those listed under ‘‘Absolute Maximum 
Rating’ may cause permanent damage to the device. 


Storage Temperature -65°C to +150°C This is a stress rating only and functional operation 
Voltage On Any Pin With - of the device at these or at any other condition above 
those indicated in the operational sections of this 

Respect to Ground -0.5V to +7V specification is not implied. Exposure to absolute 
Power Dissipation 1 Watt maximum rating conditions for extended periods may 


affect device reliability. 


D.C. and Operating Characteristics T, =0°C to 70°C, Vcc = 5V +5% unless otherwise specified. 


2101A, 2101A-4 
Symbol Parameter | Min. | Typ.(1) [ Max. | Min. | Typ.(1)| Max. | Test Conditions 

it_[imputcurrene | | | 10 || | 10 |_| V0 105.25 
iLO [WO Leakage Gurvent@) [| 18 | | | 10 | aa | C= 22, Vout = 40V 
{cou [ VO Leakage Cuvens@) [| [80 |__| | -10_[ wa | C8 =22, Vour=048V 

Vin = 5.25V, Io = OMA 
ce [omwnmvcomm | f= =| [= [mf [ ir 

Vin = 5.25V, Ig =0mA 
ca rovoemane [| [> { [|= [= [aie 


V 


input Low Vortge | 08] [was[ o5| | 0a | 
Vi reaiyeeorg tat fae rs ga ore 
lo_ =3.2mA 
+0.4 


Output Low Voltage 


NOTE: 1 . Typical Values are for Ta = 25°C and nominal supply voltage. 2. Input and Output tied together. 


IL 
VOL 
VOH 


Capacitance Tp = 25°C, f = MHz 


Input Capacitance (All Input Pins) Vin = OV 
Output Capacitance VOUT = OV 


A.C. Characteristics — SY2104-4 Ta =0°C to 70°C, Vcc = 5V £5% unless otherwise specified. 


READ CYCLE | 
trey | Readcyle | || 
tA [Acces Time SOSC~<C~sSSSSCSC*dSCi Os 
tco Chip Enable To Output P| 850 ns 
toD Output Disable To Output ae ee oe ns 
tpFll Data Output to High Z State | oO | 150 | ns 
tOH Previous Data Read Valid after change of Address ro | ns 

WRITE CYCLE 
wey | Writecyle 800 | Cs 
taw | WriteDeley SSSSCS~—~—S~SS STS 
tcw Chip Enable To Write | 400 | | ns 
a 
(DH Data Hold _ 100 | | 
tw | WritePuse 0 800 | Cs 
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Synertek. SY2104 


A.C. Characteristics — SY2104A-2 Ta = 0°C to 70°C, Vcc = 5V +5% unless otherwise specified. 


READ CYCLE : 
tRCY 20 | | ts 
co | ChipEnableToOuput—SS~S~SsSSC“‘it;CSCSO SY 
top | Output Disable To Output ————SSS~S~SSSSC*dCiR 
iFM] | Data Output toHigh ZStae—SCSC~*idCi r 
tOH Previous Data Read Valid after change of Address | 40 | ns 


WRITE CYCLE 


=) 
n 


twcy Write Cycle 250 
tAW Write Delay “ns 
tcw Chip Enable To Write | 150 | ns 


tow Data Setup 
tpH Data Hold 
Write Pulse 
tWR Write Recovery 
tps Output Disable Setup 


et 
= 
Uv 
> 
n 


A.C. Characteristics — SY2404A Ta =0°C to 70°C, Voc = 5V +5% unless otherwise specified. 


READ CYCLE | 

tRCY =o 
A 
icO__| Chip Enable To Out ———SSSCS~SS*d 2 
OD | Output Dissble To Output ———SSSS~SSS*d 8 | 
worl | Date Ourput to High Z State ——SSCS~S~S YS 
WRITE CYCLE 

wey | WiteGeSSSSCSC~—S ST SC*dC 
aw | WrteDely —SC~—~—SS | Sid 
tow | ChipErableTowre —SSSSS~S~=Ci STS 
ww | _DataSewp SSOSC~—~—SS 00s SS~idC 
we | WitePuseSSSCS~S~S SYS 
tWR | WriteRecovery  — —“‘“C;OS™SCOCTC COO CTT iss 


NOTE: 1 tpg is with respect to the trailing edge of CE1, CE2, or OD, whichever occurs first. 


Ze) 
poor 
ce 
—) 
= 
Lod 
= 


Synertek. 


SY¥2101 


A.C. Characteristics — SY2101A-4 Ta =0°C to 70°C, Vcc = 5V +5% unless otherwise specified. 


tDH Data Hold 


symbol | Parameter, =| Mins 
READ CYCLE 

tA [ AccessTime 

200 | Output Disable To Outpot 

ipeUTT | Date Output to High ZSute 
WRITE CYCLE 

wey | Wrtecycle |B 

a 

tow | ChipEnableToWrite | S28 

tDw 

[ DataHold Cis 


twp Write Pulse 
Write Recovery 


5 


tps Output Disable Setup 


Timing Diagrams 
READ CYCLE 


ADDRESS 


oD 
(COMMON 1/0) (3) 


DATA 
OUT 


NOTES: 


1. tor is with respect to the trailing edge of CET, CE2, or OD, whichever occurs first. 

2. During the write cycle, OD is a logical 1 for common I/O and “‘don‘t‘care”’ for separate 
1/O operation. 

3. OD should be tied low for separate I/O operation, 


NO 
j~) 


WRITE CYCLE 


ADDRESS 


OD (2) 


DATA 
iN 


R/W 


250 


twoy 


Unit 


Synertek. 


A.C. Testing Input, Output Waveform 


2.0V 2.0V 
TEST POINTS 
8V 


0. 0.8V 


INPUT OUTPUT 


AC TESTING: INPUTS ARE DRIVEN AT 2.4V FOR A LOGIC “1” 


AND 0.4V FOR A LOGIC “0”. TIMING MEASUREMENTS ARE 


MADE AT 2.0V FOR A LOGIC “1” AND 0.8V FOR A LOGIC “0”. 


INPUT PULSE RISE AND FALL TIMES ARE 5ns. 


Package Availability 22 Pin Plastic DIP 
22 Pin Ceramic DIP 


A.C. Testing Load Circuit 


DEVICE 


UNDER 0 OUTPUT 
TEST 


T = 100 pF 


C_ INCLUDES JIG CAPACITANCE 


Ordering Information 


SYP2101A Plastic DIP 


SYC2101A Ceramic DIP 0°C to 70°C 
SYC2101A-4 Ceramic DIP 


Temperature 
Range 
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SY2111 


256 x 4 Static 
Random Access Memory 


Features 


Organization 256 Words By 4 Bits 

Common Data Input And Output 

Single +5V Supply Voltage 

Directly TTL Compatible — All Inputs and Outputs 
Static MOS — No Clocks or Refreshing Required 
Access Time — 250/350/450/500ns 

Simple Memory Expansion — 2 Chip Enable Inputs 


Description 


The SY2111 is a 256 by 4 bit static random access 
memory element using N-channel MOS devices inte- 
grated on a monolithic array. It uses fully DC stable 
(static) circuitry and therefore requires no clocks or 
refreshing to operate. The data is read out nondestruc- 
tively and has the same polarity as the input data. 
Common input/output pins are provided. 


The SY2111 is designed for memory applications in 
small systems where high performance, low cost, large 
bit storage, and simple interfacing are important design 
objectives. 


It is directly TTL compatible in all respects: inputs, 


Pin Configuration 


Pin Names 


Ag-A7 ADDRESS INPUTS CEy CHIP ENABLE 1 
oD OUTPUT DISABLE CE2 CHIP ENABLE 2 
R/W READ/WRITE INPUT 1/04-1/04 DATA INPUT/OUTPUT 


® Fully Decoded — On-Chip Address Decode 

@ Inputs Protected — All Inputs have Protection 
Against Static Charge 

@ Low Cost Packaging — 18 Pin Plastic Dual-In-Line 
Configuration 

® Low Power — Typically 150mW 

® Three - State Output — OR - Tie Capability 


outputs, and asingle +5V supply. Separate Chip Enable 
leads allow easy selection of an individual package 
when outputs are OR-tied. 


The SY2111 is fabricated with N-channel ion-implanted 
silicon gate technology, which allows the design and 
production of high performance, easy-to-use MOS cir- 
cuits and provides a higher functional density on a 
monolithic chip than either conventional MOS tech- 
nology or N-channel silicon gate technology. 


Synertek’s silicon gate technology also provides excel- 
lent protection against contamination. This permits 
the use of low cost plastic packaging. 


Block Diagram 


MEMORY ARRAY 
OWS 


ROW 92 ROW 
SELECT 32 COLUMNS 


COLUMN I/OCIRCUITS 
COLUMN SELECT 


, I~ LS 


©) = PIN NUMBERS 


Synerick. 


Absolute Maximum Ratings* 


Temperature Under Bias -10°C to +80°C 
Storage Temperature -65°C to +150°C 
Voltage on Any Pin 

With Respect to Ground -0.5V to +7V 
Power Dissipation 1 Watt 


D.C. and Operating Characteristics + A =0°C to 70°C, Vcc = 5V +5%, unless otherwise specified. 


Symbol 


| Input Load Current 


| Min. | |Max. 
oe 0 
iLOH | VO Leakage Current | | | 18 
ae 


ILOL | !/O Leakage Current 


lcc1 | Power Supply Current 


VIL Input Low Voltage 


SY2111 


Comment* 


Stresses above those listed under ‘Absolute Maximum 
Rating’’ may cause permanent damage to the device. 
This is a stress rating only and functional operation 
of the device at these or at any other condition above 
those indicated in the operational sections of this 
specification is not implied. Exposure to absolute 
maximum rating conditions for extended periods may 
affect device reliability. 


Test Conditions 


Max. 
P10 | uA [VIN = 0 to 5.25V 
rio 


CE = 2.2V, Vi/o = 4.0V 


}-10 | wA | CE =2.2V, Vio = 0.45V 


VIN = 5.25V 
mA ° 
11/0 = OmA, TA = 25 C 


20 _ VIN = 5.25V 
ca [mower] [fe] [wf 
05] |r. | 


VIH Input High Voltage 
VOL | Output Low Voltage _ 


Vo Output High Voltage 22 


a 


y | OL s-2mA 
(IoL = 2.0mA - 2111-1) 


NOTES: 1. Typical values are for Tq = 25°C and nominal supply voltage. 


A.C. Characteristics — $Y2444-4 Ta =0°C to 70°C, Vcc = 5V +5%, unless otherwise specified. 


READ CYCLE 
tRCY 


tco Chip Enable To Output 

top Output Disable To Output 

tor [1] Data Output To High Z State 

WRITE CYCLE 

{wey 

ne 

ion 

tDWw 

‘DH 

twe | WritePulse SS SSOC~S 
NR 


Read Cycle } 500 | 
ty | AeesTime SOSOSCS~—SCST 


5 hk 
nn 


NOTE: 1. tpg is with respect to the trailing edge of CE1, CE2, or OD, whichever comes first. 
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A.C. Characteristics — SY2444A-2 Ta =0°C to 70°C, Vcc = 5V +5%, unless otherwise specified. 


Symbol Parameter 


READ CYCLE 


tRCY Read Cycle 250 
tA Access Time 

tco Chip Enable To Output 

tOoD Output Disable To Output 


tpF[1] | Data Output To High Z State 
tOH Previous Data Read Valid After Change Of Address 


WRITE CYCLE 


twcoy | Write Cycle 250 
tAW Write Delay 
tcw Chip Enable To Write 
tow Data Setup 
Data Hold 


twp Write Pulse 


ct 
O 
a 


NO 
fo) 


twR Write Recovery 
tps Output Disable Setup 


Unit 


A.C. Characteristics — SY2144A Ta =0°C to 70°C, Vcc = 5V +5%, unless otherwise specified. 


Unit 


Symbol Parameter 


READ CYCLE 


Read Cycle 

Access Time 

Chip Enable To Output 

Output Disable To Output 

Data Output To High Z State 

Previous Data Read Valid After Change Of Address 


WRITE CYCLE 


350 


wey | Writecyle 88 
taw | WriteDelay 
tcw | ChipEnableTowrite 200 
tDw 
tH | DataHold OOOSC“~sS~—“sS*‘“—s*Ss*—‘—‘“‘“‘<;<zt 
twp Write Pulse 200 


N 
oO © 
oO 


twR Write Recovery 
tps Output Disable Setup 20 


NOTE: 1. tor is with respect to the trailing edge of CET, CE2, or OD, whichever comes first. 


350 


Ns 


AS 
ns 
Ns 
ns 
ns 
ns 
ns 


Synertek, SY¥2144 


A.C. Characteristics — $Y24141A-4 TA = 0°C to 70°C, Vcc = 5V +5%, unless otherwise specified. 


READ CYCLE 
Read Cycle 
Access Time 


WRITE CYCLE 


ns 


0 
ae 


7" 
iow m50__[ | 
ww | Dataseup SS™~S~S 8 
a 0 


ice) 
ww 
oc 
fom] 
= 
ww 
= 


ns 
wr | WrteResovey SCSC~SCS~iSC : 
tps Output Disable Setup | 20 | ns 


Capacitance Ta = 25°c, f= 1 MHz 


Timing Diagrams 
READ CYCLE WRITE CYCLE 


ADDRESS ADDRESS 

CHIP 
ENABLES 
(CEy CE2) 


CHIP 
ENABLES 


OUTPUT 
DISABLE 


DISABLE 
UPON 
DATA 1/0 DATA OUT VALID DATA 1/0 


NOTE: 1. tpg is with respect to the trailing edge of CE1, CE2 Sie 
or OD, whichever comes first. " iy 


Synertek. 


A.C. Testing Input, Output Waveform 


TEST POINTS 


0.4V 
INPUT 


2.0V 


DEVICE 
UNDER 
TEST 


0.8V 


OUTPUT 


AC TESTING: INPUTS ARE DRIVEN AT 2.4V FOR A LOGIC “1” 
AND 0.4V FOR A LOGIC “0”. TIMING MEASUREMENTS ARE 
MADE AT 2.0V FOR A LOGIC “1” AND 0.8V FOR A LOGIC “0”. 
INPUT PULSE RISE AND FALL TIMES ARE 5 ns. 


Package Availability: 


C_ INCLUDES JIG CAPACITANCE 


18 Pin Plastic DIP 
18 Pin Cerdip 


Ordering Information 


Order Package | Access | Temperature 
Number Type Time Range 


SYP2111-1 Plastic DIP O°C to 70°C 


SYD2111-1 Cerdip OPC to. 70°C 
SYP2111A-2 Plastic DIP O°C to 70°C 
SYD2111A-2 Cerdip O°C to 70°C 
SYP2111A Plastic DIP O°C to 70°C 
SYD2111A Cerdip O°C to 70°C 
SYP2111A-4 Plastic DIP O°C to 70°C 


SYD2111A-4 Cerdip O°C to 70°C 
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A.C. Testing Load Circuit 


SY¥2111 


SY2112 


206 x 4 Static 
Random Access Memory 


Features 


Organization 256 Words by 4 Bits 

Common Data Input and Output 

Single +5V Supply Voltage 

Directly TTL Compatible - All Inputs and Outputs 
Static MOS - No Clocks or Refreshing Required 
Access Time - 250/350/450/500 ns 

Simple Memory Expansion - Chip Enable Input 


Description 

The SY2112 is a 256 word by 4 bit static random 
access memory element using N-channel MOS devices 
integrated on a monolithic array. It uses fully DC 
stable (static) circuitry and therefore requires no clocks 
or refreshing to operate. The data is read out nonde- 
structively and has the same polarity as the input data. 
Common input/output pins are provided. 


The SY2112 is designed for memory applications in 
small systems where high performance, low cost, 
large bit storage, and simple interfacing are important 
design objectives. | 


It is directly TTL compatible in all respects: inputs, 
outputs, and a single +5V supply. A separate Chip 


Pin Configuration 


Pin Names 


Ao-A7 ADDRESS INPUTS 
R/W READ/WRITE INPUT 
E 


CE CHIP ENABLE INPUT 


1/04-1/04 DATA INPUT/OUTPUT 


Vcc POWER (+5V) 


@ Fully Decoded - On-Chip Address Decode 

@ Inputs Protected - All Inputs Have Protection 
Against Static Charge 

@ Low Cost Packaging - 16 Pin Plastic Dual-In-Line 
Configuration 

@ Low Power’- Typically 150 mW 

@ Three-State Output - OR-tie Capability 


Enable lead allows easy selection of an individual 
package when outputs are OR-tied. 


The SY2112 is fabricated with ion implanted N- 
channel silicon gate technology. This technology 
allows the design and production of high performance, 
easy-to-use MOS circuits and provides a higher func- 
tional density on a monolithic chip than either con- 
ventional MOS technology or N-channel silicon gate 
technology. 

Synertek’s ion implanted silicon gate technology also 


provides excellent protection against contamination. 
This permits the use of low cost plastic packaging. 


Block Diagram 


MEMORY ARRAY 
32 ROWS 
32 COLUMNS 
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Absolute Maximum Ratings” 


Temperature Under Bias -10°C to +80°C 
Storage Temperature -65°C to +150°C 
Voltage On Any Pin | 
With Respect to Ground -0.5V to +7V 
Power Dissipation 1 Watt 


SY21412 


Comment* 


Stresses above those listed under ‘‘Absolute Maximum 
Rating’’ may cause permanent damage to the device. 
This is a stress rating only and functional operation 
of the device at these or at any other conditions above 
those indicated in the operational sections of this 
specification is not implied. Exposure to absolute 
maximum rating conditions for extended periods may 
affect device reliability. 


D.C. and Operating Characteristics — SY2112A, SY2112A-2, SY2112A-4 
Ta = 0°C to 70°C, Vcc = 5V +5% unless otherwise specified. 


Symbol | ___Parameter_—__—_| Min. | Twp. (1) [Max | Unie 


Test Conditions 


ini__[inputCurrent | | 10 |_| Vy = 0 t0 5.28 


ILOH | !/O Leakage Current 


lcc1 | Power Supply Current 


pf 0 | wa | CE= 2.2V, Vio = 4.0V 


ILOL | 1/0 Leakage Current fen teevcae fT CE = 2.2V, V1/o = 0.45V 


mA | VIN = 9.25V, 11/9 = OMA 
TA =25°C 


Icc2 | Power Supply Current mA | VIN = 5.25V, 11/9 = OMA 
TA=0°C 


VIL Input ‘‘Low”’ Voltage 


05] [+08 | Vv | 


Vin [Input “High” Voltage —+| 20] ‘(Voc | V_ 


VOL | Output “Low” Voltage 


Vou [Output “High” Vortwe | 24] | | [lon =-T50uA 


NOTES: 1. Typical values are for Ta = 25°C and nominal supply voltage. 


D.C. and Operating Characteristics — SY2142-1 
Ta =0°C to 70°C, Vcc = 5V +5% unless otherwise specified. 


Symbol ___Parameter_____[ Min. [Tv (1)] Max. | Unie 


Test Conditions 


Wy | inputcurrent || 10 | w_| Vin = 010 8.25 


ILOH [VO Leakage Current ||| 15] A 


CE = 2.2V, VI/9 = 4.0V 


ILOL | !/O Leakage Current Ff 50] WA CE = 2.2V, V1/0 = 0.45V 


se [ewsevens TT Te Se 
Ta = 25°C 
TA =0°C 


VIL Input ““Low”’ Voltage 


VOL | Output “Low” Voltage 


VOH | Output ‘High’ Voltage 


: 05 | [+065 | v | 
Vin [Input “High” Voltage «22 | 


NOTES: 1. Typical values are for Ta = 25°C and nominal supply voltage. 
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Synertek, SY21412 


A.C. Characteristics — SY2112A-2 
READ CYCLE Ta, =0°C to 70°C, Vcc = 5V +5% unless otherwise specified. 


Symbol Parameter | Min | Max. | Unit 


tRCY Read Cycle | a | 

tA Access Time es 
icg | Chip Enable to Output Time ——SC—~sdSCSCSCSC~CSCi 
top | Chip Enable o Output DisabieTime | 0 -| 120+ ms 


tOH Previous Read Data Valid After Change PF 400 PO ns 
WRITE CYCLE NO. 1 Ta =0°C to 70°C, Vcc = 5V £5% 

Symbol | Parameter | Min. | Max. | Unit 2 
twoy1 | Writecycle || ts 2 
tAW1 Address to Write Setup Time ee 2 ae ns = 
towi | _WrteSeupTime——SSSCSC~i SOC Cd 
tWP 1 Write Pulse Width = ns 


ics1__| Chip Enable SewpTime —~—S~C‘iS;S 
ict | Chip Enable Hold Time ——SC~idY SS 
tet | Write Recovery Time SiS 
tour | DetaHolsTime————SSCSCSC~—~SSSC“ 
cowt | Chip Enable to Wite Setup time | =< SSCs 


WRITE CYCLE NO. 2 Tp = 0°C to 70°C, Vcc = 5V +5% 


twoy2 | Writecyle | Ts 
taw2 [Address to WriteSetup Time ——S~dC ~~] Sid 
tow2 | Write Setup Time SS~—CSCt YS 
two2 | Write To Output Disable Time ——+| 120+] 100 ~| ns 
tos2 | Chip Enable Setup Time ————SC~dSCSCiSSCSdTS| 
ica | Chip Enable Hold Time ——SC~—~sSSCi‘SSCdSSSSSCd 
twe2 [Write Recovery Time ——S—SC~—~sSSC‘SSC*SSSCSC*dCS 


A.C. Characteristics — SY2112A 
READ CYCLE Tp =0°C to 70°C, Vcc = 5V +5% unless otherwise specified. 


vA 
= 
ico 
‘On 


| 
w 
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Synertek. SY2112 


A.C. Characteristics — SY2412A (Cont.) 
WRITE CYCLE NO. 1 Ta =0°C to 70°C, Vcc = 5V +5% 


woyr | WrieGyleSSC~<C~—~—‘“~S*~sSCSSSCd 
tAW1 Address to Write Setup Time | 2 060fls ns 
towi | _WriteSetupTime——S=~S~—SCSCSYSSSSC*dSCSC 
tWP1 Write Pulse Width | 250 «| ns 
tcs1 Chip Enable Setup Time FOF 00s ns 
tCH1 Chip Enable Hold Time ee 2 ees ns 
wat | Write Recovery Time ——S~—SC<~iSS*dYSS~*dCSCSC 
tH Data Hold Time a 
tcw1 Chip Enable to Write Setup Time ae ns 


WRITE CYCLE NO. 2 Ta =0°C to 70°C, Vcc = 5V +5% 


tCH2 Chip Enable Hold Time 
tWR2 Write Recovery Time 
tDH2 Data Hold Time 


caw | __ Address to WiiteSetup Time _——«dY~S2 Sd 
iowa | WriteSewpTime——SSSS~*d?Ci8S iY 
«w02 | __Write To Output DisbleTime ———~«t~Sm0 «YR 
tcs2_ | Chip Enable Sewp Time —~—S«dY | id 
[Chip Enabie Hold Time ——S—~d Sid 
Write Recovery Time ——S—~—~—rCSC‘iSCS*dSCSCSCS 
pDaaHodtime CTO 


A.C. Characteristics — SY2112A-4 
READ CYCLE Ty, = 0°C to 70°C, Vcc = 5V +5% unless otherwise specified. 


Symbol Parameter p Max. | Unit 
tRCy Read Cycle ee ns 
tA Access Time | 450 ns 
tco Chip Enable to Output Time 


tcD Chip Enable to Output Disable Time 


tOH Previous Read Data Valid After Change 
. of Address 


jon) 

oO 
=) =] 
77) 79 


WRITE CYCLE NO. 1 Ta =0°C to 70°C, Vcc = 5V +5% 


tDH1 Data Hold Time 
tcw1 Chip Enable to Write Setup Time 


twevi | Writecyle | sc] | 
taWt | Address to Write Setup Time SS) 
owt | _WriteSetup Time S800 
wet | __Write Pulse With ——S~d 0 
tcs1_| Chip Enable Sep Time ——~—~S~S it 
tGHt | __Ghip Enable Hold Time Sd 
WRt | __Write Recovery Time —SSSd Si 
i 
[Ghip Enabie toWrite Setup Time ——~—~=«d?~=CsO]S 


Synertek. SY2112 


A.C. Characteristics — SY2412A-4 (Cont.) 
WRITE CYCLE NO. 2 Ta =0°C to 70°C, Vcc = 5V +5% 


twey2 |  Writecycle | atts 
caw | __Address to Wie SetupTime ———S*dY | i 
cowe | Write Setup Time ————S~S si 
sw2 _[___Write To Output Dieble Time 180 
tes2__| Chip Enable Setup Time ———~—S~idS i 
tch2 | Chip Enable Hold Time —~—S—~d | 
twR2 —_|___Write Recovery Time 
| DataHoldTime | 


tDH2 Data Hold Time ns 


ey 
bhi 
a 
lon] 
= 
Lad 
= 


A.C. Characteristics — SY2112-4 
_ READ CYCLE Ta = 0°C to 70°C, Vcc = 5V +5%, unless otherwise specified. 


Unit | Test Conditions 
Sons | tr, tf <20ns 


0.65V 2 Vin 2 2.2V 
Timing Reference = 1.5V 


| ns | Load =1 TTL Gate 


= CL = 100pF 


Test Conditions 


Symbol Parameter 


tRcy Read Cycle 
tA Access Time 
tco Chip Enable To Output Time 
tcpD Chip Enable To Output Disable Time 


tOH Previous Read Data Valid After Change 
of Address 


WRITE CYCLE NO. 1 Ta =0°C to 70°C, Vcc = 5V +5% 


Symbol Parameter Max. 


tr, t# <20ns 

0.65V 2 Vin 22.2V 
Timing Reference = 1.5V 
Load = 1 TTL Gate 

‘Ci = 100pF 


twcy1 | Write Cycle 

tAW1 Address To Write Setup Time 
tow Write Setup Time 

tWP1 Write Pulse Width 

tcS1 Chip Enable Setup Time 

tCH1 Chip Enable Hold Time 

tWR1 Write Recovery Time 

tpH1 Data Hold Time 

tcw1 Chip Enable to Write Setup Time 


WRITE CYCLE NO. 2 Ta = 0°C to 70°C, Vcc = 5V +5% 


Symbol Parameter | Min. | Max. | Unit | Test Conditions 
twcy2 | Write Cycle } 500 | | ons | tr, t¢ <20ns 
taw2_ | Address To Write Setup Time | 100 | =| ns | 0.65V>Vin>2.2V 
tow2 | Write Setup Time | 200 | =| ns | Timing Reference = 1.5V 


| sms | Load = 1 TTL Gate 


twbD2 Write To Output Disable Time 
CS? Chip Enable Setup Time 


| 100 | 
| 0 
tCH2 Chip Enable Hold Time ae 
oe 


twR2 Write Recovery Time 


tDH2 Data Hold Time 


Synertek. SY¥2112 


Capacitance 


Limits (pF) 


Test 
ADDRESS Max. 


Input Capacitance 
CHIP ENABLE | (All Input Pins) Vjjyy = OV 
1/O Capacitance V}/Q = OV | 10 | 


INPUT/OUTPUT 


Write Cycle #2 tT, =0°c to 70°C, Voc = 5V#5% 


ADDRESS 


CHIP ENABLE 
INPUT/OUTPUT INPUT/OUTPUT 
READ/WRITE READ/WRITE 


NOTE 1. Data Hold Time. (Tpy) is reference to the trailing edge of CHIP 
ENABLE (CE)or READ/WRITE (R/W) whichever comes first. 


A.C. Testing Input, Output Waveform A.C. Testing Load Circuit 


+2.31 


TEST POINTS 
: DEVICE 
0.8V 0.8V UNDER O OUTPUT 
TEST | 


2.0V 


INPUT OUTPUT 
C, = 100 pF 


AC TESTING: INPUTS ARE DRIVEN AT 2.4V FOR A LOGIC “1” 
AND 0.4V FOR A LOGIC “0”. TIMING MEASUREMENTS ARE 
MADE AT 2.0V FOR A LOGIC “1” AND 0.8V FOR A LOGIC “0”. 
INPUT PULSE RISE AND FALL TIMES ARE 5 ns. 
C_ INCLUDES JIG CAPACITANCE 


Package Availability 16 Pin Cerdip 
16 Pin Plastic 


Ordering Information 


Order Package Access | Temperature 
Number Type Time Range 
SYP2112A-2 Plastic DIP | 250nsec | O°C to 70°C 
SYD2112A-2 Cerdip 250nsec | O°C to 70°C 
SYP2112A Plastic DIP | 350nsec | O°C to 70°C 
SYOZ112ZA Cerdip 350nsec | O°C to 70°C 
SYP2112A-4 Plastic Dip | 450nsec | O°C to 70°C 
SYD2112A-4 Cerdip 450nsec | O°C to 70°C 
SYP2112-1 Plastic DIP | 500nsec | O°C to 70°C 
SYD2112-1 Cerdip 500Onsec | O°C to 70°C 
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SY2114A 


1024 x 4 Static 
Random Access Memory 


Features 


100ns Maximum Access 

Low Operating Power Dissipation 
0.05 mW/Bit 

No Clocks or Strobes Required 
Identical Cycle and Access Times 
Single +5V Supply 


Description 

The SY2114A is a 4096-Bit static Random Access 
Memory organized 1024 words by 4-bits and is fabri- 
cated using Synertek’s N-channel Silicon-Gate MOS 
technology. It is designed using fully DC stable (static) 
circuitry in both the memory array and the decoding 
and therefore requires no clock or refreshing to 
operate. Address setup times are not required and 
the data is read out nondestructively with the same 
polarity as the input data. Common Input/Output 
pins are provided to simplify design of the bus oriented 
systems, and can drive 1 TTL load. 


Pin Configuration 
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Totally TTL Compatible: 

All Inputs, Outputs, and Power Supply 
Common Data !/O 

400 mv Noise Immunity 

High Density 18 Pin Package 


The SY2114A is designed for memory applications 
where high performance, low cost, large bit storage, 
and simple interfacing are important design objectives. 
It is totally TTL compatible in all respects: inputs, 
outputs, and the single +5V supply. A separate Chip 
Select (CS) input allows easy selection of an individ- 
ual device when outputs are or-tied. 

The SY2114A is packaged in an 18-pin DIP for the 
highest possible density and is fabricated with N- 
channel, lon Implanted, Silicon-Gate technology — a 
technology providing excellent performance charac- 
teristics as well as improved protection against con- 
tamination. 


Block Diagram 


MEMORY ARRAY 
64 ROWS 
64 COLUMNS 


ROW 
SELECT 


COLUMN 
Fr} «1/0 CIRCUITS 


| COLUMN SELECT 


[X 


(J) 
we 
co 
S&S 
= 
we) 
= 


Synertek. SY2114A 


Absolute Maximum Ratings* Comment* 
Temperature Under Bias ~ 10°C to 80°C Stresses above those listed under ‘Absolute Maximum Rat- 
Storage Temperature —65°C to 150°C ings” may cause permanent damage to the device. This isa 
Voltage on Any Pin with stress rating only and functional operation of the device at 
Respect to Ground —35V to +7V these or any other conditions above those indicated in the 
. . . b . . f hi ifi . . t ° li : 
Power Dissipation 1.0W operational sections of this specification is not implied 
Electrostatic Discharge Rating (ESD)** 
INDUS TO GIOUNG. 5 ccs saensewasverean +2000V **Test Condition: MIL-STD-883B Method 3015.1 


D.C. Characteristics = T, = 0°C to +70°C, Voc = 5V + 10% (Unless otherwise Specified) 


2114AL-1/ 
L-2/L-3/L-4 
Symbol Parameter. 
lot Input Load Current 
(All input pins) 
ILO 1/O Leakage Current 
ICC 1 Power Supply Current 


Conditions 


uA VIN =0 to 5.5V 


uA = 2.0V, 
Vi/o=0.4V toVcc | 
mA | Vcc = 5.5V, I1/o = 0 mA, 


3 


Ta = 25°C 
Ta=0C. 
VIL -3.0 | 0.8 
VIH [Input High Voltage | 2.0 | 6.0 | 
VoL [Output Low Voltage [|| (0.4 ou = 3.2mA 
You Voc ipa=oee 


Capacitance Tp = 25°C, f= 1.0 MHz. 


Symbol Test Typ | Max | Units 
Ci/O Input/Output Capacitance Pe pF 


NOTE: This parameter is periodically sampled and not 100% tested. 


A.C. Characteristics tT, =0°C to 70°C, Vcc = 5V + 10% (Unless otherwise Specified) 


ea ee en 
| Min 


Symbol Parameter | Min | Max | Min | Max | Min | Max | Min | Max | Unit 
Read Cycie 
ine [Read cyctetine __—f 100 |__| r20| | 50 | | 200| | a50| nse 


ta [AccessTime SST SCT FOO | ~~] 120 | ~—| 150 | | 200] _—‘| (260 Insec 
1co__| Chip Select to Output Vaid [| 50_| | 70 || 70 |_| 70 | | 85 nsec 
[Chip Select to Output Enabled | 10 | | 10] | 10 | | 10] | 10 | _|nsec 
toTD _|Chip Deselect to Output Off [=| 30 [ | 


| 35 | =| 40] ~~] 50 | | «60 | 
tOHA Output Hold From Address nsec 
ee al Oe al ed 
Write Cycle 
te |Wite cyeletime 100 | | s20| | rs0| | 2001 | 250] nse 
2+ +2 1 9 


taw [Address to Write Setup Time | 0 | {0 | Insec 
1 |Write Pulse Width (cs | 50 | CLT 75 TCT (90 CT 1120] ~—| 135] [nsec 
iwR [Write Release Time | 0 || 0 | | 0] | 0] | 0 | Insec 
toTW_|Write to Ouput Of | | 30] | 35 | | 40 | | 80 | | 60 [nsec 
(Dw | Data to Write Overlap | 80] | 70] | 90 | [120] | 135] [nsec 


oH [DaeHod OO ef otf 8 Insc 
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Synertek. 


A.C. Testing Input, Output Waveform 


2.0V 
TEST POINTS 


0.8V 


INPUT OUTPUT 


AC TESTING: INPUTS ARE DRIVEN AT 2.4V FOR A LOGIC “1” 
AND 0.4V FOR A LOGIC “0”. TIMING MEASUREMENTS ARE 
MADE AT 2.0V FOR A LOGIC “1” AND 0.8V FOR A LOGIC “0”. 
INPUT PULSE RISE AND FALL TIMES ARE 5 ns. 


Timing Diagrams 
READ CYCLE (note 1) 


SY2114A 


A.C. Testing Load Circuit 


tre 


ta 


ADDRESS 


6 \\\\\4 


tex 


Dout 


WRITE CYCLE 


ADDRESS 


ME XK 


taw 


. BBE ABAEeE 
oe LLL LL LL LS 


toTw 


Din 


. WE is high for a Read Cycle. 


tco 


twe 


DEVICE 
UNDER 
TEST 


C_ INCLUDES JIG CAPACITANCE 


ALLL LLL 


toto 


toHA 


(ie 2 EE GY SE 
26 Eo Sa. a, 


ALS LLL LLL 


tow tDH 


1 
2. tw is measured from the latter of CS or WE going low to the earlier of CS or WE going high. 
3. A minimum 0.5 ms time delay is required after application of Vcc (+5V) before proper device operation is achieved. 


Data Storage 


When WE is high, the data input buffers are inhibited 
to prevent erroneous data from being written into 
the array. As long as WE remains high, the data stored 
cannot be affected by the Address, Chip Select, or 
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Data |/O logic levels or timing transitions. 

Data storage also cannot be affected by WE, Addresses, 
or the 1/O ports as long as CS is high. Either CS or 
WE or both can prevent extraneous writing due to 


Zo) 
ad 
co 
=) 
= 
Lit 
= 


signal transitions. 


Data within the array can only be changed during 
Write time — defined as the overlap of CS low and 
WE low. The addresses must be properly established 
during the entire Write time plus twr. 


Internal delays are such that address decoding prop- 
agates ahead of data inputs and therefore no address 


Typical Characteristics 


NORMALIZED 
SUPPLY CURRENT 
VS. VOLTAGE 


NORMALIZED 
ACCESS TIME 
VS. TEMPERATURE 


Package Availability 18 Pin Cerdip 
18 Pin Plastic 


NORMALIZED 
SUPPLY CURRENT 
VS. TEMPERATURE 


INPUT VOLTAGE LIMITS 
VS. TEMPERATURE 
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SY2114A 


setup time is required. If the Write time precedes the 
addresses, the data in previously addressed locations, 
or some other location, may be changed. Addresses 
must remain stable for the entire Write cycle but the 
Data Inputs may change. The data which is stable 
for tpw at the end of the Write time will be written 
into the addressed location. 


NORMALIZED 
ACCESS TIME 
VS. VOLTAGE 


NORMALIZED 
ACCESS TIME 
VS. CAPACITIVE LOAD 


200 300 400 500 


C. (pF) 


Ordering Information 


Supply 
Current 
(Max) 


Package 
Type 


SYD2114AL-1 
SYP2114AL-1 
SYD2114AL-2 
SYP2114AL-2 
SYD2114AL-3 
SYP2114AL-3 
SYD2114AL-4 
SYP2114AL-4 
SYD2114A-4 
SYP2114A-4 
SYD2114A-5 
SYP2114A-5 


100nsec 
100nsec 
120nsec 
120nsec 
150nsec 
150nsec 
200nsec 
200nsec 
200nsec 
200nsec 
250nsec 
250nsec 


Cerdip 
Plastic 
Cerdip 
Plastic 
Cerdip 
Plastic 
Cerdip 
Plastic 
Cerdip 
Plastic 
Cerdip 
Plastic 


SY2128 


2048 x 8 Static 
Random Access Memory 


Features 


@ 100 nsec Maximum Access Time 
@ Fully Static Operation: 

No Clocks or Strobes Required 
@ Automatic CE Power Down 
@ Identical Cycle and Access Times 
@ Single +5V Supply ( + 10%) 


Description 


The Synertek SY2128 is a 16,384 bit static 
Random Access Memory organized 2048 words 
by eight bits and is fabricated using Synertek’s 
new scaled n-channel silicon gate technology. It 
is designed using fully static circuitry, therefore 
requiring no clock or refreshing to operate. The 
common data input and three-state output pins 
optimize compatibility with systems utilizing a 
bidirectional data bus. 

The SY2128 offers an automatic power down 
feature under the control of the chip enable 
(CE) input. When CE goes high, deselecting the 


Pin Configuration 


—_ 


oO ON DM HO BW DY 
—_ 
Ke) 


Block Diagram 


@ Pin Compatible with 16K ROMs, EPROMs, 
and EEPROMs 

@ Totally TTL Compatible: 
All Inputs and Outputs 

@ Common Data Input and Output 

@ Three-State Output 

@ JEDEC Approved Pinout 


chip, the device will automatically power down 
and remain in a standby power mode as long as 
CE remains high. This feature provides signifi- 
cant system level power savings. 


The SY2128 is configured in the JEDEC 
approved pinout for 24 pin byte organized 
memories and is pin compatible with 16K 
ROMs, EPROMs and EEPROMs. This offers the 
user the flexibility of being able to switch 
between RAM, ROM, EPROM, or EEPROMashis 
needs dictate with a minimum of board changes. 


16,384 BIT ARRAY 
(128 x 128) 


DRIVER 


COLUMN 
ADDRESS 
DECODER 
DRIVER 


COLUMN !/O CIRCUITS 


Synertek. SY2128 


Absolute Maximum Ratings” Comment* 
Temperature Under Bias ........ -10°C to 85°C Stresses above those listed under “Absolute Maximum 
Storage Temperature .......... -65°C to 150°C Ratings” may cause permanent damage to the device This 
Voltage on Any Pin with iS a stress rating only and functional operation of the 
Respect to Ground.......... -3.5V to +7V device at these or any other conditions above those 
Power Dissipation ..... a a ae 1.0W indicated in the operational sections of this specification 's 
Electrostatic Discharge Rating (ESD)** not implied. 
INDMIS IO GMOUNd «4.0¢e<esaeeadseniaa sys +2000V **Test Condition: MIL-STD-883B Method 3015.1 


D.C. Characteristics Ta =0 Cto +70°C, Vec = 5V £10% (Unless otherwise specified) 
2128-1/-2/-3/-4 | 2128L-1/L-2/L-3/L-4 
Symbol Parameter Conditions 


MoI Input Load Current . 10 MA Vec = Max, Vin = Gnd to Vcc 
(All input pins) 


( Output Leakage Current MA CE = Vin, Vcc = Max 
Vout = Gnd to 4.5V 
loc Power Supply Current |_| 95 | Ta = 28°C | Vcc = Max, CE = Vib 
30 | mA Vec = Gnd to Vcc Min 
CE = Lower of Vcc or Vj} Min. 
loL =3.2mA 


— 
e) 


Isp Standby Current 


Ipo Peak Power-on Current 
Note 6 


VIL Input Low Voltage -30 «| 08 | -3.0 | 
ce 


Vin | Input High Voltage | 20 
VO. Output Low Voltage a 


VOH Output High Voltage V loH =-1.0mMA 
Capacitance Ta = 25°C, f= 1.0MHz 
Symbol Test [ typ. =| Max. | Unit 
CIN Input Capacitance ae ae pF 
NOTE: This parameter is periodically sampled and not 100% tested. 
A.C. Characteristics Ta = 0°C to +70°C, Voc = 5V 10% (Note 7) 
READ CYCLE 


2128-1/L-1 | 2128-2/L-2 2128-4/L-4 


ine_[FeaGvew tine 100) f= y fre | [ao | 
tan | Adsres Accu Tine fi 100 | Em 
‘ace _| Chip Erable Acco Tine | 0 
tAOE Output Enable Access Time ae FS 
tOH Output Hold from Address Change fio | | 


NO 
oO 
3 


= 
jo) 
~ 


ai 

| 10 
tHZ Output High Z Time a | 0 | 60 | Note 5 
ry | CiosrmiererowruTine [0 [| o cI 
io | CrpDambiewe Power Downtime | 8] ho 


WRITE CYCLE 


twe Write Cycle Time | 100 | | 120 
tcw Chip Enable to End of Write | sof | 90 fe 
tAW Address Valid to End of Write | so | | 90 | 120 | | | 


N 
jo} 
(oe) 


—= 

o 

oO 
wn 


tas | Aasensmup ting Pp 8 | fT 
we ne 
‘ow | Brevard eaotwne || fs | [|] [%| | 
con | Sserowtine sf @ | Pep fey fet fal 
Mk ee Ra 
cow | Ouinut Active romendatwere [| | oe) [e | [w= [ ‘ows 


(See following page for notes) 


2-30 


Synertek. SY2128 


Timing Diagrams 
READ CYCLE NO. 1 (NOTES 1 and 2) 


ADDRESS 


DATA OUT PREVIOUS DATA VALIO DATA VALID 


READ CYCLE NO. 2 (NOTES 1 and 3) 


——— = ACE 


! 
' 


el taoe tuz 


Se 
Li 
oc 
fom) 
= 
uu 
= 


» s 


tLz ae . |-— tHz 
HIGH IMPEDANCE 
a0 — 2. 


— | 
<— ry —>| tep 

lec ep ean ep em ap em ep aw em amp a am 

Vcc CURRENT #. sox sox 
Isp 


WRITE CYCLE NO. 1 (NOTE 4) 


pe twe 


ADDRESS 


e \\ AILLALLL/ 


tas —_———+ twe 


aac tox > 


DATA IN DATA VALID = 


ue ey he KAAAAAS 


——— 
DATA OUT x x x X X 5 HIGH IMPEDANCE 


Notes: 

. WE is high for Read Cycles. 

. Device is continuously selected, CE = OE = VIL: 

Addresses valid prior to or coincident with CE transition low. 

if CE goes high simultaneously with WE high, the outputs remain in the high impedance state. 

. Transition is measured t500mV from low or high impedance voltage with load B. This parameter is sampled and not 100% tested. 


. A pullup resistor to Vcc on the CE input is required to keep the device deselected: otherwise, power-on current approaches icc 
active. 


A minimum 0.5 ms time delay is required after application of Vcc (+5V) before proper operation is achieved. 


ANhWN = 
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Synertek, — SY2128 


WRITE CYCLE NO. 2 (OE = Vi_) (NOTE 4) 


twe 


ADDRESS 


taw 


twr 
tas twp 


ne ae 
\ 


tow ————_—— |= tbr 


-—— tow 


DATA IN 


a—— tz 


HIGH IMPEDANCE — 


DATA OUT DATA UNDEFINED 


AC. Testing Input, Output Waveform AC. Testing Load Circuit 


2.0V 
TEST POINTS 12502 


0.8V 


100pF 


(INCLUDING 
SCOPE AND 
JIG) 


INPUT OUTPUT 


AC TESTING: INPUTS ARE DRIVEN AT 2.4V FOR A LOGIC “1” 
AND 0.4V FOR A LOGIC “0”. TIMING MEASUREMENTS ARE 
MADE AT 2.0V FOR A LOGIC “1” AND 0.8V FOR A LOGIC “0”. 
INPUT PULSE RISE AND FALL TIMES ARE 5 ns. 


Package Availability 24 Pin Cerdip Ordering Information 
24 Pin Plastic 


Access | Operating| Standby 


Order Current | Current | Package 
Number (Max) 
SYD2128-1 Cerdip 


SYP2128-1 Plastic 
SYD2128-2 Cerdip 
SYP2128-2 Plastic 
SYD2128-3 Cerdip 
SYP2128-3 Plastic 
SYD2128-4 Cerdip 
SYP2128-4 Plastic 
SYD2128L-1 Cerdip 
SYP2128L-1 Plastic 
SYD2128L-2 Cerdip 
SYP2128L-2 Plastic 
SYD2128L-3 Cerdip 
SYP2128L-3 | Plastic 
SYD2128L-4 Cerdip 


SYP2128L-4 Plastic 
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SY2129 


2048 x 8 Static 
Random Access Memory 


Features 
@ 100 nsec Maximum Access Time 
@® Fully Static Operation: 

No Clocks or Strobes Required 
@ Fast Chip Select Access Time: 40 ns Max. 
@® Identical Cycle and Access Times 
@ Single +5V Supply ( + 10%) 


Description 


The Synertek SY2129 is a 16,384 bit static 
Random Access Memory organized 2048 words 
by eight bits and is fabricated using Synertek’s 
new scaled n-channel silicon gate technology. It 
is designed using fully static circuitry, therefore 
requiring no clock or refreshing to operate. The 
common data input and three-state output pins 
optimize compatibility with systems utilizing a 
bidirectional data bus: 

The SY2129 offers a chip select access that is 
faster than its address access. In a typical 


application, the address access begins as soon 
as the address is valid. At this time, the high 


Pin Configuration 


— 


2 
3 
4 
o 
6 
2 
8 
9 


@ Pin Compatible with 16K ROMs, EPROMs, 
and EEPROMs 

@ Totally TTL Compatible: 
All Inputs and Outputs 

@ Common Data Input and Output 


@ Three-State Output 
@ JEDEC Approved Pinout 


order addresses are decoded and the desired 
memory is then selected. With the faster chip 
sélect access, this decode time will not add to 
the overall access time thus signiticantly im- 
proving system performance. 


The SY2129 is configured in the JEDEC 
approved pinout for 24 pin byte organized 
memories and is pin compatible with 16K 
ROMs, EPROMs and EEPROMs. This offers the 
user the flexibility of being able to switch 
between RAM, ROM, EPROM, or EEPROMashis 
needs dictate with a minimum of board changes. 


Block Diagram 


ROW 
ADDRESS 
DECODER 

DRIVER 


16,384 BIT ARRAY 
(128 x 128) 


COLUMN 
ADDRESS 
DECODER 

DRIVER 


1/04 
VO2 
1/03 
04 
Os 
1/06 
V/O7 
/Og 


(7p) 
we 
o 
[=] 
= 
ree 
= 


Synertek, 


Absolute Maximum Ratings 
Temperature Under Bias 
Storage Temperature 
Voltage on Any Pin with 


-10°C to 85°C 
-65°C to 150°C 


eoeeeveeer ev eeve 


Respect to Ground ............... -3.5V to +7V 
Power Dissipation s..2scescrsaen ceasaoner es 1.0W 
Electrostatic Discharge Rating (ESD)** 

Inputs to'Grodnd  iiscesw esse deen nex +2000V 


SY2129 


Comment* 

Stresses above those listed under “Absolute Maximum 
Ratings” may cause permanent damage to the device This 
iS a stress rating only and functional operation of the 
device at these or any other conditions above those 
indicated in the operational sections of this specification is 
not implied 


a 
**Test Condition: MIL-STD-883B Method 3015.1 


D.C. Characteristics T, =0°C to +70°C, Vcc = 5V +10% (Unless otherwise specified) 


2129-1/-2/-3/-4 |2129L-1/L-2/L-3/L-4 
Parameter | Max. | 


Symbol | Min. =] Max. | Min. | Conditions 
{All input pins) 
VouT = Gnd to 4.5V . 
loc Power Supply Current || 95 | | S75 | mA | TA=25'C | Voc = Max, CS= Vi 
Capacitance Ty, = 25°C, f= 1.0MHz 
Symbol Test Unit 
Cout Output Capacitance a sae pF 
CIN oe Input Capacitance a pF 
NOTE: This parameter is periodically sampled and not 100% tested. 
A.C. Characteristics Ta = 0°C to +70°C, Voc = 5V +10% (Note 5) 
READ CYCLE 
2129-1/L-1 | 2129-2/L-2 | 2129-3/L-3 | 2129-4/L-4 
Symbol| | Parameter | Min. | Max. | Min. | Max. | Min. [Max. | Min. | ~ Conditions 
a see Eee t 
tAA Address Access Time | | 100 [sf 120 | | 150 | 200 | —_ 
tacs Chip Select Access Time _ |} ao | fo | feo [| 70 | ns | 
taAoOE Output Enable Access Time | | 35 | | 50 | {60 {| 70 | ns | 
‘OH | Outer Hots trom Aten Groves [1 | [| [mo] |e] 
2 Peewee tet pet pet pet te cows 
viz Ouwurrinztine «do fe] Ole fo [Lo [we [wm | Nowe 
WRITE CYCLE | 
we | Wie Gee Tine wT Tae 
tcw Chip Select to End of Write | 60 | [| 70 | [90 | ]120} | ns | 
can | Ads Vaidioeedote [wf we [fray ese 
ag | AasewSuptine PO | Pe] fe] eT fe 
wr | Wiepuvewan fo | | of fee || mw 
twR Write Recovery Time Fo | | of | 0 | | Of | ns | 
tow Data Valid to End of Write | ao | | so] | 70 | 90 | | ons | 
ion | Bai ald Tre Sc a 6 
twz Write Enabled to Output in High Z Le 4 35 | 0 | 40 [| 0 | 50 | O | 60 | ns | Note 4 
cow | Output Active rom Enaofwne [0 | [0] ~o] [o | || Nowa 


(See following page for notes) 
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Synertek. 


Timing Diagrams 


SY2129 
READ CYCLE NO. 1 (NOTES 1 and 2) 


ADDRESS 


DATA OUT PREVIOUS DATA VALID 


DATA VALID 


READ CYCLE NO. 2 (NOTE 1) 


tacs 


MEMORIES 


DATA OUT 


WRITE CYCLE NO. 1 (NOTE 3) 


twe 


ADDRESS 


=e \\\ ALLEL LLL 


tow —_____~ toy > 


DATA IN DATA VALID | 


= ii WAAAAAA 
i 
DATA OUT X x x x X ) = IMPEDANCE 


. WE is high for Read Cycles. 

Device is continously selected, CS = OE = Vite 

lf CS goes high simultaneously with WE high, the outputs remain in the high impedance state. 

. Transition is measured +500mV from low or high impedance voltage with load B. This parameter is sampled and not 100% tested. 
- Aminimum 0.5 ms time delay is required after the application of Vcc (+5V) before proper operation is achieved. 
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Synertek. SY2129 


WRITE CYCLE NO. 2 (OE = Vi_) (NOTE 3) 


twe 


a\ VAN ELL LLL L LLL 


taw 


twr 
tas twe 


eae \ 
WE K 


tbH > 


on CT me 


=a tw2 


tow -—— 


HIGH IMPEDANCE 


DATA OUT DATA UNDEFINED 


A.C. Testing Input, Output Waveform A.C. Testing Load Circuit 


2.0V 2.0V 
TEST POINTS 4 


0.8V 0.8V 


125022 12502 


100pF 


(INCLUDING 
SCOPE AND 
JIG) 


INPUT OUTPUT 


AC TESTING: INPUTS ARE DRIVEN AT 2.4V FOR A LOGIC “1” 
AND 0.4V FOR A LOGIC “0”. TIMING MEASUREMENTS ARE 
MADE AT 2.0V FOR A LOGIC “1” AND 0.8V FOR A LOGIC “0”. 
INPUT PULSE RISE AND FALL TIMES ARE 5 ns. 


Package Availability 24 Pin Cerdip Ordering Information 


24 Pin Plastic Access Operating 
Order Time Current Package 
Number (Max) (Max) Type 
SYD2129-1 Cerdip 
SYP2129-1 Plastic 
SYD2129-2 Cerdip 
SYP2129-2 Plastic 
SYD2129-3 Cerdip 
SYP2129-3 Plastic 
SYD2129-4 Cerdip 
SYP2129-4 Plastic 
SYD2129L-1 Cerdip 
SYP2129L-1 Plastic 
SYD2129L-2 Cerdip 
SYP2129L-2 Plastic 
SYD2129L-3 Cerdip 
SYP2129L-3 Plastic 
SYD2129L-4 Cerdip 


SYP2129L-4 Plastic 
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SY2147H 


4096 x 1 Static 
Random Access Memory 


Features 


@ 35 ns Maximum Access Time ®@ Direct Performance Upgrade For SY2147 
@ No Clocks or Strobes Required @ Totally TTL Compatible 

@ Automatic CE Power Down All Inputs and Outputs 

@ Identical Cycle and Access Times @ Separate Data Input and Output 

@ Single +5V Supply (+10%) @ High Density 18-Pin Package 

@ Pinout and Function Compatible to SY2147 @ Three-State Output 

Description 


The Synertek SY2147H is a 4096-Bit Static Random 
Access Memory organized 4096 words by 1-bit and is 
fabricated using Synertek’s new scaled n-channel sili- 
con gate technology. It is designed using fully static 
circuitry, therefore requiring no clock or refreshing to 
operate. Address set-up times are not required and the 
data is read out non-destructively with the same polar- 
ity as the input data. Separate data input and output 
pins provide maximum design flexibility. The three- 
state output facilitates memory expansion by allowing 
the outputs to be OR-tied to other devices. 


Pin Configuration 


The SY2147H offers an automatic power down fea- 
ture. Power down is controlled by the Chip Enable 
input. When Chip Enable (CE) goes high, thus de- 
selecting the SY2147H, the device will automatically 
power down and remain in a standby power mode as 
long as CE remain high. This unique feature provides 
system level power savings as much as 80%. 


The SY2147H is packaged in an 18-pin DIP for the 
highest possible density. The device is fully TTL com- 
patible and has a single +5V power supply. 


Block Diagram 
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> am 


A2 > am 
1 
2 A paw MEMORY ARRAY 

64 ROWS 

: Ag Le___|SELECT 64 COLUMNS 
4 Ay —12 
5 As > ae 
; aaa 
/ Din b. COLUMN 1/0 CIRCUITS = Dour 
9 


AWWW 
INZN LALA ZS 
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Ao Aq As Ag Aig Art 


fe) 
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© 
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Synertek. 


Absolute Maximum Ratings 


Temperature Under Bias ........ -10°C to 85°C 
Storage Temperature .......... -65°C to 150°C 
Voltage on Any Pin with . 
Respect to Ground .......... -3.5V to +7V 
Power Dissipation .................. 1.2W 
Electrostatic Discharge Rating (ESD)** 
Inputs 16 Ground <s2+40061sceuseseve wae +2000V 


D.C. Characteristics 


SY2147H 


Comment’ 

Stresses above those listed under “Absolute Maximum 
Ratings” may cause permanent damage to the device. This 
is a stress rating only and functional operation of the 
device at these or any other conditions above those 
indicated in the operational sections of this specification is 
not implied. 

**Test Condition: MIL-STD-883B Method 3015.1. 


Ta = 0°C to +70°C, Vec = 5V £10% (Unless otherwise specified) (Note 8) 


2147H/-1/-2/-3 
Symbol Parameter | Min. | Max. | 
ae | 
| 125 | 


| Input Load Current 
ISB Standby Current f 


Unit Conditions 

MA Vcc = Max, Vin = Gnd to Vcc 
CE = Vin, Vec = Max 

VOUT = Gnd to 4.5V 


TA= 25°C Vec = Max, CE= Vit 
Ta = 0°C Outputs Open 


Vec = Minto Max, CE a ViH 


| ILo| Output Leakage Current 


lec Power Supply Current 


(All input pins) 
IPO Peak Power-on Current — 
Note 9) 


Vcc = Gnd to Vcc Min 


CE = Lower of Vcc or Vip Min 


Ge 
| | 150 | 
ac 
VIL "Input Low Voltage | -3.0 | 08 | 
60 


VIH Input High Voltage 


fee [eo [20 


4 


33 \)3 43 ES 


VOL Output Low Voltage a ae lot =8mA 
VOH Output High Voltage lon = -4.0mA 


Capacitance Ta = 25°C, f = 1.0 MHz 
Symbol | 


Output Capacitance 


Input Capacitance 


NOTE: This parameter is periodically sampled and not 100% tested. 
A.C. Characteristics Ta =0°C to +70°C, Vec = 5V +10% (Unless otherwise specified) (Notes 8, 10) 


READ CYCLE 
2147H-1 2147H/HL 

Symbol pra in| ex |Win [Ne [Min [Mix [Wins Mx | Unt | Noe 
tac | ReadCycleTime | 8H TT HTT Os | 
taa | Address AccessTime | | HT TF 8H | | 0 | ns 
'AGET | Chip Enabl Access Tne pas 
tACE2 | ChipEnableAccessTime = | | 8 | BT ST | BO rs | 2 
toH [Output Hold from AddressChange |S | | S| CT TT 8s 
tz | Chip SelectiontoOutputinLowZ [| 55 | TB | T 0| | 0 | es | 7 
tHz | Chip Deselection to Output in High Z| =O | 30 | O | 30 | O | 30 | O | 40 | ms | 7 
toy | Chip Section to Power UpTine [0 [fe] Je -[o | re 
| hip salsiono Fone’ Dom Tine [| @] pe] | aw fp ep 
WRITE CYCLE 

iwc Wie antine ae ee 
tew__| ChipEnabledtoEndofWrite | 385 | 45 || 8 || || ns | 
va _| Aaron ve tne ef fas fas 
tas | AddressSetupTime | CO | PT ins | 
sP_[ Wete Pate Wiath 30a aso 
twR_ | WriteRecoveryTime | CO | OT tT Tt | ns | 
Sow | Daie Valid vo End of Wee | 20 asf a fa 
‘OH | DwaHolstine | ta | tt | | 
twz__| Write Enabled to OutputinHishZ | 0 | 20 | Oo | 2 | Oo | 258 | lO | 35 | cs | 7 
tow | Output Active fromEndofWrite [| 9 | =f o | {| o |  |{ of [ns] 7 


(See following page for notes) 
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Synertek. SY2147H 


Timing Diagrams 
READ CYCLE NO. 1 (NOTES 3 AND 4) 


tre 


ADDRESS 


DATA OUT PREVIOUS DATA VALID DATA VALID 


READ CYCLE NO. 2 (NOTES 3AND 5) 


Za) 
= 
oc 
=) 
= 
Li 
= 


tL2 
HIGH IMPEDANCE 


DATA OUT 


IMPEDANCE 


Vec lec 
SUPPLY 
CURRENT 'sg 


WRITE CYCLE NO. 1 (WE CONTROLLED) (NOTE 6) 


twec 


e\\ LLL LLL L/ 


taw 


twr 
tas twp 
We ¥ \3 
\ 
a at 


| 


HIGH IMPEDANCE 


DATA OUT DATA UNDEFINED 


NOTES: 
1. Chip deselected for greater than 55ns prior to selection. 
2. Chip deselected for a finite time that is less than 55ns prior to selection. (If the deselect time is Ons, the chip is by definition selected and 
access occurs according to Read Cycle No. 1.). 
WE is high for Read Cycles. 
Device is continuously selected, CE = Vit. 
Addresses valid prior to or coincident with CE transition low. 
Hf CE goes high simultaneously with WE high, the outputs remain in the high impedance state. 
Transition is measured +500mvV from low or high impedance voltage with load B. This parameter is sampled and not 100% tested. 
The operating ambient temperature range is guaranteed with transverse air flow exceeding 400 linear feet per minute. 
A pullup resistor to Vcc on the CE input is required to keep the device deselected: otherwise, power-on current approaches Icc active. 
A minimum 0.5 ms time delay is required after application of Vcc (+5V) before proper device operation is achieved. 


SOMNAMAW 


ed 
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Synertek. 


WRITE CYCLE NO. 2 (CE CONTROLLED) (NOTE 6) 
twe 


SY2147H 


SARRRRRRRERE LTTTTTT Ta 


z= tow tou 
DATA IN Ss DATA VALID 


HIGH IMPEDANCE 


DATA OUT DATA UNDEFINED 


A.C. Testing Input, Output Waveform 


A.C. Testing Load Circuit 


1.5V<— TEST POINTS 


30 pF 
(INCLUDING 
SCOPE AND 
JIG) 


INPUT OUTPUT 


A.C. TESTING: INPUTS ARE DRIVEN AT 3.0V FOR A LOGIC 
“1 AND 0.0V FOR A LOGIC “0”. TIMING MEASUREMENTS 
ARE MADE AT 2.0V FOR A LOGIC “1” AND 0.8V FOR A LOGIC 
“0” AT THE OUTPUTS. THE INPUTS ARE MEASURED AT 1.5V. 
INPUT RISE AND FALL TIMES ARE 5ns. 


18 Pin Cerdip 
18 Pin Ceramic 
18 Pin Plastic 


Package Availibility 


Ordering Information 


Order 
Number 


SYC2147H-1 
SYD2147H-1 
SYC2147H-2 
SYD2147H-2 
SYC2147H-3 
SYD2147H-3 
SYC2147HL-3 
SYD2147HL-3 
SYC2147H 
SYD2147H 
SYC2147HL 
SYD2147HL 


Operating 
Current 
(Max) 
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Standby 
Package 
(Max) 


*Package 
Type 


Ceramic 
Cerdip — 
Ceramic 
Cerdip 
Ceramic 
Cerdip 
Ceramic 
Cerdip 
Ceramic 
Cerdip 
Ceramic 
Cerdip 


*Also available in plastic 


Features 


45 ns Maximum Access Time 

No Clocks or Strobes Required 

Automatic CE Power Down 

Identical Cycle and Access Times 

Single +5V Supply (+10%) 

Pinout and Function Compatible to SY2148 


Description 


The Synertek SY2148H is a 4096-Bit Static Random 
Access Memory organized 1024 words by 4 bits and 
is fabricated using Synertek’s new scaled n-channel sil- 
icon gate technology. It is designed using fully stat- 
ic circuitry, therefore requiring no clock or refreshing 
to operate. Address set-up times are not required and 
the data is read out non-destructively with the same 
polarity as the input data. Common data input and 
output pins provide maximum design flexibility. The 
three-state output facilitates memory expansion by 
allowing the outputs to be OR-tied to other devices. 


Pin Configuration 


eo Oo NO oO F&F WS NB 


SY2148H 


1024 x 4 Static 
Random Access Memory 


Performance Upgrade for SY2148 

Industry Standard 2114 Pinout 

Totally TTL Compatible All Inputs and Outputs 
Common Data Input and Output 

High Density 18-Pin Package 

Three-State Output 


The SY2148H offers an automatic power down fea- 
ture. Power down is controlled by the Chip Enable input. 
When Chip Enable (CE) goes high, thus deselecting the 
SYM2148H, the device will automatically power down 
and remain in a standby power mode as long as CE 
remains high. This unique feature provides system level 
power savings as much as 85%. 


The SY2148H is packaged in an 18-pin DIP for the 
highest possible density. The device is fully TTL com- 
patible and has a single +5V power supply. 


Block Diagram 


MEMORY ARRAY 
ROW 64 ROWS 
SELECT 64 COLUMNS 


COLUMN 1/0 CIRCUITS 
COLUMN SELECT 
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Synertek. SY2148H 


Absolute Maximum Ratings” Comment* 
Temperature Under Bias ........ -10°C to 85°C Stresses above those listed under “Absolute Maximum 
Storage Temperature .......... -65°C to 150°C Ratings” may cause permanent damage to the device. This 


is a stress rating only and functional operation of the 


Voltage on Any Pin with me 
g€ y device at these or any other conditions above those 


Respect to Ground .......... -3.5V to +7V indicated in the operational sections of this specification is 
Power Dissipation ...........-2-50055 1.0W not implied. 
Electrostatic Discharge Rating (ESD)** 
puts 10 GIOUNd x<é6sss004 sen eeeseweus +2000V **Test Condition: MIL-STD-883B Method 3015.1 


D.C. Characteristics Ta = 0°C to +70°C, Voc = 5V 10% (Unless otherwise specified) (note 8) 


LA CE= Vin. Vec = Max 
VouT = Gnd to 4.5V 
Go| Pome Suppiy Garren] tas [mn | 228°C | Veo = Mon CE= i 
| | ee [125 | mA | Ta=0'C | Outputs Open 


| 20 | ma | Vcc = Min to Max, CE = ViH 
IPo Peak Power-on Current mA Voc = Gnd to Vcc Min 
(Note 9) CE = Lower of Vcc or Vin Min 
VOH Output High Voltage . 2& | 


Capacitance Ty, = 28°C, f= 1.0 MHz 


[|v on= 4m 


CS 


Input Capacitance 


NOTE: This parameter is periodically sampled and not 100% tested. 
A.C. Characteristics Th =0 Ct6 +70°C, Vec = 5V +10% (Unless otherwise specified) (note 8) 


READ CYCLE 
[ane rearanes| arrat_ 
Symbol Parameter | | Min. | Max. | Min. | Max. | | Min. | Max. | Conditions 


ac [radceetme Sid | | | Pe] 
tACET | GhipEnableAccessTime _—*+| | | | 88 | | 70 | ms | Now 
~ACE2 | Chip Enable Access time _———+| | © |__| @ | | 80 |» | Now 
WRITE CYCLE 

wo | WriteGyeetime ——SS«d TY] CT OTT 

‘OW | Chip Enabiedto Endofwrte | a0 | | 80] | es | | r= 

taw | Address Valid to End ofwrite ‘| 40 | | so) | 65 | | vw 

we | Write Pulsewieth ———SSSSCSC=~C | dT || 8s 

wR | Write Recovery Time ——Ssd| 8 | | 5 | | s || = 

row | Data Validto EndofWrte «dt | | 20] | a | | 

tow | Cutout Active from End ofwrite | of | 0] | o| [= | Now? 


(See following page for notes) 


2-42 


Synertek. SY2148H 


Timing Diagrams 
READ CYCLE NO. 1 (NOTES 3 AND 4) 


tre 


ADDRESS 


DATA OUT PREVIOUS DATA VALID DATA VALID 


READ CYCLE NO. 2 (NOTES 3AND 5) 


tre 

(7) 
cE Z 
(om) 
= 
Lid 
, tuz = 

“tz 

HIGH IMPEDANCE \ / HIGH 
cara XD Co 
/‘\ /\ IMPEDANCE 


tep 


Vec Ne i ce a ee 
SUPPLY 
CURRENT 'sp 


WRITE CYCLE NO. 1 (WE CONTROLLED) (NOTE 6) 


twe 


ELLELL LL 


twr 


taw 
tas twe 


\\ 
J a 


DATA IN DATA VALID 


<— _twz — tow 


HIGH IMPEDANCE 


DATA OUT DATA UNDEFINED 
NOTES: 
1. Chip deselected for greater than 55ns prior to selection. 
2. Chip deselected for a finite time that is less than 55ns prior to selection. (If the deselect time is Ons, the chip is by definition selected and 
access occurs according to Read Cycle No. 1.). 
3. WE is high for Read Cycles. 
4. Device is continuously selected, CE = VIL. 
5. Addresses valid prior to or coincident with CE transition low. 
6. If CE goes high simultaneously with WE high, the outputs remain in the high impedance state. 
7. Transition is measured +500mV from low or high impedance voltage with load B. This parameter is sampled and not 100% tested. 
8. The operating ambient temperature range is guaranteed with transverse air flow exceeding 400 linear feet per minute. 
9. Apullup resistor to Vcc on the CE input is required to keep the device deselected: otherwise, power-on current approaches Icc active. 
10. A minimum 0.5 ms time delay is required after application of Vcc (+5V) before proper device operation is achieved. 
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Synertek. SY2148H 


AODRESS 


taw 
twr 


V\AANAAAAAA ELL LL LLL 


_ tow tou 
DATA IN | DATA VALID 


ml 


HIGH IMPEDANCE 


DATA OUT DATA UNDEFINED 


A.C. Testing Input, Output Waveform 


A.C. Testing Load Circuit 


30 pF 
(INCLUDING 
SCOPE AND 

JIG) 


INPUT OUTPUT 2552 2552 5 pF 


A.C. TESTING: INPUTS ARE DRIVEN AT 3.0V FOR A LOGIC 
“1 AND 0.0V FOR A LOGIC “0”. TIMING MEASUREMENTS 
ARE MADE AT 2.0V FOR A LOGIC “1” AND 0.8V FOR A LOGIC 
“0” AT THE OUTPUTS. THE INPUTS ARE MEASURED AT 1.5V. 
INPUT RISE AND FALL TIMES ARE 5ns. 


18 Pin Ceramic 
18 Pin Cerdip 
18 Pin Plastic 


Package Availability 


Ordering Information 


“Also available in plastic 


Standby 
Current 
(Max) 


Access | Operating 


*Package 
Type 


SYC2148H 
SYD2148H 
SYC2148H-2 
SYD2148H-2 
SYC2148H-3 
SYD2148H-3 
SYC2148HL 
SYD2148HL 
SYC2148HL-3 
SYD2148HL-3 


Ceramic 
Cerdip 
Ceramic 
Cerdip 
Ceramic 
Cerdip 
Ceramic 
Cerdip 
Ceramic 
Cerdip 
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SY2149H 


1024 x 4 Static 
Random Access Memory 


Features 


@ 45 ns Maximum Address Access 
@ Fully Static Operation: 
No Clocks or Strobes Required 
@ Fast Chip Select Access Time: 20ns Max. 
@ Identical Cycle and Access Times 
@ Single +5V Supply 


Description 


The Synertek SY2149H is a 4096-Bit Static Random 
Access Memory organized 1024 words by 4 bits and is 
fabricated using Synertek’s new N-Channel Silicon- 
Gate HMOS technology. It is designed using fully stat- 
ic circuitry, therefore requiring no clock or refreshing 
to operate. Address set-up times are not required and 
the data is read out non-destructively with the same 
polarity as the input data. Common data input and 
output pins provide maximum design flexibility. The 
three-state output facilitates memory expansion by 
allowing the outputs to be OR-tied to other devices. 


Pin Configuration 


oO ON OO Oa WY = 


Industry Standard 2114 Pinout 
Totally TTL Compatible: 

All Inputs and Outputs 

Common Data Input and Outputs 
High Density 18-Pin Package 
Three-State Output 


The SY2149H offers a chip select access that is faster 
than its address access. In a typical application, the 
address access begins as soon as the address is valid. 
At this time, the high order addresses are decoded 
and the desired memory is then selected. With the 
faster chip select access, this decode time will not 
add to the overall access time thus significantly im- 
proving system performance. 

The SY2149H is packaged in an 18-pin DIP for the 
highest possible density. The device is fully TTL com- 
patible and has a single +5V power supply. 


Block Diagram 


MEMORY ARRAY 
ROW 64 ROWS 
SELECT 64 COLUMNS 


COLUMN I/O CIRCUITS 
COLUMN SELECT 
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Synertek. 


Absolute Maximum Ratings* 
-10°C to 85°C 
-65°C to 150°C 


Temperature Under Bias 
Storage Temperature 
Voltage on Any Pin with 


Respect to Ground .......... -3.5V to +7V 
Power Dissipation ...............00. 1.0W 
Electrostatic Discharge Rating (ESD)** 

INDUS 10 GrOUNG: i46ceinetaw ees uns dees +2000V 


D.C. Characteristics 


SY2149H 


Comment* 


Stresses above those listed under “Absolute Maximum 
Ratings” may cause permanent damage to the device. This 
is a stress rating only and functional operation of the 
device at these or any other conditions above those 
indicated in the operational sections of this specification is 
not implied. 


**Test Condition: MIL-STD-883B Method 3015.1 


2149H-2, 2149H-3, 
. 2149HL-3, 2149HL 2149H 
hot Input Load Current LA Vcc = Max, Vin = Gnd to Vcc 
(All input pins). 
1 Lo| Output Leakage Current vA | CS= Vin, Vec = Max 
Vout = Gnd to 4.5V 
Icc | Power Supply Current | | 18 | | 140 | mA | Ta = 25°C | Voc = Max, CS= Vi 
ee ee | eee 
Vi__| Input Low volmge | 30 | oa | 30 | o8 | | 
los Output Short Circuit +200 +200 mA | Vout =GND to Vcc 
| Current | | | (Note 7) 
Capacitance = Ty, = 25°C, f= 1.0MHz | 
CouT Output Capacitance an 7 pF 
Cin Input Capacitance Ll 5 pF 
NOTE: This parameter is periodically sampled and not 100% tested. . 


A.C. Characteristics 
READ CYCLE 


Ta =0°C to +70°C, 


Vec = 5V +10% (Unless otherwise specified) (Notes 6, 8) 


2149HL-3 2149HL 
2149H-3 2149H 
Conditions 


Symbol Parameter | Min. | Max. | Min. | Max. | 

tre | Read Cycle Time pss | | vo] | ns 
tAA Address Access Time | | 55 || 70 | ons | 

tacs Chip Select Access Time | | 20 | [| BO | ns | 
WRITE CYCLE 

wo | WriteGvcetime ——=*=“*;‘*éid ABSYTSOC*d= AB] « =O |‘ ww | 
tcw | Chip Selection to End of write + | ao] | so | | o8 | | ns 
taw | AdaressVatidto tnd ofwrne | ao [ [| so | | os | | me 
we | WrtePulewiath ————SSC*iCH TSP a || 8 Ts 
wa | Write Recoveytime S| | | 8 | CT 8 | | me 
‘Dw | DataValidtoEndofwrte ——=« 20 | | 20] | 2 | | rs | 
twz__| Write Enabled to OutputinHignZ | 0 | 18 | 0 | 20 | 0 | 25 | ns | Notes 
tow | Outbut Active from End of Write | 0 {| | © | | © | | ns [Notes 


(See following page for notes) 
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Synertek. SY2149H 


Timing Diagrams 


READ CYCLE NO. 1 (Notes 1 and 2) 


tre 


ADDRESS 


DATA OUT PREVIOUS DATA VALID ; DATA VALID 


READ CYCLE NO. 2 (Notes 1 and 3) 


(Je) 
us 
o 
[ome ) 
= 
ud 
= 


tLz 
HIGH IMPEDANCE 


DATA OUT 


IMPEDANCE 


twe 


oo AY LLL ELL LL 


taw 
We ‘ \> 
WE K 


" toH > 


<— twz— | tow 


HIGH IMPEDANCE 


twr- 


DATA IN 


DATA OUT DATA UNDEFINED 


NOTES: 

1. WE is high for Read Cycles. _ 

2. Device is continuously selected, CS = Vj. 

3. Addresses valid. 2s 

4. If CS goes high simultaneously with WE high, the outputs remain in the high impedance state. 

5. Transition is measured +500 mV from low or high impedance voltage with load B. This parameter is sampled and not 100% tested. 
6. The operating ambient temperature range is guaranteed with transverse air flow exceeding 400 linear feet per minute. 

7. Duration not to exceed one minute. 

8. A minimum 0.5 ms time delay is required after application of Vcc (+5V) before proper device operation is achieved. 


2-47 


Synertek. SY2149H 


ADDRESS 


taw 
twr 


TLALLLLL LLL ITTIII ITZ 


7 tow tou 
DATA IN | DATA VALID 


HIGH IMPEDANCE 
DATA OUT DATA UNDEFINED 


A.C. Testing Input, Output Waveform A.C. Testing Load Circuit 


1.5V<— TEST POINTS 


30 pF 
INPUT OUTPUT (INCLUDING 
SCOPE AND 


IG 
A.C. TESTING: INPUTS ARE DRIVEN AT 3.0V FOR A LOGIC a 


“1” AND 0.0V FOR A LOGIC “0”. TIMING MEASUREMENTS 
ARE MADE AT 2.0V FOR A LOGIC “1” AND 0.8V FOR A LOGIC 
“0” AT THE OUTPUTS. THE INPUTS ARE MEASURED AT 1.5V. 
INPUT RISE AND FALL TIMES ARE 5 ns. 


Package Availability 18 Pin Cerdip 
18 Pin Ceramic DIP 
18 Pin Plastic 


Ordering Information 


Access Supply *Also available in plastic 
Order Time Current “Package 
Number (Max) (Max) Type 


SYC2149H-2 45nsec 150mA_ Ceramic 
SYD2149H-2 45nsec 150mA_ Cerdip 
SYC2149H-3 55nsec 150mA_ Ceramic 
SYD2149H-3 55nsec 150mA_ Cerdip 
SYC2149HL-3 55nsec 125mA Ceramic 
SYD2149HL-3 55nsec 125mA_ Cerdip 
SYC2149H 7Onsec 150mA_ Ceramic 
SYD2149H 7Onsec 150mA_ Cerdip 
SYC2149HL 7Onsec 125mA_ Ceramic 
SYD2149HL 7Onsec 125mA_ Cerdip 
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SY2158 


1024 x 8 Static 
Random Access Memory 


Features 


@ 120nsec Maximum Access Time 
@ Fully Static Operation: 

No Clocks or Strobes Required 
@ Automatic CE Power Down 
@ Identical Cycle and Access Times 
@ Single +5V Supply ( + 10%) 


Description 


The Synertek SY2158 is a 8192 bit static Random Access 
Memory organized 1024 words by eight bits and is fabricated 
using Synertek’s new scaled n-channel silicon gate tech- 
nology. It is designed using fully static circuitry, there- 
fore requiring no clocks or refreshing to operate. The 
common data input and three-state output pins optimize 
compatibility with systems utilizing a bidirectional data bus. 


The SY2158 offers an automatic power down feature under 
the control of the chip enable (CE) input. When CE goes 
high, deselecting the chip, the device will automatically 
power down and remain in a standby power mode as long 


Pin Configuration 


—_ 


Oo ON ODO TO PR WY DY 


@ Pin Compatible with 2716 16K EPROM 
@ Totatly TTL Compatible: 
All Inputs and Outputs 
@ Common Data Input and Output 
@ Three-State Output __ 
@ Output Enable Function (OE) 


as CE remains high. This feature provides significant 
system level power savings. 


The SY2158 is available in two versions. For the “A” 
version, the select reference input (AR) must be at Vi_ and 
for the “B’” version Ag must be at Vj. 


The SY2158 is pin compatible with 16K ROMs, EPROMs and 
E2PROMs thus offering the user the flexibility of switching 
between RAM, ROM, EPROM, and E2PROM witha minimum 
of board layout changes. 


Block Diagram 


ROW 
ADDRESS 
DECODER 

DRIVER 


‘8192 BIT ARRAY 


| coLUMN vo CIRCUS 1/0 CIRCUITS 


= 


SS BE 
> = OUTPUT ENABLE 


COLUMN 
ADDRESS 

DECODER Pe] cow vo cincuns 
DRIVER 


2-49 


ie) 
ud 
co 
fom) 
= 
ud 
= 


Synertek. 


Absolute Maximum Ratings* 


Temperature Under Bias 
Storage TEMpPStatule: sawsavexavantvoxs 
Voltage on Any Pin with 


-10°C to 85°C 
-65°C to 150°C 


Respect to Ground ............e cee eeees -3.5V to +7V 
POWEr DISSIDANIION «<covitavedsiawasdaeseedaaseawe 1.0W 
Electrostatic Discharge Rating (ESD)** 

INPUIS 10 GIOUNG siassacciovessineotwadases +2000V 


D.C. Characteristics 


a rr 
lu Input Load Current (All input pins) Lt 
lLo Output Leakage Current — 
lec Power Supply Current Pe 
Isp Standby Current ——- 
Ipo Peak Power-on Current Note 6 | a 
Vi Input Low Voltage rn 
vi Input High Voltage | oe 
VoL Output Low Voltage Lo 
Vou Output. High Voltage Poe 
Capacitance ~_ T, = 25°C, f= 1.0 MHz 


Symbol Test 


Output Capacitance 


Input Capacitance 


SY2158 


Comment* 


Stresses above those listed under “Absolute Maximum 
Ratings” may cause permanent damage to the device. This 
is a stress rating only and functional operation of the 
device at these or any other conditions above those 
indicated in the operational sections of this specification is 
not implied. 


**Test Condition: MIL-STD-883B Method 3015.1 


Tp =0°C to +70°C, Voc = 5V £10% (Unless otherwise specified) 


2158-2/-3/-4 


| Max. | Conditions 
| 10 | A | Voc = Max, Vin = Gnd to Vec 


CE = Vinw Vec = Max 

Vout = Gnd to 4.5V 

| oma | Ta = 25°C Voc = Max, CE = Vi 
Outputs Open 


Vec = Min to Max, CE = Vin 


mA Vcc = Gnd to Vec Min 
CE = Lower of Vcc or Viy Min. 


NOTE: This parameter is periodically sampled and not 100% tested. 
A.C. Characteristics Ta = 0°C to +70°C, Vcc = 5V +10% (Note 7) 
READ CYCLE 
| 2158-2 | 2158-3 | 2158-4 
stn] runny [i] Un | cod 
ime [RadoweTine da] [so] [mT | m | 
tan | Adress Acco Time «| «a0 | ‘(80 | [200 [oe 
tace | Onin Enable Acco Tine | (a0 [150] | 200| ms 
‘AOE | Output Enable Acco Time | 80 [eo | [7 | ms 
ton | Output Hold rom Address Change | 10 | [vo | [1 | | me _ 
uxz_| OuputtonzTime | | | | [| | | Nowe 
iuz | OutputHigh2Time ——~—=«d_ © a | © [60 | 0 | 60 | ve | News 
wu | Grenier roverveTine | 0] fe | fo] [| 
to | Chin Disbieww Power Down Time [eof [eo || F00 [ as 
WRITE CYCLE | 
wwe [wie Gene ae [80 fae Te 
caw | Chip Erbe w End ofwne 9 | fra 60 [Pe 
caw [Ades Vaid te Ena fine [80 [20 | [166 | as 
tas | Address Seuptime ——Si«d| | +f) | To |p 
we | Witerumeman «| feof ao] | 
wa | wieResovtine fo | fo | fe, [a 
row | Oateveidroensofwre | 80 | [| [et [a 
oH | OweroTing | OT LO | Of 
wz | Write Enabled tw OutputinHigh@ | 0 | #0 [Oo [0 | 0 [60 [ve | News 
ton | Cutout Active trom End ofwrne | © | |e | [0 | |v | Notes 
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(See following page for notes) 


Synertek. SY2158 


Timing Diagrams 


READ CYCLE NO. 1 (NOTES 1 and 2) 


tre —————— 


ADDRESS 


DATA OUT PREVIOUS DATA VALID DATA VALID 


READ CYCLE NO. 2 (NOTES 1 and 3) 


MEMORIES 


HIGH IMPEDANCE 


DATA OUT | VALID DATA 


Vcc CURRENT Hf so 50% t 
IsB 


WRITE CYCLE NO. 1 (NOTE 4) 


twc 


ADDRESS 


e \\ FILES LL/ 


taw 
tas twe 


we YAS 
\ 


cara (exam 


a aS ; Re 


[+2 | 


Notes: 

WE is high for Read Cycles. 

Device is continuously selected, CE = OE = VIL: 

Addresses valid prior to or coincident with CE transition low. 

If CE goes high simultaneously with WE high, the outputs remain in the high impedance state. 

Transition is measured +500mV from low or high impedance voltage with load B. This parameter is sampled and not 100% tested. 

A pullup resistor to Vcc on the CE input is required to keep the device deselected: otherwise, power-on current approaches Icc¢ active. 
. Aminimum 0.5 ms time delay is required after application of Vcc (+5V) before proper device operation is achieved. 


NOMRWONS 
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Synertek. SY2158 


WRITE CYCLE NO. 2 (OE = Vj) (NOTE 4) 


SWIAwe a LTTITLTT 2 


taw 
twr 
tas : twe 


we ae 
WE \ 


7 tow tou 


Afar eet tow 


DATA IN 


——\_\ twz 


HIGH IMPEDANCE 


DATA OUT 


DATA UNDEFINED 


A.C. Testing Input, Output Waveform A.C. Testing Load Circuit 


2.0V 


TEST POINTS 12502 


0.8V 


100pF 


(INCLUDING 
SCOPE AND 
JIG) 


~(NPUT OUTPUT 


AC TESTING: INPUTS ARE DRIVEN AT 2.4V FOR A LOGIC “1” 
AND 0.4V FOR A LOGIC “0”. TIMING MEASUREMENTS ARE 
MADE AT 2.0V FOR A LOGIC “1” AND 0.8V FOR A LOGIC “0”. 
INPUT PULSE RISE AND FALL TIMES ARE 5ns. 


Package Availability 24 Pin Plastic 


Ordering Information 


Operating | Standby 
Current | Current | Package 
(Max) (Max) Type 
120nsec Plastic 


SYP2158A-3 | 150nsec Plastic 
SYP2158A-4 | 200nsec Plastic 
SYP2158B-2 | 120Onsec Plastic 
SYP2158B-3 | 150nsec Plastic 
SYP2158B-4 | 200nsec Plastic 
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SY2159 


1024 x 8 Static 
Random Access Memory 


Features 


@ 120nsec Maximum Access Time 
@ Fully Static Operation: 
No Clocks or Strobes Required 
@ Fast Chip Select Access: 50 ns Max. 
@ Identical Cycle and Access Times 
@ Single +5V Supply ( + 10%) 


Description 


The Synertek SY2159 is s 8192 bit static 
Random Access Memory organized 1024 words 
by eight bits and is fabricated using Synertek’s 
new scaled n-channel silicon gate technology. It 
is designed using fully static circuitry, therefore 
requiring no clock or refreshing to operate. The 
common data input and three-state output pins 
optimize compatibility with systems utilizing a 
bidirectional data bus. 


The SY2159 offers a chip select access that is 
faster than its address access. In a typical 
application, the address access begins as soon 
as the address is valid. At this time, the high 
order addresses are decoded and the desired 


Pin Configuration 


o On DO B&F WN 
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@ Pin Compatible with 2716 16K EPROM 
@ Totally TTL Compatible: 
All Inputs and Outputs 
@ Common Data Input and Output 
@ Three-State Output a 
@ Output Enable Function (OE) 


memory is then selected. With the faster chip 
select access, this decode time will not add to 
the overall access time thus significantly im- 
proving system performance. 


The SY2159 is offered in two versions. For the 
“A” version, the select reference input (Ap) 
must be at Vj, and for the ‘’B”’ version, Ag must 
be at Vip. 


The SY2159 is pin compatible with 16K ROMs, 
EPROMs, and E2PROMs thus offering the user 
the flexibility of switching between RAM, ROM, 
EPROM and E2 with a minimum of board layout 
changes. 


Block Diagram 


ROW 
ADDRESS 
DECODER 

DRIVER 


8192 BIT ARRAY 


cua Le ae eee et 
ADDRESS 
DECODER 1_:_ COLUMN 1/O CIRCUITS 


DRIVER 


wa 
we 
o- 
[am] 
= 
ud 
= 


Synertek. 


Absoiute Maximum Ratings* 


Temperature Under Bias 
Storage Temperature ................. 
Voltage on Any Pin with 


-10°C to 85°C 
“65°C to 150°C 


SY2159 


Comment* 


Stresses above those listed under “Absolute Maximum 
Ratings” may cause permanent damage to the device. This 
is a stress rating only and functional operation of the 


Respect to Ground ...............ec000. -3.5V to +7V device at these or any other conditions above those 
Power Dissipation ............ ccc ccc ee ce caceeees 1.0W indicated in the operational sections of this specification is 
Electrostatic Discharge Rating (ESD)** not implied. 

Inputs to Ground ........... cee cece cee eee +2000V 


D.C. Characteristics 


**Test Condition: MIL-STD-883B Method 3015.1 


Ta = 0 °Cto +70°C, Vec = 5V 10% (Unless otherwise specified) 


lLo Output Leakage Current HA | CS=Vin, Veco = Max, 
lec Mii a mA Voc = Max, CS = Vy 
[100 mT TAS OT] Outputs Open 
Capacitance —T, = 25°C, f= 1.0 MHz 


NOTE: 


A.C. Characteristics 


Output Capacitance 


Input Capacitance 


This parameter is periodically sampled and not 100% tested. 


Ta = 0°C to +70°C, Vcc = 5V +10% (Note 5) 


READ CYCLE 
[_ass-2 | 2150-3 

sosmenu | ne [cot 
tmo_[ReedGrcletinw «| 20 Tirso | foo] me 

can | Atte coms Timw «a | (60 | YOO | 

cacs_| Chip Sees Acsew Tine |_| [6 || 70 | me 

‘AOE | Output Enable Accew Tine [| [89 | [eo] [70 | me 

ton | ins Hlaiom Adirasschanse [vo [ [vo | [ve] | me _ 

uz [Oupsttowetine | @ | [wo | [10 | [me | Nowe 
tiz_[Ouowwionztine sf 8 | Lo |e fo lw fm | Nowe 

WRITE CYCLE 

wo [Wie ceetine eT wT 

tow | Chipsaecrvwensorwrne | 7 peo | [va | me 

taw | Adare Valeo Eraofwere | 90] faa | [SO] | s 

tas | Address SetupTime | 8 Tf Oo TL OT | oe | 

wwe | wee Puewin | feo | fea] | | 

wa | WeieResowvtine if @ | fe | fe] pm 

row | Ora velvwoensorwne feo | fm] pee] pm 

A OS 

we | Wa ErebiedtoOuntinnane |e [a fo [60 | 0 [60 | m | Nowe 
tow | Output Aciverromendofwrie [0 | fe] fo] [wm | Nowa 


(See following page for notes) 


Synertek. SY2159 


Timing Diagrams 
READ CYCLE NO. 1 (NOTES 1 and 2) 


trc 


ADDRESS 


DATA OUT PREVIOUS DATA VALID DATA VALID 


READ CYCLE NO. 2 (NOTE 1) 


tacs 


= taoe ia tHz 


ioe) 
ud 
oc 
[os] 
= 
ud 
= 


HIGH IMPEDANCE 
DATA OUT 


WRITE CYCLE NO. 1 (NOTE 3) 


twe 


ADDRESS 


« \\> ELLE LLL LS 


tas twp 


DATA IN DATA VALID | 


ae SAAAANSA 


os 
HIGH IMPEDANCE 
DATA OUT 


Notes: 

1. WE is high for Read Cycles. ere 

2. Device is continuously selected, CS = OE = VIL. 

3. If CS goes high simultaneously with WE high, hte outputs remain in the high impedance state. 
4. 


Transition is measured + 500 mV from low or high impedance voltage with load B. This parameter is sampled and not 100% 
tested. 


5. Aminimum 0.5 ms time delay is required after application of Vcc (+5V) before proper device operation is achieved. 
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Synertek. SY2159 


WRITE CYCLE NO. 2 (OE + Vi.) (NOTE 3) 


twe 


eV V\ N\A or Ae May a 


taw 
twr 
tas twe 


we jae 
\\ 


x tow tbH 
CT ame 


a tow ——> 


HIGH IMPEDANCE 


DATA IN 


DATA OUT DATA UNDEFINED 


A.C. Testing Input, Output Waveform A.C. Testing Load Circuit 


2.0V 
TEST POINTS 


0.8V 


100pF 
(INCLUDING 
SCOPE AND 
JIG) 


INPUT OUTPUT 


AC TESTING: INPUTS ARE DRIVEN AT 2.4V FOR A LOGIC “1” 
AND 0.4V FOR A LOGIC “0”. TIMING MEASUREMENTS ARE 
MADE AT 2.0V FOR A LOGIC “1” AND 0.8V FOR A LOGIC “0”. 
INPUT PULSE RISE AND FALL TIMES ARE 5 ns. 


Package Availability 24 Pin Plastic 


Ordering Information 


Access | Operating 
Time Current | Package 
(Max) (Max) Type 


SYP2159A-2 Plastic 
SYP2159A-3 Plastic 
SYP2159A-4 Plastic 
SYP2159B-2 Plastic 
SYP2159B-3 Plastic 
SYP2159B-4 Plastic 
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Synertek. 


ADVANCED INFORMATION 


Features 


55 ns Maximum Access 

No Clocks or Strobes Required 
Automatic CE Power Down 
Identical Cycle and Access Times 
Single +5V Supply 


Description 


The Synertek SY2167 is a 16,384-Bit Static Random Access 
Memory organized 16,384 words by 1-bit and is fabricated 
using Synertek’s new N-Channel Double Polysilicon Gate 
HMOS technology. It is designed using fully static circuitry, 
therefore requiring no clock or refreshing to operate. Address 
set-up times are not required and the data is read out non- 
destructively with the same polarity as the input data. 
Separate data input and output pins provide maximum design 
flexibility. The three-state output facilitates memory expan- 
sion by allowing the outputs to be OR-tied to other devices. 


Pin Configuration 


SY2167 


16,384 x 1 Static 
Random Access Memory 


Totally TTL Compatible 

All Inputs and Outputs 

Separate Data Input and Output 

High Density 20 Pin Package | 
e Three-State Output 


Je) 
ne 
c 
fom) 
= 
uw 
= 


The SY2167 offers an automatic. power down feature. Power 
down is controlled by the Chip Enable input. When Chip 
Enable (CE) goes high, thus de-selecting the SY2167, the 
device will automatically power down and remain in a standby 
power mode as long as CE remains high. This unique feature 
provides system level power savings as much as 80%. 


The SY2167 is packaged in a 20-pin DIP for the highest 
possible density. The device is fully TTL compatible and has a 
single +5V power supply. 


Block Diagram 


MEMORY ARRAY 
128 ROWS 
128 COLUMNS 


COLUMN 1/O CIRCUITS 
COLUMN SELECT 


A 


R 
THAW 


Ag Aa As Aig Aq Ai2 Ai3 
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Synertek. 


Absolute Maximum Ratings* 


eee eee en sews -10°C to 85°C 
-65°C to 150°C 


Temperature Under Bias 
Storage Temperature 
Voltage on Any Pin with 


SY¥2167 


Comment* 


Stresses above those listed under “Absolute Maximum 
Ratings” may cause permanent damage to the device. This 
is a stress rating only and functional operation of the 


Respect to Ground .............ee eevee -3.5V to +7V device at these or any other conditions above those 
Power DISSIPAllON: is sciscs coed ddaaaddanagecaenava 1.2W indicated in the operational sections of this specification is 
Electrostatic Discharge Rating (ESD)** not implied. 

INPUTS 10 GrOUNG: 0342s ceed ews woe teata tans +2000V 


**Test Condition: MIL-STD-883B Method 3015.1 


D.C. Characteristics 1, =0°Cc to +70°C, Voc = 5V +10% (Unless otherwise specified) (Note 6) 


lol Input Load Current MA Vcc = Max, Vin = Gnd to Vcc 
(All input pins) 
| ILo| Output Leakage Current . uA CE = Vin. Vcc = Max. 
VouT = Gnd to 4.5V 
loc | Power Supply Current pL tt | ma | Ty =28°C | Voc = Max., CE = Vit 
P20 Pm Ta= 07S] Outputs Open 
Isp Standby Current aa i ae Vcc = Min. to Max., CE =Vip 
IPO Peak Power-on Current mA Vcc = Gnd to Vcc Min 
(Note 7) : CE = Lower of Vcc or Vj Min. 
Vor onan 
los Output Short Circuit mA Vout =GND to Vcc 
Current (Note 8) 


Capacitance T, = 25°C, f= 1.0 MHz 


Output Capacitance 


Input Capacitance 


NOTE: This parameter is periodically sampled and not 100% tested. 


A.C. Characteristics 1, =0°C to +70°C, Veg = 5V +10% (Unless otherwise specified) (Notes 6, 9) 


READ CYCLE 

Symbol Parameter | Min, | Max. | Min. | Max. Conditions 
imc [RadGmetine —SSOS—~—Ss ws | wo 

tAA Address Access Time Rr a io 

| One Rees Fine} ef pp 

ton | Ouiput Hold from Address Change ———SSSC~sCSS YS Pe 

teu | Chip Selection toPower Up Time SSCs ST 
WRITE CYCLE 

we | WrieGaeTime ——SOS—=—~—“—*~—“‘~*~*S*S*~*—“—‘—‘“‘—*~‘ir TC Cd 

iow | Chip ErebiedtoEndotwite——SSCSC~—s BTS | de 

raw | Address Vaid EndofWrte——~—SCS~S~w BY id 

tas | AddrensSeup Time SSCS~C~S ST 

we | WrtePuleWidth ——SSSCSC~S~S BS | 

iwn__| Wite Recovery Time SCS 

row | Data Validto Endotwrte—SSCSC~S BOY SP 

row | Output Active tom Endorwnne ———SC~i CP AO | G0 | me | Now 


(See following page for notes) 
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Synertek. SY2167 


Timing Diagrams 
READ CYCLE NO. 1 (Notes 1 and 2) 


tac 


ADDRESS 


DATA OUT PREVIOUS DATA VALID DATA VALID 


READ CYCLE NO. 2 (Notes 1 and 3) 


(Je) 
we 
a= 
& 
= 
uw 
= 


tLz 


HIGH IMPED 
DATA OUT —— 


Vec lec 
SUPPLY 
CURRENT 'sg 


WRITE CYCLE NO. 1 (WE Controlled) (Note 4) 


twec 


ae \\ ELI LLLL/ 


—— taw 
t AS twe 


a \ 
WE 
N 
ae aa 
DATA IN a DATA VALID 

| 
— twz—*] tow — 


{ 
! 


twr- 


HIGH IMPEDANCE 


DATA OUT DATA UNDEFINED 
WE is high for Read Cycles. 

Device is continuously selected, CE = V,,. 

Addresses valid prior to or coincident with CE transition low. 

If CE goes high simultaneously with WE high, the outputs remain in the high impedance state. 

Transition is measured +500 mV from low or high impedance voltage with load B. This parameter is sampled and not 100% tested. 
The operating ambient temperature range is guaranteed with transverse air flow exceeding 400 linear feet per minute. 

A pullup resistor to Vec on the CE input is required to keep the device deselected: otherwise, power-on current approaches loc active. 
Duration not to exceed one minute. 

A minimum 0.5 ms time delay is required after application of Vcc (+5V) before proper device operation is achieved. 


deta ta al Baa all 
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Synertek. SY2167 


WRITE CYCLE NO. 2 (CE Controlled) (Note 4) 


ADDRESS 


CLLLLLLL Ly TITILTLI ZZ 


DATA IN a DATA VALID 


HIGH IMPEDANCE 
DATA OUT DATA UNDEFINED 


A.C. Testing Input, Output Waveform A.C. Testing Load Circuit 


2.0V 
1.5V<— TEST POINTS 


0.8V 


30 pF 
(INCLUDING 
INPUT OUTPUT SCOPE AND 

JIG) 

A.C. TESTING: INPUTS ARE DRIVEN AT 3.0V FOR A LOGIC 

“1" AND 0.0V FOR A LOGIC “0”. TIMING MEASUREMENTS 

ARE MADE AT 2.0V FOR A LOGIC “1” AND 0.8V FOR A LOGIC 

“0” AT THE OUTPUTS. THE INPUTS ARE MEASURED AT 1.5V. 

INPUT RISE AND FALL TIMES ARE 5ns, FIGURE 1 


Package Availability 20 Pin Ceramic 
20 Pin Cerdip 


Ordering Information 


Access | Operating | Standby 
Order Time | Current | Current | Package 
Number (Max) (Max) (Max) Type 


SYC2167 Ceramic 
SYD2167 Cerdip 
SYC2167-3 Ceramic 
SYD2167-3 Cerdip 
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SY2168 


4096 x 4 Static 
Random Access Memory 


Synertek. 


ADVANCED INFORMATION 


Features 


55 ns Maximum Access Time 

No Clocks or Strobes Required 
Automatic CE Power Down 
Identical Cycle and Access Times 
Single +5V Supply (£10%) 


Description 


The Synertek SY2168 is a 16,384-Bit Static Random Access 
Memory organized 4096 words by 4 bits and is fabricated 
using Synertek’s scaled n-channel double poly silicon gate 
technology. It is designed using fully static circuitry, therefore 
requiring no clock or refreshing to operate. Address set-up 
times are not required and the data is read out non- 
destructively with the same polarity as the input data. 
Common data input and output pins provide maximum design 
flexibility. The three-state output facilitates memory expan- 
sion by allowing the outputs to be OR-tied to other devices. 


JEDEC Standard Pinout . 
Totally TTL Compatible All Inputs and Outputs 
Common Data Input and Output 

High Density 20-Pin Package 

Three-State Output 


The SY2168 offers an automatic power down feature. Power 
down is controlled by the Chip Enable input. When Chip 
Enable (CE) goes high, thus de-selecting the SY2168, the 
device will automatically power down and remain ina standby 
power mode as long as CE remains high. This unique feature 
provides system level power savings as much as 85%. 


The SY2168 is packaged in a 20-pin DIP for the highest 
possible density. The device is fully TTL compatible and has a 
single +5V power supply. 


Block Diagram 


Pin Configuration Ao 
Ay 
A2 
A3 
Aa 


As 
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MEMORY ARRAY 
128 ROWS 
128 COLUMNS 


ROW 
SELECT 


COLUMN I/O CIRCUITS 
COLUMN SELECT 


on” 
Lu 
ee 
—) 
= 
Ld 
= 


Synertek. SY2168 


Absolute Maximum Ratings* Comment* | 
Temperature Under Bias_ ................ -10°C to 85°C Stresses above those listed under “Absolute Maximum 
Storage Temperature ..............08. -65°C to 150°C Ratings” may cause permanent damage to the device. This 
Voltage on Any Pin with is a stress rating only and functional operation of the 
Respect to Ground ..............0ee eens -3.5V to +7V device at these or any other conditions above those 
Power Dissipation ..........ccceeee eee ee ee eens 1.0W indicated in the operational sections of this specificationis 
Electrostatic Discharge Rating (ESD)** not implied. 
Inputs 10 Ground <¢4ssivetaad end ecowsen eons +2000V 


**Test Condition: MIL-STD-883B Method 3015.1 


D.C. Characteristics 1, = 0°C to +70°C, Vec = 5V 10% (Unless otherwise specified) (Note 6) 


ly Input Load Current (All input pins) | 10 | aA | Veo = Max, Vin = Grd to Veg 


lILo| Output Leakage Current uA |CE= Vin, Vec = Max - 
Vout = Gnd to 4.5V 


Power Supply Gurrent 6k] = 25°C] Veg = Max CE=Vi 
[20m f74=0°C | Outputs Open 


mA V c = Gnd to Vec Min 
CE = Lower of Ve¢c or Viy Min 


Symbol Parameter 


Isp Standby Current 


Ipo Peak Power-on Current (Note 7) _ 


om 
ro) 


VoL Output Low Voltage fd lo. =8mA 
Ven Output High Voltage lon = -4 mA 


Capacitance T, = 25°C, f= 1.0 MHz 


Test 
Output Capacitance 


Input Capacitance 


NOTE: This parameter is periodically sampled and not 100% tested. 


A.C. Characteristics Ta = 0°C to +70°C, Vec = 5V 10% (Unless otherwise specified) (Notes 6, 8) 
READ CYCLE 


Symbol 


| 2t68-3 
twa | Address AccessTime —=—=s=“‘*‘*sSC*C“‘“g!( CON’#*WLCSSOOSSs 
‘ace | Ghip Enable Access Time a Oe 
tz Chip Selection to Output in Low Z | 2 | of}. 20.) -. | ihe | Note 5 
tw | Chip Deselection to OurputinHighZ | 0 | 28 | 0 | 30 | ns | Notes 
tey | ChipSelectiontoPowerUpTime | OO | | | Tt 
tep __|_Chip DeselectiontoPowerDownTime |_| 55 | | 70 | ns 
WRITE CYCLE 
Symbol Parameter ——=~=S*~*~*~S~*dCSMn «Max | Min. | Max. | Unit | Conditions 
tc _| Write CyeleTime ——=S=SsSs=~<“‘~*~*~é‘dSCSSTSSC‘dS=CSSESSC*d=SCins~—* 
tcw | Chip EnabledtoEndcwrte Sid a5 | ~SC«d | SSCidY Cs 
taw | Address Valid to End ofwrie ——=«|~ 45] ~~SC*d=SS]SSSC*dSSCins—_— 
tas | AddressSetupTime | OT Ts 
twe | WritePulsewidth | 45 | | | 
twa | Write RecoveryTime ——=SsSS=SC=‘TSSS |S] | dT rs 
tow | DataValidtoEndofWrite ——~—=—=S«dL~=20 | SiC] SSC*dCtis —* 
tow | DataHoldTime | | ts 


(see following page for notes) 
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Synertek. SY2168 


Timing Diagrams 
READ CYCLE NO. 1 (Notes 1 and 2) 


tac 


ADDRESS 


DATA OUT PREVIOUS DATA VALID DATA VALID 


READ CYCLE NO. 2 (Notes 1 and 3) 


” 
uw 
o 
(=) 
= 
uw 
= 


y, ' 
a siden 


Vec lec 
SUPPLY 
CURRENT 'sg 


WRITE CYCLE NO. 1 (WE Controlled) (Note 4) 


twe 


e \\ ALLALS LSS 


taw 
We ¥\3 
\ 


i isa! 


<<. type tow — 


‘twr 


DATA IN 


HIGH IMPEDANCE 


DATA OUT DATA UNDEFINED 


NOTES: 


WE is high for Read Cycles. _ 

. Device is continuously selected, CE=V,. __ 

. Addresses valid prior to or coincident with CE transition low. 

If CE goes high simultaneously with WE high, the outputs remain in the high impedance state. 

. Transition is measured +500 mV from low or high impedance voltage with load B. This parameter is sampled and not 100% tested. 
The operating ambient temperature range is guaranteed with transverse air flow exceeding 400 linear feet per minute. 

A pullup resistor to Vcc on the CE input is required to keep the device deselected: otherwise, power-on current approaches lec active. 
A minimum 0.5 ms time delay is required after application of Vcc (+5V) before proper device operation is achieved. 


ON ATAAWN> 
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Synertek. SY2168 


ADDRESS 


DATA IN 


HIGH IMPEDANCE 


DATA OUT DATA UNDEFINED 


A.C. Testing Input, Output Waveform 


A.C. Testing Load Circuit 


1.5V<— TEST POINTS 


30 pF 
(INCLUDING 
SCOPE AND 
JIG) 


INPUT OUTPUT 25522 


A.C. TESTING: INPUTS ARE DRIVEN AT 3.0V FOR A LOGIC 
“1'" AND 0.0V FOR A LOGIC “0”. TIMING MEASUREMENTS 
ARE MADE AT 2.0V FOR A LOGIC “1” AND 0.8V FOR A LOGIC 
“0” AT THE OUTPUTS. THE INPUTS ARE MEASURED AT 1.5V. 
INPUT RISE AND FALL TIMES ARE 5ns. 


FIGURE 1 


Package Availability 20 Pin Ceramic 
20 Pin Cerdip 


Ordering Information 


Access | Operating 


Order 
Number 


SYC2168 
SYD2168 
SYC2168-3 
SYD2168-3 


Current |Package 
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SY2169 


4096 x 4 Static 
Random Access Memory 


Synertek. 


ADVANCED INFORMATION 


Features 


50 ns Maximum Address Access Times 
Fully Static Operation: 

No Clocks or Strobes Required 

Fast Chip Select Access Time: 40 ns Max. 
Identical Cycle and Access Times 

Single +5V Supply 


Description 


The Synertek SY2169 is a 16,384-Bit Static Random Access 
Memory organized 4096 words by 4 bits and is fabricated 
using Synertek’s N-Channel double poly silicon gate HMOS 
technology. It is designed using fully static circuitry, therefore 
requiring no clock or refreshing to operate. Address set-up 
times are not required and the data-is read out non- 
destructively with the same polarity as the input data. 
Common data input and output pins provide maximum design 
flexibility. The three-state output facilitates memory expan- 
sion by allowing the outputs to be OR-tied to other devices. 


e JEDEC Standard Pinout 

® Totally TTL Compatible: 
All Inputs and Outputs 

¢ Common Data Input and Outputs 
High Density 20-Pin Package 

e Three-State Output 


The SY2169 offers a chip select access that is faster than its 
address access. In a typical application, the address access 
begins as soon as the address is valid. At this time, the high 
order addresses are decoded and the desired memory is then 
selected. With the faster chip select access, this decode time 
will not add to the overall access time thus significantly 
improving system performance. 


The SY2169 is packaged in a 20-pin DIP for the highest 
possible density. The device is fully TTL compatible and has a 
single +5V power supply. 


Block Diagram 


Pin Configuration As 


Aé6 
A7 
Ag 


Ag 


o On OO FPF W NY — 


-— 
© 


MEMORY ARRAY 
64 ROWS 
ROW 64 COLUMNS 
SELECT 


COLUMN SELECT 
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Synertek. SY2169 


Absolute Maximum Ratings* Comment" 
Temperature Under Bias ............2.06- -10°C to 85°C Stresses above those listed under “Absolute Maximum 
Storage Temperature ...........0c eee -65°C to 150°C Ratings” may cause permanent damage to the device. This 
Voltage on Any Pin with is a stress rating only and functional operation of the 
Respect to Ground ...........ccecee eee -3.5V to +7V device at these or any other conditions above those 
Power DiSSipation .........ccce cece eccveerecees 1.0W indicated in the operational sections of this specification is 
Electrostatic Discharge Rating (ESD)** not implied. 
INDUTS (0 GIOUNE: 4<4504544534 550s esdseeds +2000V 


**Test Condition: MIL-STD-883B Method 3015.1 


D.C. Characteristics 1, = 0°C to +70°C, Veg = 5V +10% (Unless otherwise specified) (Note 6) 


Symbol| Parameter | Min. | Max. | Unit | Concitions 
hy Input Load Current (All input pins). Ff 10 | Veco = Max, Vin = Gnd to Vec 


lie Output Leakage Current. wA | CS =Viy, Voc = Max 
Vout = Gnd to 4.5V 


lec Power Supply Current P| tt ma | ty = 25°C | Voc = Max, CS = Vy 
[120m TT, = OFT | Outputs Open 


Capacitance 1, = 25°C, f = 1.0 MHz 


a 
Output Capacitance ae a 
Input Capacitance | 68 


Symbol 


NOTE: This parameter is periodically sampled and not 100% tested. 


A.C. Characteristics T, = 0°C to +70°C, Veg = 5V +10% (Unless otherwise specified) (Notes 6, 8) 
READ CYCLE | 


Symbol Parameter | Min. | Max. | Min. | Max. | Conditions 
tsa | Address AccessTime ——=SSSsd| ~SSSidT 80 || Ors 

tiz____| Chip Selection to OutputinLowZ | 20 | | 20 J | ns | (Notes 
tz | Chip Deselection to OurpurinHighzZ [| 0 [| 25 [ oO [ 2 | ns | Notes 
WRITE CYCLE 

we | Write cycleTime —————S—S—S~«dL— > | S| 70 || 

iow | ChipSelectiontoEndofwWre —*+| 40 -+i| eo | | ns 

taw | Address ValidtoEndofWrite——«+| 48 | +t 68 |i) ns 

iwe | WritePulsewieth ——SSSSC«dCBSTSSC*ES OO TSC*dSSCs =i 

twa | WriteRecoveryTime SST 8 | SC] | OY 

tow | DataValidtoendofwrte ———S«d| 20 -~+| S| |i 

twz | WriteEnabledtoOutputinHighZ | =| 258 | OT 25 | ns (Notes 
tow | Output Active fromendofwrite | o | | 0 | | ns | Notes 


(see following page for notes) 
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Synerick. SY2169 


Timing Diagrams 


READ CYCLE NO. 1 (Notes 1 and 2) 


tre 


ADDRESS 


DATA OUT 


PREVIOUS DATA VALID DATA VALID 


READ CYCLE NO. 2 (Notes 1 and 3) 


tacs 


tyz 


tLz 


HIGH IMPEDANCE VARY, HIGH 
DATA OUT XK DATA VALID |) 
(\_L\ IMPEDANCE 


WRITE CYCLE NO. 1 (WE controlled) (Note 4) 


twe 


« \\ ELI LLLL/ 


twr 
oo twp 


we ae. 


< lt 


——— = <+——— tow 


HIGH IMPEDANCE 


DATA IN 


DATA OUT DATA UNDEFINED 


NOTES: 

1. WE is high for Read Cycles. _ 

2. Device is continuously selected, CS = Vj,. 

3. Addresses valid. __ 

4. If CS goes high simultaneously with WE high, the outputs remain in the high impedance state. 

5. Transition is measured +500 mV from low or high impedance voltage with load B. This parameter is sampled and not 100% tested. 
6. The operating ambient temperature range is guaranteed with transverse air flow exceeding 400 linear feet per minute. 

7. Duration not to exceed one minute. 

8. A minimum 0.5 ms time delay is required after application of Vcc (+5V) before proper device operation is achieved. 
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Synertek. SY2169 


WRITE CYCLE NO. 2 (CS controlled) (Note 4) 


taw 
twr 


my \\A\ANAAN AAA 4 PLL IA IAL 


= tow tou 
DATA IN | DATA VALID 


HIGH IMPEDANCE 


DATA OUT DATA UNDEFINED 


A.C. Testing Input, Output Waveform 


2.0V 
1.5V<— TEST POINTS < 
0.8V 


30 pF 

(INCLUDING 
ebbi SCOPE AND 
JIG) 


INPUT OUTPUT 


A.C. TESTING: INPUTS ARE DRIVEN AT 3.0V FOR A LOGIC 
“4” AND 0.0V FOR A LOGIC “0”. TIMING MEASUREMENTS 
ARE MADE AT 2.0V FOR A LOGIC “1” AND 0.8V FOR A LOGIC 
“0” AT THE OUTPUTS. THE INPUTS ARE MEASURED AT 1.5V. 
INPUT RISE AND FALL TIMES ARE 5 ns. 


FIGURE 1 


Package Availability 20 Pin Ceramic 
20 Pin Cerdip 


Ordering Information 


Access | Operating | Standby 
Order Time Current | Current| Package 
Number (Max) (Max) (Max) Type 


SYC2169 Ceramic 
SYD2169 
SYC2169-3 
SYD2169-3 


Cerdip 


Ceramic 
Cerdip 
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SY21D1 


1024 x 8 Dual Port 
Random Access Memory 


ertek. 


ADVANCED INFORMATION 


Features 


e 100 ns Address Access Time 

e Fully Static Operation 

e Full TTL Compatibility 
Interrupt Function (INT) 


Description 


The Synertek SY21D1 is an 8192 Bit Dual Port Random 
Access Memory organized 1024 words by 8 bits and is fabri- 
cated using Synertek’s n-channel double poly silicon gate 
technology. It is designed using fully static circuitry, requiring 
no clock or refreshing to operate. 


The SY21D1 is a true dual port allowing each side independ- 
ent access for read or write asynchronously. The dual port 
function is enhanced by the use of onboard control circuitry 
including Busy, Interrupt, Output Enable and Chip Enable. In 
the case where address ‘’R” and address “’L” are identical, 
BUSY goes low. This allows the processor to stop with the 
address intact. The interrupt function (iNT) acts like a writable 
flag. When the flag's location is written to from one side, the 


Pin Configuration 


oO On DOD TO FPF WD = 


Sk 8 8BBS 


e Easy Microprocessor Interface 
® Transparent Power Down 

® Output Enable Function (OE) 

© Total Left and Right Separation 


other side’s INT pin goes low. This pin stays low until the 
interrupted side reads the flag location. 


The SY21D1 offers a chip select access that is faster than its 
address access. In a typical application, the address access 
begins as soon as the address is valid. At this time, the high 
order addresses are decoded and the desired memory is then 
selected. With the faster chip select access, this decode time 
will not add to the overall access time thus significantly 
improving system performance. 


The SY21D1 is packaged in a 48-pin DIP for the highest 
possible density. This device is fully TTL compatible and has a 
single +5V power supply. 


Block Diagram 


\ : 
fa | 
. a 
COLUMN = COL 
VO -Y4SEL 
a= 1/0 7p 


(BUSY) 
ASR 


1/0 OR 


AOR 


CONTENSION 
INTERRUPT 
LOGIC 
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SY2316B 


2048 x 8 Static 
Read Only Memory 


Features 


Access Time 200/300/450 ns (max) 
2048 x 8 Bit Organization 

Single +5 Volt Supply 

Totally Static Operation 

JEDEC Approved Pinout 


Description 


The SY2316B high performance Read Only Memories are 
organized 2048 words by 8 bits with access times from 200 to 
450 ns. The ROMs are designed to be compatible with all 
microprocessor and similar applications where high perfor- 
mance, large bit storage and simple interfacing are important 
design considerations. This device offers TTL input and output 
levels with a minimum of 0.4 Volt noise immunity in conjunc- 
tion with a +5 Volt power supply. 


Pin Configuration 


_ 
e 


omo nvr ono B® W DN 
ROW DECODER (1 OF 128) 


—=_- > od 
Ny - ©& 


Completely TTL Compatible 

Three-State Outputs for Wire-OR Expansion 
Three Programmable Chip Selects 

Pin Compatible with 2716 EPROM 
Replacement for Two 2708s 


The SY2316B operates totally asynchronously. No clock input 
is required. The three programmable Chip Select inputs allow 
eight 16K ROMs to be OR-tied without external decoding. The 
device offers three-state output buffers for memory 
expansion. 


Designed to replace the 2716 EPROM, the SY2316B can 
eliminate the need to redesign printed circuit boards for 
volume mask programmed ROMs after prototyping with 
EPROMs. 


Block Diagram 


Vcc 


| 


16,384 BIT 
ROM 
CELL ARRAY 


OUTPUT BUFFERS 


CHIP SELECT 
COLUMN DECODER (1 OF 16) DECODER 


Az Ag Ag A10 CS;* CS2* CS3* 


*CHIP SELECTS (CS) ARE PROGRAMMABLE LOW ACTIVE, HIGH ACTIVE, OR DON'T CARE. 
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Sune SY2316B 


Absolute Maximum Ratings* Comment* | 

| . . Stresses above those listed under ‘‘Absolute Maxi- 
Temperature Under Bias -10°C to 80°C mum Ratings’ may cause permanent damage to the 
Storage Temperature -65°C to 150°C 


device. These are stress ratings only. Functional 
Voltage on Any Pin with operation of this device at these or any other condi- 

Respect to Ground -0.5V to +7V tions above those indicated in the operational sec- 
Power Dissipation 1.0W tions of this specification is not implied and exposure 
to absolute maximum rating conditions for extended 
periods may affect device reliability. 


D.C. Characteristics 
Ta =0°C to +70°C, Vec = 5.0V +5% (unless otherwise specified) 


Test Conditions 


VOH Output HIGH Voltage Vcc = 4.75V, loH = —200 HA 
VoL Output LOW Voltage Vec = 4.75V, lo. = 2.1 mA 
VIH Input HIGH Voltage 
ViL Input LOW Voltage See Note 1 
Iu Input Load Current Vcc = 5.25V, OV < Vin S$ 5.25V 
ILo Output Leakage Current Chip Deselected . 
Vout = +0.4V to Vcc 
ice Power Supply Current — Output Unloaded 


Vcc = 5.25V, Vin = Vcc 


A.C. Characteristics 
ig=OPC to +70°C, Vec = 5.0V +5% (unless otherwise specified) (Note 3) 


Pe cscs —— 
Address Access Time 200 300 450 | Output Load: 1 TTL load 
Chip Select Delay 100 130 150 | and 100 pF . 

Chip Deselect Delay 100 100 150 | Input transition time: 20 ns 
Previous Data Valid After Timing reference levels: 
Address Change Delay Input: 1.5V 

. Output: 0.8V and 2.0V 


Capacitance 
ta = 25°C, f = 1.0MHz, See Note 2 


[Parameter [Min [Max | Units 
Input Capacitance a pF 
Output Capacitance 10 pF 


1. Input levels that swing more negative than —O.5V will be clamped and may cause damage to the device. 
2. This parameter is periodically sampled and is not 100% tested. 


3. A minimum 0.5 ns time delay is required after application of Vcc (+5V) before proper device operation is achieved. 


Timing Diagram 


2316B 


tacc 
tco 
tor 


Test Conditions 


All pins except pin under 
test tied to AC ground 


cor SS Oe 
INPUT ‘ 
ae CY X x , xXx XSLRRKKNY 


CHIP KKK KKP OO LOO OVI 
Se PEED 
LX KALLA SSS RX 
DATA RW SY) eaustite x 
ins ar Sy COS 


ya 


pynertck, SY2316B 


Typical Characteristics 


ACCESS TIME vs. CAPACITIVE LOAD ACCESS TIME vs. SUPPLY VOLTAGE 


a) Q 
Ng N & 
a | | 
= 8 sg 
es x Ft 
2 2 
Vec = 4.50V 
Ta =25°C ° 
1 TTL LOAD 1 TTL LOAD 
Cy = 100pF 
0 100 200 300 400 500 600 700 35 40 45 50 55 60 65 7.0 
Ci — pF Vcc — VOLTS 
SUPPLY CURRENT vs. AMBIENT TEMPERATURE SUPPLY CURRENT vs. SUPPLY VOLTAGE 
al 
‘ne 
ee 
#0 : 
| an ] 
on ° 
‘ae 
20 
Ta = 25°C 
0° 10° 20° 30° 40° 50° 60° 70° ‘35 40 45°50 55 60 65 70 
Ta — AMBIENT TEMPERATURE —°C Vec — VOLTS 
Programming Instructions Package Availability 24 Pin Cerdip 
’ - 24 Pin Plasti 
All Synertek Read Only Memories (ROM) utilize computer . 
aided techniques to manufacture and test custom bit 
patterns. The customer's bit pattern and address information Ordering Information 
can be supplied to Synertek in a number of different ways. 
Synertek can process customer inputs in EPROM, ROM, Access | Operating 
PROM, paper tape, and computer punched cards. Contact Order Time Current Package 
your Synertek sales representative for complete details on Number (Max) (Max) Type 
each of the various data input formats. SYD2316B Cerdip 
Programming instructions are listed at the end of the Memory SYP2316B Plastic 


Section. SYD2316B-2 Cerdip 
SYP2316B-2 Plastic 
SYD2316B-3 Cerdip 
SYP2316B-3 Plastic 


dad bo) 


SY2332/SY2333 


4096 x 8 Static 
Read Only Memory 


Features 


SY2332 is 2532 EPROM Pin Compatible 
4096 x 8 Bit Organization 

Single +5 Volt Supply (+10%) 

Access Time 200/300/450 ns (max.) 
Totally Static Operation 

Completely TTL Compatible 


Description 


The SY2332 and SY2333 high performance read only memo- 
ries are organized 4096 words by 8 bits with access times 
from 200 ns to 450 ns. They are designed to be compatible 
with all microprocessor and similar applications where high 
performance, large bit storage and simple interfacing are 
important design considerations. These devices offer TTL 
input and output levels with a minimum of 0.4 Volt noise 
immunity in conjunction with a +5 Volt power supply. 


Pin Configurations 


SY2333 


SY 2332 


1@ 1@ 


oO ON DO TO & W PD 
oO On DOD ON & W ND 
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SY2333 is 2732 EPROM Pin Compatible 
Three-State Outputs for Wire-OR Expansion 
Two Programmable Chip Selects 

EPROMS Accepted as Program Data Inputs 
JEDEC Approved Pinouts 


The SY2332 and SY2333 operate totally asynchronously. No 
clock input is required. The two programmable Chip Select 
inputs allow four 32K ROMs to be OR-tied without external 
decoding. Both devices offer three-state output buffers for 
memory expansion. 

Designed to replace 32K EPROMs, the SY2332 and 
SY2333 can eliminate the need to redesign printed 
circuit boards for volume mask programmed ROMs after 
prototyping with EPROMs. 


Block Diagram 


Vcc 


| 


32,768 BIT 
ROM 
CELL ARRAY 


ROW DECODER (1 of 128) 
OUTPUT BUFFERS 


CHIP SELECT 
DECODER 


CS}* CS2* 


*CHIP SELECTS (CS) ARE PROGRAMMABLE LOW ACTIVE, HIGH ACTIVE OR 
DON'T CARE. 


Synertek, SY2332/SY2333 


Absolute Maximum Ratings* Comment* 

Temperature Under Bias -10°C to 80°C Stresses above those listed under ‘‘Absolute Maximum 

Storage Temperature -65°C to 150°C Ratings’’ may cause permanent damage to the device. 

Voltage on Any Pin with These are stress ratings only. Functional operation of 
Respect to Ground -3.5V to +7V this device at these or any other conditions above 

Power Dissipation 1.0W those indicated on the operational sections of this 


specification is not implied and exposure to absolute 
maximum rating conditions for extended periods may 
affect device reliability. 


D.C. Characteristics 
Ta = 0°C to +70°C, Vcc = 5.0V +10% (unless otherwise specified) 


Test Conditions 
Vcc = 4.5V, IOH = -400”UA 


Output HIGH Voltage 


2.4 


VOL Output LOW Voltage Vcc = 4.5V, lol = 2.1 mA aA 
VIH Input HIGH Voltage 2.0 = 
VIL Input LOW Voltage -3.0 = 
oy Input Load Current Vcc = 5.5V, OV < Vin S5.5V = 
ILO Output Leakage Current Chip Deselected 

VouT = +0.4 V to Vcc 
Ice Power Supply Current Output Unloaded, Chip Enabled 


Vcc = 5.5V, VIN = Vcc 


A.C. Characteristics 
Ta =0°C to +70°C, Vcc = 5.0V +10% (unless otherwise specified) (Note 1) 


SY2332-2 SY2332-3 SY2332 
SY2333 
ta = 25°C, f = 1.0 MHz (Note 2) 


SY2333-2 SY2333-3 
200 300 450 
100 100 
100 100 


Input Capacitance 7 pF 
Output Capacitance 10 


Parameter 


tacc Address Access Time 
tco Chip Select Delay 

tor Chip Deselect Delay 

ton Previous Data Valid After 


Address Change Delay 


Capacitance 


Test Conditions 


C| All pins except pin under 


test tied to AC ground 


1. Aminimum 0.5 mstime delay is required after application of Vcc (+5V) before proper device operation is achieved. 
2. This parameter is periodically sampled and is not 100% tested. 


Timing Diagram 


ADDRESS 
INPUTS 


CHIP 
SELECT 
INPUTS 
[XM 
CK KR KKK OOODG 
DATA o6%% eae 
OUTPUTS CO532% Y HIGH IMPEDANCE 


SSSR RK KRIS 


Synertek. 


Typical Characteristics 


NORMALIZED ACCESS TIME vs. CAPACITIVE LOAD 


NORMALIZED tacc 


100 200 300 400 500 600 700 


Ci - pF 


NORMALIZED SUPPLY CURRENT vs. AMBIENT TEMPERATURE 


NORMALIZED Icc 


30 40 50 60 70 


Ta — AMBIENT TEMPERATURE -— °C 


AC. Testing Input, Output Waveform 


2.0V 
TEST POINTS 
0.8V 


OUTPUT 


AC TESTING: INPUTS ARE DRIVEN AT 2.4V FOR A LOGIC “1” 
AND 0.4V FOR A LOGIC “0”. TIMING MEASUREMENTS ARE 
MADE AT 2.0V FOR A LOGIC “1” AND 0.8V FOR A LOGIC “0”. 
INPUT PULSE RISE AND FALL TIMES ARE 5ns. 


Programming Instructions 


All Synertek Read Only Memories (ROM) utilize computer 
aided techniques to manufacture and test custom bit 
patterns. The customer's bit pattern and address information 
can be supplied to Synertek in a number of different ways. 
Synertek can process customer inputs in EPROM, ROM, 
PROM, paper tape, and computer punched cards. Contact 
your Synertek sales representative for complete details on 
each of the various data input formats. 


Programming instructions are listed at the end of the Memory 


Secton. 


Package Availability 24 Pin Plastic 


24 Pin Cerdip 


SY2332/SY2333 


NORMALIZED ACCESS TIME vs. SUPPLY VOLTAGE 


NORMALIZED tacc 


Vcc - VOLTS 


NORMALIZED SUPPLY CURRENT vs. SUPPLY VOLTAGE 


NORMALIZED lIcc 


Seep 
ESRB e Cc: 
Ltt | | tt | 
3.5 40 45 5.0 5.5 6.0 65 7.0 
Vcc - VOLTS 


A.C. Testing Load Circuit 


DEVICE 
UNDER 
TEST 


C_ INCLUDES SCOPE AND JIG CAPACITANCE 


Ordering Information 


SYD2332 
SYPZ332 
SYD2332-2 
SYP2332-2 
SYD2332-3 
SYP2332-3 
SYD2333 
SYP2333 
SYD2333-2 
SYP2333-2 
SYD2333-3 
SYP2333-3 


Order Access | Operating Package 
Number Time Current Type 


Cerdip 
Plastic 
Cerdip 
Plastic 
Cerdip 
Plastic 
Cerdip 
Plastic 
Cerdip 
Plastic 
Cerdip 
Plastic 


A custom number will be assigned by Synertek. 
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SY2364/SY2364A 


8192 x 8 Static 
Read Only Memory 


Features 


@ 8192 x 8 Bit Organization 

@ Single +5 Volt Supply 

e Access Time — 200/300/450 ns (max) 
@ Totally Static Operation 

@ Completely TTL Compatible 

@ 24 Pin JEDEC Approved Pinout 


Description 


The SY2364 and SY2364A high performance Read Only 
Memories are organized 8192 words by 8 bits with access 
times from 200 ns to 450 ns. The ROMs are designed to be 
compatible with all microprocessor and similar applications 
where high performance, large bit storage and simple 
interfacing are important design considerations. Both 
ROMs conform to the JEDEC approved pinout for 24 pin 
64K ROMs. 

The SY2364 offers the simplest operation (no power 
down.) Its programmable chip select allows two 64K ROMs 
to be OR-tied without external decoding. 


Pin Configurations 


SY2364A 


onan OO eR WD DY = 
oO N OW Rh WD = 
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@ SY2364A — Automatic Power Down (CE) 
e SY2364 — Non Power Down Version 

— Programmable Chip Select (CS) 
e Three State Outputs for Wire-OR Expansion 
@ EPROMs Accepted as Program Data Input 
@ 2564 EPROM Compatible 


The SY2364A offers an automatic power down feature. 
Power down is controlled by the Chip Enable (CE) input. 
When CE goes high, the device will automatically power 
down and remain in a low power standby mode as long as 
CE remains high. This unique feature provides system level 
power savings as much as 90%. 

Both the SY2364 and SY2364A are pin compatible with 
the 2564 EPROM thus eliminating the need to redesign 
printed circuit boards for volume mask programmed ROMs 
after prototyping with EPROMs. 


Block Diagram 


69.536 BIT 
ROM ARRAY 
(256 x 256) 


COLUMN SELECT 
CIRCUITRY 
(8 OF 256) 


— |] POWER 
CE DOWN 
CIRCUITRY 


OUTPUT ENABLE 


*CHIP SELECT (CS) IS PROGRAMMABLE LOW ACTIVE, HIGH ACTIVE 
OR DON'T CARE. 


Synertek. SY2364/SY2364A 


Absolute Maximum Ratings* Comment* 
Stresses above those listed under “Absolute Maximum 


Temperature Under Bias -10°C to 80°C ap 
é - Ratings’’ may cause permanent damage to the device. These 
Storage Temperature -65°C to 150°C aw .\ 
oa are stress ratings only. Functional operation of this device at 
Voltage on Any Pin with ee ae 
these or any other conditions above those indicated on the 
Respect to Ground -0.5V to+7V ; hice % waa 
pote ah operational sections of this specification is not implied and 
Power Dissipation 1.0W 


exposure to absolute maximum rating conditions for 
extended periods may affect device reliability. 


D.C. Characteristics 
Ta = 0°C to +70°C, Voc = +5V + 10% 


Symbol | Parameter —~—~—~S~*~drCSiins =| | Max. [ Unit | Conditions 
Vou | Sutpur HIGH fevel fff Nog | __ iv lon = -1.0 mA 


Capacitance 
Ta = 25°C, f= 1.0 MHz Note: This parameter is periodically sampled and is not 100% tested. 


A.C. Characteristics 
Ta = 0°C to +70°C, Vec = +5V + 10% (Note 7) 


2364-2 2364-3 2364 
Symbol | Parameter 2364A-2 2364A-3 2364A Conditions 


faa He cc time te ee ae 


tou Output Hold After Address 10 
Change 


uz | Ouput Low Z dey | 10 | | 10 | | 10 |_| ns _| Note 
iso | Power Down Time [| 86 | | 100 | | 180 | ne _| Not 


Notes: 

. Measured with device selected and outputs unloaded. 

. Applies to “A” versions only and measured with CE = 2.0V. 

For a duration not to exceed one second. 

. Applies to “A” versions (power down) only. __ 

. Output low impedance delay (tz) is measured from CE going low or CS going active. 

. Output high impedance delay (tyz) is measured from CE going high or CS going inactive. 

. Aminimum 0.5 ms time delay is required after application of Vcc (+5V) before proper device operation is achieved. 
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Synertek. 


Timing Diagrams 
Propagation Delay from Address (CE LOW or CS = Active) 


ADDRESS 
INPUTS 


DATA 


OUT PREVIOUS DATA 


VALID ADDRESS 


SY2364/SY2364A 


<——_—tou 


VALID DATA 


Propagation Delay from Chip Enable, Chip Select (Address Valid) 


4] 
tack: 


= XK 


DATA 
OUT 
ae ere es 
icc =——— Peewee 
Vcc CURRENT 50% 
tsp 


+ ——— tpu 


A.C. Testing Input, Output Waveform 


2.0V 
TEST POINTS 
0.8V 


INPUT OUTPUT 


AC TESTING: INPUTS ARE DRIVEN AT 2.4V FOR A LOGIC “1” 
AND 0.4V FOR A LOGIC “0”. TIMING MEASUREMENTS ARE 
MADE AT 2.0V FOR A LOGIC “1” AND 0.8V FOR A LOGIC “0”. 
INPUT PULSE RISE AND FALL TIMES ARE 5 ns. 


Programming Instructions 


All Synertek Read Only Memories (ROM) utilize computer 
asided techniques to manufacture and test custom bit 
patterns. The customer’s bit pattern and address information 
can be supplied to Synertek in a number of different ways. 
Synertek can process customer inputs in EPROM, ROM, 
PROM, paper tape, and computer punched cards. Contact 
your Synertek sales representative for complete details on 
each of the various-data input formats. 


Programming instructions are listed at the end of the Memory 
Section. 
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{6} 


tHz 


ee nD 1.0.0,0.00.0 


Beas 


ma 
Eons 


ted 


A.C. Testing Load Circuit 


100pf (INCLUDING SCOPE AND JIG) 


Figure 1. 


Package Availability 24 Pin Cerdip 
24 Pin Plastic DIP 


Ordering Information 


Order Access Operating Standby Package 
Number Time Current Current Type 
mA A, 


SYD2364 N.A.* Cerdip 

SYP2364 100 mA N.A. Plastic 
SYD2364-3 100 mA N.A. Cerdip 
SYP2364-3 100 mA N.A. Plastic 
SYD2364-2 100 mA N.A. Cerdip 
SYP2364-2 100 mA N.A Plastic 
SYD2364A 100 mA Cerdip 
SYP2364A 100 mA Plastic 
SYD2364A-3 100 mA Cerdip 
SYP2364A-3 100 mA Plastic 
SYD2364A-2 100 mA Cerdip 


SYP2364A-2 mA Plastic 


*Not Applicable. 


(Je) 
wer 
road 
& 
= 
we 
= 


SY2365/SY2365A 


8192 x 8 Static 
Read Only Memory 


Synertek. 


Features 


2764 EPROM Pin Compatible 

8192 x 8 Bit Organization 

Single +5 Volt Supply 

Access Time — 200/300/450 ns (max) 
Totally Static Operation 

Completely TTL Compatible 

28 Pin JEDEC Approved Pinout 


Description 


The SY2365 and SY2365A high performance Read Only 
Memories are organized 8192 words by 8 bits with access 
times from 200 ns to 450 ns. The ROMs are designed to be 
compatible with all microprocessor and similar applications 
where high performance, large bit storage and simple inter- 
facing are important design considerations. Both ROMs 
conform to the JEDEC approved pinout for 28 pin 64K ROMs. 


The SY2365 offers the simplest operation (no power 
down.) Its four programmable chip selects allow up to sixteen 
64K ROMs to be OR-tied without external decoding. 


The SY 2365A offers an automatic power down feature. 
Power down is controlled by the Chip Enable (CE) input. 
When CE goes high, the device will automatically power 
down and remain in a low power standby mode as long as CE 
remains high. This unique feature provides system level 
power savings as much as 90%. An additional feature of the 
SY 2365A is the Output Enable (OE) function. This 


Pin Configurations 


SY2365 SY2365A 


—_ 
® 
—_ 
® 


2 
3 
4 
5 
6 
7 
8 
9 
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e SY2365A — Automatic Power Down (CE) 
— Output Enable Function (OE) 
— Two Programmable Chip Selects (CS) 
e@ SY 2365 — Non Power Down Version 
— Four Programmable Chip Selects (CS) 
e Three State Outputs for Wire-OR Expansion 
e EPROMs Accepted as Program Data Input 


eliminates bus contention in multiple bus microprocessor 
systems. The two programmable Chip Selects (CS) allow up to 
four 64K ROMs to be OR-tied without external decoding. 


Both the SY 2365 and SY 2365A are pin compatible with 
the 2764 EPROM thus eliminating the need to redesign 
printed circuit boards for volume mask programmed ROMs 
after prototyping with EPROMs. 


Block Diagram 


ae 


65,936 BIT 
ROM ARRAY 
(256 x 256) 


Aiz 

A f ; 
‘ . COLUM 

Ay = 


0, 
0, 
03 
0, 
05 
05 
0; 
Og 


VIVIVIYV 


ral 
= 
Q . 
P<] “oO 
aso 
c== 
y=B 
=< 
at fie Fae Pe FS 


VIVIVIV 


POWER DOWN 
OUTPUT ENABLE 


*CHIP SELECTS :CS: ARE PROGRAMMABLE LOW ACTIVE, HIGH ACTIVE OR 
DON'T CARE. 
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Synertek. SY2365/SY2365A 


Absolute Maximum Ratings* Comment* 

Temperature Under Bias -10°C to 80°C Stresses above those listed under “Absolute Maximum 

Storage Temperature -65°C to 150°C Ratings” may cause permanent damage to the device. These 

Voltage on Any Pin with are stress ratings only. Functional operation of this device at 
Respect to Ground -0:5V to +7V these or any other conditions above those indicated on the 

Power Dissipation 1.0W operational sections of this specification is not implied and 


exposure to absolute maximum rating conditions for 
extended periods may affect device reliability. 


D.C. Characteristics 
Ta = 0°C to +70°C, Vec = +5V + 10% 


Symbol_| Parameter | Min._- | Typ. | Max. | Units | Conditions 

Von | OutputHiGHLevel =| 2-4 | | Vce =| Sto =-1.0 mA 

Vo. | _Outpurowtevel = | | | Tt = 3.2 mA 2 
lu | InputleakageCurrent =| | | 10S] | Vin = OV t0Vece 

ILo | OutputLeakageCurrent =| | | 10 |_| Vou =0V to Voc 

los Output Short Circuit Current a ee ee ee Note 3 


Capacitance 


Ta = 25°C, f= 1.0 MHz Note: This parameter is periodically sampled and is not 100% tested. 


A.C. Characteristics 
Ta = 0°C to +70°C, Voc = +5V + 10% (Note 7) 


2365- 2365-3 
Symbol | Parameter 2365A-2 2365A-3 Condition 
tee _| Gyole Time 200 | | sof | 450 | | as 
ta | Address Accesstime |_| 200 | | 900 | | 450 | ns 
tou Output Hold After Address 10 
Change 
tace | ChipEnableAccesstime | | 200 | | 300 | | 450 | ns | Noted 
aoe | Output Enable Access Time | | 85 | | 100 | | 150 | _ns_| Noted 
uz | OupuLowzDelay | 10 | | 10 | | 10 | | _ns_| Notes 
teu __| Power Up Time roy yo} | o| | ns | Notes 
too | PowerDownTime | | 85 | | 100 | 150 | ns | Noted 
Notes: 
1. Measured with device selected and outputs unloaded. 
2. Applies to ‘A’ versions only and measured with CE = 2.0V. 
3. For a duration not to exceed one second. 
4. Applies to ‘A’ versions (power down) only. __ __ 
5. Output low impedance delay (t, 7) is measured from CE and OE going low and CS going active, whichever occurs last. 
6. Output high impedance delay (tyz) is measured from either CE or OE going high or CS going inactive, whichever occurs first. 
7. Aminimum 0.5 ms time delay is required after application of Vcc (+5V) before proper device operation is achieved. 
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Synertek. SY2365/SY2365A 


Timing Diagrams 


Propagation Delay from Address (CE LOW, CS/CS = Active) 
ADDRESS VALID ADDRESS 
INPUTS 
ae PREVIOUS DATA VALID DATA 


Propagation Delay from Chip Enable, Chip Select (Address Valid) 


[4] 
tACE 


(6] 


tHz 


oo Se va KX KXXKKK 
a 3 
vor a et 


rl 


ie) 


Vcc CURRENT 50% 50% 


IsB 
tep ———_—_——_ 


teu 


A.C. Testing Input, Output Waveform A.C. Testing Load Circuit 


2.0V 
TEST POINTS 
0.8V 


INPUT OUTPUT 100pf (INCLUDING SCOPE AND JIG) 


AC TESTING: INPUTS ARE DRIVEN AT 2.4V FOR A LOGIC “1” 
AND 0.4V FOR A LOGIC “0”. TIMING MEASUREMENTS ARE 
MADE AT 2.0V FOR A LOGIC “1” AND 0.8V FOR A LOGIC “0”. 
INPUT PULSE RISE AND FALL TIMES ARE 5ns. 


Figure 1. 


Programming Instructions Package Availability 28 Pin Cerdip 


All Synertek Read Only Memories (ROM) utilize computer 28 Pin Ceramic DIP 


aided techniques to manufacture and test custom bit Ordering Information 
patterns. The customer's bit pattern and address information 


can be supplied to Synertek in a number of different ways. Standby 
Synertek can process customer inputs in EPROM, ROM, ember rie Current Current Type 


PROM, paper tape, and computer punched cards. Contact oe ai st 

‘ ; A. astic 
your Synertek sales representative for complete details on SVpsa05-3 w Gerdip 
each of the various data input formats. SYP2365-3 Plastic 
Programming instructions are listed at the end of the Memory SYD2365-2 Az Cerdip 


Section. SYP2365-2 A. Plastic 
SYD2365A Cerdip 

SYP2365A | Plastic 

SYD2365A-3 Cerdip 

SYP2365A-3 Plastic 

SYD2365A-2 '  Cerdip 

SYP2365A-2 Plastic 


*Not applicable. 
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SY23128/SY23128A 


16,384 x 8 Static 
Read Only Memory 


Synertek. 


PRELIMINARY 


Features 


SY23128A— Automatic Power Down (CE) 

— Output Enable Function (OE) 

— One Programmable Chip Select (CS) 
SY23128 — Non Power Down Version 

— Three Programmable Chip Selects (CS) 
Three State Outputs for Wire-OR Expansion 
EPROMS Accepted as Program Data Input 


¢ EPROM Pin Compatible 

e 16,384 x 8 Bit Organization 

e Single +5 Volt Supply | 

e Access Time — 200/300/450 ns (max) 
e Totally Static Operation 

¢ Completely TTL Compatible 

e 28 Pin JEDEC Approved Pinout 


wv 
hoa 
oc 
[om] 
= 
ew 
= 


Description 


The SY23128 and SY23128A high performance Read Only 
Memories are organized 16,384 words by 8 bits with 
access times from 200 ns-to 450 ns. The ROMs are 


eliminates bus contention in multiple bus microprocessor 
systems. The programmable chip select allows two 128K 
ROMs to be OR-tied without external decoding. 


designed to be compatible with all microprocessor and 
similar applications where high performance, large bit 
storage and simple interfacing are important design 
considerations. Both ROMs conform to the JEDEC approved 
pinout for 28 pin 128K ROMs. 


The SY23128 offers the simplest operation (no power 
down.) Its three programmable chip selects allow up to 
eight 128K ROMs to be OR-tied without external decoding. 


Both the SY23128 and SY23128A are pin compatible with 
EPROMs thus eliminating the need to redesign printed 
circuit boards for volume mask programmed ROMs after 
prototyping with EPROMs. | 


Block Diagram 


The SY23128A offers an automatic power down feature. 
Power down is controlled by the Chip Enable (CE) input. 
When CE goes high, the device will automatically power anata 
down and remain in a low power standby mode as long as {1 1! 512) mee 
CE remains high. This unique feature provides system level 
power savings as much as 90%. An additional feature of 
the SY23128A is the Output Enable (OE) function. This 


Pin Configurations 


coe aieee 


SY23128A clk CUITR 


SY23128 


—_ 
@ 


An 


= Il POWER 
CE DOWN 
CIRCUITRY 


oonon nn & W N 


POWER DOWN 
OUTPUT ENABLE 


*CHIP SELECTS (CS) ARE PROGRAMMABLE LOW ACTIVE, HIGH ACTIVE, OR 
DON'T CARE. 
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Synertek. 


_ Absolute Maximum Ratings" 


Temperature Under Bias 
Storage Temperature ..............08. 
Voltage on Any Pin with 


-10°C to 85°C 
-65°C to 150°C 


Respect to Ground ..............c0eeaee -3.5V to +7V 
Power Dissipation ........... cece eee c cece eee eeee 1.0W 
Electrostatic Discharge Rating (ESD)** 

Inputs to Ground ........... ccc cece ee ee eee +2000V 


D.C. Characteristics 
Ta = O°C to +70°C, Vec = +5V + 10% 


SY23128/SY23128A 


Comment* 


Stresses above those listed under ‘Absolute Maximum 
Ratings’’ may cause permanent damage to the device. These 
are stress ratings only. Functional operation of this device at 
these or any other conditions above those indicated on the 
operational sections of this specification is not implied and 
exposure to absolute maximum rating conditions for 
extended periods may affect device reliability. 


**Test Condition: MIL-STD-883B Method 3015.1 


Symbol_| Parameter | Min._ | Typ. _| Max. | Units | Conditions 
Von | OutputHiGHLevel = | 24 | | ce | ton 1.0 ma 
Vo. | Outputtowtevel =| | | | tn = 3.2 mA 
lLo | OutputleakageCurrent | | | 10 | A | Vou = 0V to Vec 
lec | Operating SupplyCurrent = | |_| 100 | mA (Note 1 
los Output Short Circuit Current PFE 90 ma Note 3 
Capacitance 
Ta = 25°C, f= 1.0 MHz Note: This parameter is periodically sampled and is not 100% tested. 
Symbol_| Parameter | Min. | Max. | _Unit_| Conditions 
A.C. Characteristics 


Ta = 0°C to +70°C, Vec = +5V + 10% (Note 7) 


reomne | ate | ates | ah | une 
Symbol | Parameter 23128A-2 23128A-3 23128A Condition 
| Min. | Max. | Min. | Max. | Min. | Max. | 
tevc 200 | | 300 |_| 50 | ns | 

ima | Address AccessTime |_| 200 | | 300] | 460 | ns 

toH Output Hold After Address 

[erange Mes TT ee 

tace_ | ChipEnableAccessTime | | 200 | | 300 | ——*| 450 | ns | Note4 

iacs | ChipSelect AccessTime [| a8 | | 100] | 160 | ns 

ie | PowerDowntime | | 100 | | 120] | 160 | ns | Wore 
Notes: 


. Measured with device selected and outputs unloaded. 

. Applies to “A” versions only and measured with CE = 2.0V. 
For a duration not to exceed one second with Voy; = OV. 

. Applies to “A” versions (power down) only. 


. Output low impedance delay (t, 7) is measured from CE and OE going low and CS going active, whichever occurs last. 
: Output high impedance delay (tyz) is measured from either CE or OE going high or CS going inactive, whichever occurs first. 
. Aminimum 0.5 ms time delay is required after application of Vcc (+5V) before proper device operation is achieved. 


NOORWN 
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mee SY¥23128/SY23128A 


Timing Diagrams — 
Propagation Delay from Address (CE = OE = LOW, CS/CS = Active) 


ADDRESS 
INPUTS VALID ADDRESS 


DATA 
OUT PREVIOUS DATA VALID VALID DATA 


Propagation Delay from Chip Enable, Chip Select (Address Valid) 
[4] 


t4c—E— 


[6] 


tHz 


VALID 


00000006 SC I AAI 
EEN | | 
ANNVARAARIAAARE. {TTL 


ie) 
we 
om 
fom] 
= 
we 
= 


1 


OUT @ERERET DATA VALID 
Isp aaa - 
A.C. Testing Input, Output Waveform A.C. Testing Load Circuit 


2.0V 
TEST POINTS 
0.8V 


INPUT OUTPUT 100pf (INCLUDING SCOPE AND JIG) 


AC TESTING: INPUTS ARE DRIVEN AT 2.4V FOR A LOGIC “1” 
AND 0.4V FOR A LOGIC “0”. TIMING MEASUREMENTS ARE 
MADE AT 2.0V FOR A LOGIC “1” AND 0.8V FOR A LOGIC “0”. 
INPUT PULSE RISE AND FALL TIMES ARE 5 ns. 


Figure 1. 


Programming Instructions Package Availability 28 Pin Cerdip Dual In-Line 


All Synertek Read Only Memories (ROM) utilize computer 28 Pin Plastic Dual In-Line 


asided techniques to manufacture and test custom bit 


patterns. The customer's bit pattern and address information Ordering Information 
can be supplied to Synertek in a number of different ways. oa ra Gaccen aaaers ace 

Z : rder ccess perating andby 
Synertek can process customer inputs in EPROM, ROM, Sirceui 
PROM, paper tape, and computer punched cards. Contact SYD23128 Cardip 
your Synertek sales representative for complete details on SYP23128 A. Plastic 


each of the various data input formats. SYD23128-3 m" Cerdip 
SYP23128-3 A, Plastic 
SYD23128-2 A. Cerdip 
SYP23128-2 A. Plastic 
SYD23128A Cerdip 
SYP23128A Plastic 
SYD23128A-3 Cerdip 
SYP23128A-3 Plastic 
SYD23128A-2 Cerdip 
SYP23128A-2 Plastic 


*Not applicable. 


Programming instructions are listed at the end of the Memory 
Section. 
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SY23256/SY23256A 


32,768 x 8 Static 
Read Only Memory 


Synertek. 


PRELIMINARY 


Features 


EPROM Pin Compatible 

32,768 x 8 Bit Organization 

Single +5 Volt Supply 

Access Time — 200/300/450 ns (max) 
Totally Static Operation 

Completely TTL Compatible 

28 Pin JEDEC Approved Pinout 


Description 


The SY23256 and SY23256A high performance Read Only 
Memories are organized 32,768 words by 8 bits with 
access times from 200 ns to 450 ns. The ROMs are 
designed to be compatible with all microprocessor and 
similar applications where high performance, large bit 
storage and simple interfacing are important design 
considerations. Both ROMs conform to the JEDEC approved 
pinout for 28 pin 256K ROMs. 


The SY23256 offers the simplest operation (no power 
down.) Its two programmable chip selects allow up to four 
256K ROMs to be OR-tied without external decoding. 


The SY23256A offers an automatic power down feature. 
Power down is controlled by the Chip Enable (CE) input. 
When CE goes high, the device will automatically power 
down and remain in a low power standby mode as long as 
CE remains high. This unique feature provides system level 
power savings as much as 90%. An additional feature of 


Pin Configurations 


SY23256 SY23256A 
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e SY23256A— Automatic Power Down (CE) 
— Output Enable Function (OE) 
e SY23256 — Non Power Down Version 
— Two Programmable Chip Selects (CS) 
e Three State Outputs for Wire-OR Expansion 
e EPROMs Accepted as Program Data Input 


the SY23256A is the Output Enable (OE) function. This 
eliminates bus contention in multiple bus microprocessor 
systems. 


Both the SY23256 and SY23256A are pin compatible with 
EPROMs thus eliminating the need to redesign printed 
circuit boards for volume mask programmed ROMs after 
prototyping with EPROMs. 


Block Diagram 


262.144 BIT 
ROM ARRAY 
(512 x 512) 


COLUMN 
DECODER 
DRIVER 
(1 OF 64) 


— (4) POWER 
CE DOWN 
CIRCUITRY 


COLUMN SELECT 
CIRCUITRY 
(8 OF 512) 


POWER DOWN 
OUTPUT ENABLE 


*CHIP SELECTS (CS) ARE PROGRAMMABLE LOW ACTIVE, HIGH ACTIVE, 
OR DON'T CARE. 


Synertek, SY23256/SY23256A 


Absolute Maximum Ratings* Comment* 

Temperature Under Bias _ ................ -10°C to 85°C Stresses above those listed under ‘Absolute Maximum 

Storage Temperature .............200- -65°C to 150°C Ratings” may cause permanent damage to the device. These 

Voltage on Any Pin with are stress ratings only. Functional operation of this device at 
Respect to Ground .........+..sseeeeees -3.5V to+7V these or any other conditions above those indicated on the 

Power Dissipation ...... PPSCSPTe Ce SEGA TER ONES 1.0W _ operational sections of this specification is not implied and 

Electrostatic Discharge Rating (ESD)** axnosiite 16. absolut é; aiti f 
INDUTS TO GIOUNG: sivsterecensvacvaveecesens +2000V d te ey en. Senseo eee 


extended periods may affect device reliability. 


— **Test Condition: MIL-STD-883B Method30151.i(‘:™*# 
D.C. Characteristics 


Ta = 0°C to +70°C, Vec = +5V + 10% 


Symbol_| Parameter =| Min. _| Typ. | Max. | Units | Conditions 

Von | OutputHiGHLevel | 24 | | Vee =| ton = -1.0.mA 

Vo.__| OutpurLowlevel ss | S| | | bn = 3.2 mA 2 
Vit | inputtowtevel == | 30 | | | cm 
los Output Short Circuit Current ——— + Note 3 


Capacitance 
T, = 25°C, f= 1.0 MHz 


A.C. Characteristics 
Ta = 0°C to +70°C, Vec = +5V + 10% (Note 7) 


es 
Symbol | Parameter 23256A-2 23256A-3 Condition 
(Min. | Max. | Min. | Max. | Min. | Max. | 
tere | Cycletime | 200 | ~—s | 300 | | 450 | ns 

taa___| AddressAccessTime | _—s|_200 | | 300 |__| 450 | ns_ 

~ le 

Change 

ico | PowerDowntime—+(| | 100 | | 120 | | 160 [ ns | Noted 

Notes: 


. Measured with device selected and outputs unloaded. 

_ Applies to ‘‘A” versions only and measured with CE = 2.0V. 

For a duration not to exceed one second with Voy = OV. 

. Applies to “A” versions (power down) only. __ —_ 

_ Output low impedance delay (t, 7) is measured ftom CE and OE going low and CS going active, whichever occurs last. 

_ Output high impedance delay (tyz) is measured from either CE or OE going high or CS going inactive, whichever occurs first. 


_ Aminimum 0.5 ms time delay is required after application of Vcc (+5V) before proper device operation is achieved. 


NON RWNH = 
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Synertek SY23256/SY23256A 


Timing Diagrams 
Propagation Delay from Address (CE = OE = LOW, CS/CS = Active) 


ADDRESS VALID ADDRESS 
INPUTS 
peta PREVIOUS DATA VALID VALID DATA 


Propagation Delay from Chip Enable, Chip Select (Address Valid) 


[4] 
t—< i____-_ ta cll” 


6 
tuo”! 


ae 1 = KOO 
: = ee 


[5] 


a  socnmne H—#t | 
<——_____—-tLz 

or — sees a 
ss a 

lcc = = — — =< 

Vec CURRENT 50% 50% 
Isp 
= Pu tep ———_———_» 
A.C. Testing Input, Output Waveform A.C. Testing Load Circuit 


2.0V 
TEST POINTS 
0.8V 


INPUT OUTPUT 100pf (INCLUDING SCOPE AND JIG) 


AC TESTING: INPUTS ARE DRIVEN AT 2.4V FOR ALOGIC “1” 
AND 0.4V FOR A LOGIC “0”. TIMING MEASUREMENTS ARE 
MADE AT 2.0V FOR A LOGIC “1” AND 0.8V FOR A LOGIC “0”. 


INPUT PULSE RISE AND FALL TIMES ARE 5 ns. . 
Figure 1. 


Programming Instructions Package Availability 28 Pin Cerdip Dual In-Line 


All Synertek Read Only Memories (ROM) utilize computer 28 Pin Plastic Dual In-Line 


aided techniques to manufacture and test custom bit 
patterns. The customer's bit pattern and address information 
can be supplied to Synertek in a number of different ways. 
Synertek can process customer inputs in EPROM, ROM, 
PROM, paper tape, and computer punched cards. Contact 


Ordering Information 


Order Access Operating Standby Package 
Number Time Current Current Type 


SYD23256 Cerdip 


your Synertek sales representative for complete details on avE23 256 Plastic 
each of the various data input formats. eueeenG-s Condi 
SYP23256-3 Plastic 
Programming instructions are listed at the end of the Memory SYD23256-2 Cerdip 
Section. SYP23256-2 Plastic 
SYD23256A Cerdip 
SYP23256A Plastic 
SYD23256A-3| 300 ns Cerdip 
SYP23256A-3 | 300 ns Plastic 
SYD23256A-2| 200ns Cerdip 


SYP23256A-2 | 200 ns Plastic 


*Not applicable. 
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SY3308 


1024 x 8 High Speed 
Read Only Memory 


Features 


Access Time — 70 ns (max) 

Single +5 Volt Supply 

Contact Programming 

Four Week Prototype Turnaround 
Completely TTL Compatible. 
Totally Static Operation 


Description 


The Synertek SY3308 is a high speed 8192-bit static 
mask programmable Read Only Memory organized 
1024 words by 8 bits. Designed to be compatible 
with industry standard 8K bipolar PROMs, it elimi- 
nates the need to redesign printed circuit boards for 
volume production after prototyping with PROM’s. 
The device offers full TTL compatibility on all inputs 
and outputs and operates on a single +5V power 
supply. The three-state output buffers facilitate sys- 
tem expansion by allowing outputs to be wire-ORed 
~ together. These features, combined with a maximum 
access time of 70 nsec, make the SY3308 suitable for 
application where high performance, large bit storage 


Pin Configuration 
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@ 
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*CHIP SELECT (CS) ARE PROGRAMMABLE LOW ACTIVE, HIGH ACTIVE OR 


Pin Compatible with 8K Bipolar PROMs — 
Replaces 7681 or 828181 

Three-State Outputs for Wire-OR Expansion 
Four Programmable Chip Selects | 
8K Bipolar PROMs Accepted as Program 
Data Inputs 


and simple interface are important design consid- 
erations. | 


The SY3308 utilizes fully static circuitry and operates 
asynchronously so no clocks are required. The four 
chip select buffers are mask programmable to be any 
combination of high active, low active or don’t care 
that is desired. This allows up to sixteen ROM’s to be 
OR-tied without external decoding. 


The SY3308 jis fabricated using Synertek’s scaled, 
high performance N-channel MOS technology, This, 
combined with innovative design techniques, pro- 
vides the high performance and ease-of-use features 
associated with non-clocked static memories. 


Block Diagram 


Vcc 


| 


8192 BIT 
ROM 
CELL ARRAY 


OUTPUT BUFFERS 


ro) 
N 
-— 
rs) 
Ps 
Ww 
(a) 
1] 
Oo 
w 
Q 
= 
(e) 
oc 


E 
COLUMN DECODER (1 of 8) a el 


O O O O O O 
Ao Ai A2 CS 7* CS2* CS3*CS4* 


DON’T CARE. 
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MEMORIES 


Synertek. 


Absolute Maximum Ratings* 


-10°C to 80°C 
-65°C to 150°C 


Temperature Under Bias 
Storage Temperature 
Voltage on Any Pin with 
Respect to Ground -3.5V to +7V 
Power Dissipation 1.O0W 


SY3308 


Comment* 


Stresses above those listed under ‘Absolute Maxi- 
mum Ratings’’ may cause permanent damage to the 
device. These are stress ratings only. Functional 
Operation of this device at these or any other condi- 
tions above those indicated in the operational sec- 
tions of this specification is not implied and exposure 
to absolute maximum rating conditions for extended 
periods may affect device reliability. 


D.C. Characteristics 
Ta = 0°C to +70°C, Vcc = 5.0V + 10% (unless otherwise specified) (Note 1) 


Parameter 


VOH Output HIGH Voltage 
VoL Output LOW Voltage 

VIH Input HIGH Voltage 

Vit Input LOW Voltage 

Iu Input Load Current 

los Output Leakage Current 

Isc Output Short Circuit Current 
Icc Power Supply Current 


A.C. Characteristics 


Test Conditions 


Vec = 4.5V, low = -2.4mA 
Vec = 4.5V, loL = 10mA 


Vec =5.5V,0V< Vin < Vec 
Chip Deselected, Vout = OV to Vec 
Note 2 

Output Unloaded 

Vec = 5.5V, Vin = Vee 


Ta = 0°C to +75°C, Voc = 5.0V + 10% (unless otherwise specified) (Notes 1, 3) 


Address Access Time 


tacc 


tco Chip Select Delay 
tor Chip Deselect Delay 
tOoH Previous Data Valid After 


Address Change Delay 


Capacitance 
ta = 25°C, f = 1.0MHz (Note 4) 


Symbol 


Input Capacitance 
Output Capacitance 


NOTES: 


Test Conditions 


See A.C. Test Conditions 


Test Conditions 


1. The operating ambient temperature range is guaranteed with transverse air flow exceeding 400 linear feet per minute. 


2. Duration not to exceed one second with Voy = OV. 


3. A minimum 0.5 ns time delay is required after application of Vcc (+5V) before proper device operation is achieved. 
4. This parameter is periodically sampled and is not 100% tested. 


Synertek, $SY3308_ 


Timing Diagram 


neuts Reeeeeeeenhtinoeenes 
OO a SO RK KKKKKKKOO 


CHIP se saree K KOS KKK KX 
SELECT XX 262 DISABLED KERR Lane 2 saa e8 0 
tin BERS See COI 
DATA | 


‘a! a a a. 


ROR . 

£D rere 

OUTPUTS HIGH IMPEDANCE | BRACE SOM vat “i 
Cie ee 


(See following page for notes.) 


A.C. Testing Input, Output Waveform A.C. Testing Load Circuit 


1.5V~*— TEST POINTS 


INPUT OUTPUT 30pF (INCLUDING SCOPE AND JIG) 


A.C. TESTING: INPUTS ARE DRIVEN AT 3.0V FOR A LOGIC 
“1” AND 0.0V FOR A LOGIC “0’. TIMING MEASUREMENTS 
ARE MADE AT 2.0V FOR A LOGIC “1” AND 0.8V FOR A LOGIC 
“0” AT THE OUTPUTS. THE INPUTS ARE MEASURED AT 1.5V. 
INPUT RISE AND FALL TIMES ARE 5 ns. 


Figure 1. 


Programming Instructions Package Availability 24 Pin Ceramic 


24 Pin Cerdip 
All Synertek Read Only Memories (ROM) utilize computer 


aided techniques to manufacture and test custom bit 
patterns. The customer's bit pattern and address information 


can be supplied to Synertek in a number of different ways. Ordering information 


Synertek can process customer inputs in EPROM, ROM, : 
PROM, paper tape, and computer punched cards. Contact 
your Synertek sales representative for complete details on Number Time Current Type 
SYC3308 _ 7Ons 120 mA Ceramic 
Programming instructions are listed at the end of the Memory SYD3308 120 mA 


each of the various data input formats. 
Section. A custom number will be assigned by Synertek. 
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SY3316/SY3316A 


2048 x 8 High Speed 
Read Only Memory 


Features 


Access Time — 80Ons (max.) 
Single +5 Volt Supply 

Contact Programming 

Four Week Prototype Turnaround 
Completely TTL Compatible 
Totally Static Operation 


Description 


The SY3316 and SY3316A are high speed 16,384 bit 
static mask programmable Read Only Memories organized 


2048 words by 8 bits. Designed to be pin compatible with - 


16K bipolar PROMs, they eliminate the need to redesign 
printed circuit boards for volume production after proto- 
typing with PROMs. 


The SY3316A offers an automatic power down feature. 
Power down is controlled by the Chip Enable (CE) input. 
When CE goes high, the device will automatically power 
down and remain in a standby power mode as long as CE 
remains high. This unique feature provides system level 


Pin Configurations 


SY3316A 


o ON DO FF WN He 
oO ON DET Pe Wr +e 


SY3316A — Automatic Power Down (CE) 
Pin Compatible with 16K Bipolar PROMs — 
Replaces 3636 or 82S191 
e Three-State Outputs for Wire-OR Expansion 
e Three Programmable Chip Selects (two on SY3316A) 
16K Bipolar PROMs Accepted as Program Data Inputs 


power savings of as much as 80%. The two programmable 
chip selects (CS) allow as many as four ROMs to be OR-tied 
without external decoding. 


The SY3316 offers somewhat simpler operation than the 
SY3316A. It’s three programmable chip selects allow up to 
eight ROMs to be OR-tied without external decoding. 


Both devices are fabricated using Synertek’s scaled high 
performance N-channel MOS technology. This, combined 
with innovative design techniques, provides the high per- 
formance and ease-of-use features associated with static 
memories. 


Block Diagram 


16,384 BIT 
ROM 
CELL ARRAY 


ROW DECODER (1 of 128) 
OUTPUT BUFFERS 


CHIP SELECT 
DECODER 


COLUMN DECODER (1 of 16) 


O 
A10 CS1* CS2* CE/CS3* 


*CHIP SELECTS (CS) ARE PROGRAMMABLE LOW ACTIVE, HIGH ACTIVE OR DON’T CARE. 
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synertek. 


Absolute Maximum Ratings* 


Temperature Under Bias 
Storage Temperature 
Voltage on Any Pin with 
Respect to Ground (under bias) -3.5V to +7V 
Power Dissipation 1.0W 


-10°C to 80°C 
-65°C to 150°C 


SY3316/SY3316A 


Comment* 


Stresses above those listed under ‘‘Absolute Maxi- 
mum Ratings’’ may cause permanent damage to the 
device. These are stress ratings only. Functional 
operation of this device at these or any other condi- 
tions above those indicated in the operational sec- 
tions of this specification is not implied and exposure 
to absolute maximum rating conditions for extended 
periods may affect device reliability. 


D.C. Characteristics 1, =0°C to +70°C, Vcc = 5.0V +10% (Note 1) 


Test Conditions 


Sy 
VOH Output HIGH Voltage oa || Vee Volts | Voc = 4.5V, low = -2.4mA 


Vo. _| Output LOW Voltage | | 0.45 | Volts | Veco = 4.5V, lot = 10mA 
Vin Input HIGH Voltage | 2.0 | | Vec | Volts | | 


Vii [Input LOW Voltage | 0.5 | | 
tu InputLoad Current | TT 10 A | Vice = 5.5, OV < Vin < Vee 
Io [Output Leakage Current | -10_ | | 10 | A | Chip Deselected, Vout = 
los [Output Short Circuit Current] -100 | | 


| 0.8 | Volts | 


OV to V 


Note 5 


icc Power Supply Current pT 150 | mA Note 2 


Isp Standby Supply Current 


A.C. Characteristics 


Symbol 
taa Address Access Time 
tace Chip Enable Access Time 


tz Output Low Z Delay ; © 


ton Output Hold Time After 
Address Change 


tacs Chip Select Access Time aaa 
tuz Output High Z Delay Po 


“eu | Power Uptime —SsdT—o | Cid 


Canacitance ta = 25°C, f = 1.0MHz 


Input Capacitance |_| SS | | Vn = 


NOTE: This parameter is periodically sampled and is not 100% tested. 


Ta =0°C to +70°C, Vee = 5.0V +10% (Note 1) 


Typ. | Max. | Units | Test Conditions 
pT 80 Ts 
80 [ns Wore 
PC OT ns 
es 
— Nate? 

Note 4 

Note 4 


Test Conditions 


NOTES: 

1. The operating ambient temperature range is guaranteed with transverse air flow exceeding 400 linear feet per minute. 
2. Device selected with outputs unloaded and CE < Vj, Max. 

3. Applies to SY3316A only with CE = Vi_ Min. 

4. Applies to SY3316A only. 

5. Output short circuit is measured with Voyt = OV, one output at a time with a maximum duration of one second. 

6. tyz is measured from CE going high or CS going invalid whichever occurs last. 

7. tz is measured from CE going low or CS going valid whichever occurs first. 

8. 
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A minimum 0.5 ms time delay is required after application of Vcc (+5V) before proper device operation is achieved. 


(7p) 
we 
oc 
eS 
= 
Lu 
= 


Synertek. | SY3316/SY3316A 


Timing Diagrams 
Address to Output Delay (CS Active and CE Low) 


ADDRESS VALID 
OUTPUTS DATA VALID 


Chip Enable/Chip Select to Output Delay (Address Valid) 


H 


IV, \V/ 
SECON ONIN 0 SC MI 200500 
wn cE 


tLz 


lec 
Vec CURRENT 


Isp 


A.C. Testing Load Circuit A.C. Testing Input, Output Waveform 


1.5V—— TEST POINTS 


INPUT OUTPUT 30pF (INCLUDING SCOPE AND JIG} 


A.C. TESTING: INPUTS ARE DRIVEN AT 3.0V FOR A LOGIC 
“1 AND 0.0V FOR A LOGIC “0”. TIMING MEASUREMENTS 
ARE MADE AT 2.0V FOR A LOGIC “1” AND 0.8V FOR A LOGIC 
“0” AT THE OUTPUTS. THE INPUTS ARE MEASURED AT 1.5V. 
INPUT RISE AND FALL TIMES ARE 5ns. 


Figure 1. 


Programming Instructions Package Availability 24 Pin Cerdip 
All Synertek Read Only Memories (ROM) utilize computer 24 Pin Ceramic 
aided techniques to manufacture and test custom bit ; . : 
patterns. The customer's bit pattern and address information Ordering Information 


can be supplied to Synertek in a number of different ways. 
Synertek can process customer inputs in EPROM, ROM, 
PROM, paper tape, and computer punched cards. Contact 


Order Operating | Standby | Package 
Number Current |Current} Type 


your Synertek sales representative for complete details on . 
each of the various data input formats. SYC3316A 50 mA. | Ceramic 


Programming instructions are listed at the end of the Memory SYD3316A 20 mA | Cerdip 
Section. A custom number will be assigned by Synertek. 
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SY3308R 
1024 x 8 High Speed 
Read Only Memory 


Synertek. 


PRELIMINARY 


Features 


Effective Access Time (tcpa) = 35 ns 
Single +5 Volt Supply 

Contact Programming 

Four Week Prototype Turnaround | 
Completely TTL Compatible 


Description 


The Synertek SY3308R is a high speed 8192-bit static mask 
programmable Read Only Memory organized 1024 words by 
8 bits. Designed to be compatible with industry standard 8K 
bipolar PROMs, with data output registers, it eliminates the 
need to redesign printed circuit boards for volume produciton 
after prototyping PROMs. The device offers full TTL 
compatibility on all inputs and outputs and operates on a 
single +5V power supply. The SY3308R have registered 
outputs that allow pipelining. It’s synchronous enable (Es) and 
asynchronous enable (E) along with an initialize function 
(INIT) offers system design flexibility. These features, 
combined with an effective access time of 35 nsec, make the 


Pin Configuration 


mo On OO & WD HY = 
e@ 


-_= = = 
Ny =— © 


Totally Static Operation 
Pin Compatible with 8K Bipolar PROMs — 


Replaces 27S35 
® Output Data Registers 
e 8K Bipolar PROMs Accepted as Program Data Inputs 


SY3308R suitable for applications where high performance, 
large bit storage and simple interface are important design 
considerations. 


The SY3308R has a latch in each output that allows the 
memory to stack data so that the effective access time (tcpa) 
(time from clock to data out) is 35 ns. 


The SY3308R is fabricated using Synertek’s scaled, high 
performance N-channel MOS technology. This, combined 
with innovative design techniques, provides the high 
performance and ease-of-use features associated with non- 
clocked static memories. 


Block Diagram 


1 OF 128 
ROW 
ADDRESS (8192 BIT ARRAY) 
DECODER 
DRIVER 


COLUMN CIRCUITS 


10F8 
COLUMN 
ADDRESS 
DECODER 
DRIVER 
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Synertek. 


Absolute Maximum Ratings* 


-10°C to 80°C 
-65°C to 150°C 


Temperature Under Bias 
Storage Temperature 
Voltage on Any Pin with 
Respect to Ground 
Power Dissipation 


-3.5V to t+7V 
1.0W 


SY3305R 


Comment* 


Stresses above those listed under ‘‘Absolute Maxi- 
mum Ratings’’ may cause permanent damage to the 
device. These are stress ratings only. Functional 
operation of this device at these or any other condi- 
tions above those indicated in the operational sec- 
tions of this specification is not implied and exposure 


to absolute maximum rating conditions for extended 
periods may affect device reliability. 


D.C. Characteristics T, =0°C to +70°C, Vcc = 5.0V + 10% (unless otherwise specified) (Note 2, 3) 


2.4 Vec 


Test Conditions 


VOH Output HIGH Voltage Vec = 4.5V, lon = -2.4mA 

VoL Output LOW Voltage 0.45 Vec = 4.5V, lot = 10mA 

VIH Input HIGH Voltage 20 

ViL Input LOW Voltage -3.0 

it Input Leakage Current Vec = 5.5V,0V <Vin S Vec 

ILo Output Leakage Current -50 Chip Deselected, Voy: = OV to Vec 
Isc Output Short Circuit Current -80 Duration not to exceed 30 sec. 

Icc Power Supply Current Output Unloaded 


Vec = 5.5V, Vin = Vec 


A.C. Characteristics 1, =0°C to +70°C; Vec = +5V £10% (Notes 1, 2, 4) 


az | FtoOupustowz Ss ~Si | OSSC~id 


Capacitance ta = 25°C, f = 1.0MHz (Note 5) 


Input Capacitance 
Output Capacitance 


1. A minimum 500 usec time delay is required after application of Vcc (+5V) before proper device operation can be achieved. 
2. The operating ambient temperature range is guarantedd with transverse air flow exceeding 400 linear feet per minute. 

3. For a duration not to exceed one second with Vout = OV. 

4. Aminimum 0.5 ms time delay is required after application of Vcc (+5V) before proper device operation is achieved. 

5. This parameter is periodically sampled and is not 100% tested. 


Test Conditions 


Vig =OV 
Mat = OV 


Notes: 
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Synertek. SY3308R 


Timing Diagrams 


CP TIMING (INIT = HIGH, E=LOW) 


PH2 
HIGH 
UNKNOWN VALID DATA 
IMPEDANCE 


E TIMING (E; LATCHED LOW) 


INIT TIMING 


sa .0,0.0,0.0,0,0,0 Gn ccs 
\AAN 


Synertek. SY3308R 


A.C. Testing Input, Output Waveform A.C. Testing Load Circuit 


1.5V<e— TEST POINTS 


INPUT OUTPUT 


30pF (INCLUDING SCOPE AND JIG) 


A.C. TESTING: INPUTS ARE DRIVEN AT 3.0V FOR ALOGIC 
“1” AND 0.0V FOR A LOGIC “0”. TIMING MEASUREMENTS 
ARE MADE AT 2.0V FOR A LOGIC “1” AND 0.8V FOR A LOGIC 
“0” AT THE OUTPUTS. THE INPUTS ARE MEASURED AT 1.5V. 
INPUT RISE AND FALL TIMES ARE 5 ns. 


Figure 1. 


Programming Instructions Package Availability 24 Pin Cerdip 


All Synertek Read Only Memories (ROM) utilize computer 24 Pin Ceramic 


aided techniques to manufacture and test custom bit 
patterns. The customer's bit pattern and address information Ordering Information 
can be supplied to Synertek in a number of different ways. 
Synertek can process customer inputs in EPROM, ROM, 
PROM, paper tape, and computer punched cards. Contact 
your Synertek sales representative for complete details on 
each of the various data input formats. 


Effective 
Order Package | Access | Temperature 
Number. Type Time Range — 


SYC3308R | Ceramic 35ns_ | 0°C tot+75°C 
Programming instructions are listed at the end of the Memory SYD3308R | Cerdip 35ns_ | O°C tot75°C 


Section. A custom number will be assigned by Synertek. 
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SY3316R 


2048 x 8 High Soeed 
Read Only Memory 


ertek. 


PRELIMINARY 


Features 


Effective Access Time (tcpa) = 35 ns 
Single +5V Supply 

Contact Programming 

Four Week Prototype Turnaround 
Completely TTL Compatible 

Totally Static Memory 


Description 


The SY316R is a high speed 16,384 bit static mask program- 
mable Read Only Memory organized 2048 words by 8 bits. 
Designed to‘be pin compatible with 16K bipolar PROMs, it 
eliminates the need to redesign printed circuit boards for 
volume production after prototyping with PROMs. 


The device offers full TTL compatibility on all inputs and out- 
puts and operates on a single +5V power supply. 

The SY3316R have registered outputs that allow pipelining. 
It's synchronous enable (Es) and asynchronous enable (E) 
along with an initialize function (INIT) offers system design 
flexibility. These features, combined with an effective access 


Pin Configuration 


oO ON OO PB WY DY = 
e 


=> —- a 
Ny ~~ © 
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e Pin Compatible with 16K Bipolar PROMs — 


Replaces 27S45 


e Three-State Outputs for Wire-OR Expansion 
e 16K Bipolar PROMs Accepted as Program Data 


Inputs 


¢ Output Data Registers 


time of 35 ns, makes the SY3316R suitable for applications 
where high performance, large bit storage, and simple 
interface are important design considerations. 


The SY3316R has a latch in each output that allows the — 


memory to stack data so that the effective access time (time 
from clock to data out) is 35 ns. 


The device is fabricated using Synertek’s scaled high perfor- 
mance N-channel MOS technology. This, combined with 
innovative design techniques, provides the high performance 
and ease-of-use features associated with static memories. 


Block Diagram 


1 OF 
128 
ROW 
ADDRESS 
DECODER 
DRIVER 


(8192 BIT ARRAY) 


Saat 
ea COLUMN CIRCUITS 
aE 


1 OF 16 
COLUMN 

ADDRESS 
DECODER 
DRIVER 


(e) 
we 
oe 
f=) 
= 
ud 
= 


Synertek. 


Absolute Maximum Ratings* 
-10°C to 80°C 
-65°C to 150°C 


Temperature Under Bias 
Storage Temperature 
Voltage on Any Pin with 
Respect to Ground 
Power Dissipation 


-3.5V to +7V 
1.0W 


SY3316R 


Comment* 


Stresses above those listed under ‘Absolute Maxi- 
mum Ratings’’ may cause permanent damage to the 
device. These are stress ratings only. Functional 
operation of this device at these or any other condi- 
tions above those indicated in the operational sec- 
tions of this specification is not implied and exposure 


to absolute maximum rating conditions for extended 
periods may affect device reliability. 


D.C. Characteristics 


Ta =0°C to +70°C, Vcc = 5.0V + 10% (Note 1) 


rye [mnie 


Test Conditions 


Vec = 4.5V, lon = -2.4mA 


VOH Output HIGH Voltage 

VoL Output LOW Voltage Vec = 4.5V, lo = 10mA 

ViH Input HIGH Voltage 

VIL Input LOW Voltage 

Hie Input Leakage Current Vec = 5.5V, OV < Vin S Vec 

ILo Output Leakage Current Chip Deselected, Vou = OV to Vcc 
Isc Output Short Circuit Current Note 3 


Power Supply Current Note 2 


A.C. Characteristics 


Ta =O0°C to +70°C; Vec = +5V +10% (Notes 1, 4) 


tan | AddressHoldTime | S| fs 
tir INIT Recovery Time (CP HIGH) oe Be ae a ae 
ina | CP to Outputs LOWE + | 
isa | Eto Outputs towz | 8 


Capacitance ta = 25°C, f = 1.0MHz (Note 5) 


a 
Input Capacitance o 
Output Capacitance 8 

Notes: 


1. The operating ambient temperature range is guarantedd with transverse air flow exceeding 400 linear feet per minute. 
2. Device selected with outputs unloaded. 

3. For a duration not to exceed one second with Vout = OV. 

4 

5 


Symbol Test Conditions 


. Aminimum 0.5 ms time delay is required after application of Vcc (+5V) before proper device operation is achieved. 
. This parameter is periodically sampled and is not 100% tested. 
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Synertek. SY3316R 


Timing Diagrams 


CP TIMING (INIT = HIGH, E = LOW) 


 SKXEXY 


YOXKXXNY 1X 


cP 


tcpH2 


| HIGH 
Dour UNKNOWN Marne IMPEDANCE 


E TIMING (E, LATCHED LOW) 


Dout ale Lf {44 vo HIGH 
IMPEDANCE LV VV AN IMPEDANCE 
INIT TIMING 
mo KKK _| 
(AAA 
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MEMORIES 


Synertek, SY2801A 


Timing Diagrams 
READ CYCLE NO. 1 (PGM =Viy, CLR = OE = V,)) 


ADDRESS 


DATA PREVIOUS 
OUT DATA VALID DATA VALID 


READ CYCLE NO. 2 (PGM = Vi, CLR = V;,, ADDRESS VALID) 


toe 


(oe) 
_ = 
OE = 
— 
: ee) 
a am = 

DATA HIGH IMPEDANCE cee ve 

DATA VALID 
OUT IN_ £\ LV L£\ 


BYTE ERASE OR WRITE (OE = Vj, CLR =V,,) 


ADDRESS VALID ADDRESS 


tpGM 


CHIP ERASE (OE =V,,, PGM = Vy, ADDRESS = DONT CARE, DATA IN = DON'T CARE) 


CLR 


tcLR 


A.C. Testing Input, Output Waveform A.C. Testing Load Circuit 


2.0V 2.0V 
TEST POINTS 

0.8V 

DEVICE 

UNDER 


INPUT OUTPUT TEST 


AC TESTING: INPUTS ARE DRIVEN AT 2.4V FOR A LOGIC “1” 
AND 0.4V FOR A LOGIC “0”. TIMING MEASUREMENTS ARE 
MADE AT 2.0V FOR A LOGIC “1” AND 0.8V FOR A LOGIC “0”. 
INPUT PULSE RISE AND FALL TIMES ARE 5 ns. 


C, INCLUDES SCOPE AND JIG CAPACITANCE 
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SY6364/SY6365 


8192 x 8 CMOS 
Read Only Memory 


ertek. 


ADVANCED INFORMATION 


Features 


EPROM Pin Compatible 

8192 x 8 Bit Organization 

Single +5 Volt Supply 

Access Time — 200 ns (max) 
Totally Static Operation 
Completely TTL Compatible 
SY6364 

— 24 Pin JEDEC Standard Pinout 
— Automatic Power Down (CE) 


Description 


The SY6364 and SY6365 high performance CMOS Read Only 
Memories are organized 8192 words by 8 bits with an access 
time of 200 ns. The ROMs are designed to be compatible with 
all microprocessor and similar applications where high per- 
formance, large bit storage and simple interfacing are impor- 
tant design considerations. Both ROMs conform to the JEDEC 
approved pinouts for 64K ROMs. 


The SY6364 and SY6365 both offer an automatic power 
down feature controlled by the Chip Enable (CE) input. When 
CE goes high, the device will automatically power-down and 
remain in a low power standby mode as long as CE remains 
high. This feature provides significant system level power 
savings. 


Pin Configurations 


SY6365 


SY6364 


Ordering Information 


Operating Standby 
Order Access |. Current on irre Package 
Number | Time | (f =5.0 MHz) | CE =2.0V Type 


Cerdip 
Plastic 
Cerdip 
Plastic 


SY6365 ; 

— 28 Pin JEDEC Standard Pinout 

— Automatic Power Down (CE) 

— Output Enable Function (OE) 

— Two Programmable Chip Selects 

Three State Outputs for Wire-OR Expansion 
EPROMs Accepted as Program Data Input 
Electrostatic Discharge Rating (E.S.D.) 

— Inputs > 2000 Volts 


The SY6365 offers three additional control signals over the 
SY6364. The Output Enable (OE) function eliminates bus 
contention in multiple bus microprocessor systems. The two 
programmable Chip Selects (CS) allow up to four 64K ROMs 
to be OR-tied without external decoding. 


Both the SY6364 and SY6365 are pin compatible with 
EPROMs thus eliminating the need to redesign printed circuit 
boards for volume mask programmed ROMs after prototyping 
with EPROMs. 


Block Diagram 


65.536 BIT 
ROM ARRAY 
(256 x 256) 


(8 OF 25 


POWER DOWN 
OUTPUT ENABLE 


*CHIP SELECTS ‘CS ARE PROGRAMMABLE LOW ACTIVE, HIGH ACTIVE OR 
DON'T CARE. 
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MEMORIES 


Programming Instructions 


All Synertek Read Only Memories utilize computer aided 
techniques to manufacture and test custom bit patterns. The 
custom bit pattern and address information are supplied on 
standard 80 column computer cards in the format described 
below. 


All addresses and related output patterns must be completely 
defined. Each deck of cards defining a specific ROM bit pattern 
consists of: 1) four Title Cards and 2) address and bit pattern 
Data Cards. Positive logic is generally used on all input cards: 
a logic ‘'1"’ is the most positive or HIGH level, and a logic ‘O” is 
the most negative or LOW level. Synertek can also accept 
ROM data in other formats, compatible with most micropro- 
cessors and PROMs. Consult your Synertek representative for 
details. : 


Title Cards 


A set of four Title Cards should accompany each data deck. 
These cards give our computer programs additional informa- 
tion necessary to accurately produce high density ROMs. 
These four Title Cards must contain the following information: 


Column Information 
First Card 1-30 Customer name 
31-50 Customer part number 
60-72 Synertek part number © 
Second Card < 1-30 Customer contact (name) 
31-50 Customer telephone number 
Third Card 1-6 Leave blank — pattern number to be 


assigned by Synertek 

29 CS chip select logic level (if LOW selects 
chip, punch “0”; if HIGH selects chip, 
punch “1”; if DON’T CARE, punch *’2”). 


30 CS chip select logic level. 
31 CS chip select logic level. 
32 CS chip select logic level. 
Fourth Card 1-8 Data Format. Synertek, or Intel data 


card format may be used. Specify for- 
mat by punching ‘’Synertek,”’ or “‘Intel” 
starting in column one. 


15-28 Logic format, punch “POSITIVE LOGIC” 
or “NEGATIVE LOGIC.” 
35-57 Truth table verification code; punch 


either “VERIFICATION HOLD” (manu- 
facturing starts after customer approval 
of bit pattern data supplied by Synertek) 
or “VERIFICATION NOT NEEDED” (manu- 
facturing starts immediately upon re- 
ceipt of customer card deck) 


Third Card Chip Select Setups 


*For “A” version leave blank. 


rz fT) COdYCSSCSSC*s sree [cst [css | 
(30_| esarese | cones | _—+| esa/08 | 052/082 | cs2/t8 | csa/ess | c5a/083_ 
[ai [esaesa | csvvest |_| esaesz | csvest |__| cs2/¢83 | csa/052_ 


Synertek Data Card Format 


All addresses are coded in decimal form (O through 2047). All 
output words are coded both in binary and octal forms. Output 
8 (Og) is the MSB, and Output 1 (O,) is the LSB. 

Column 


Data Cards 1-4 Decimal address 
6-13 Output (MSB-LSB) 


Information 


15-17 Octal equivalent of output data 
22-25 Decimal address 

27-34 Output (MSB-LSB) . 
36-38 Octal equivalent of output data 
43-46 Decimal address . 
48-55 Output (MSB-LSB) 

57-59 Octal equivalent of output data 
64-67 Decimal address 

69-76 Output (MSB-LSB) 

78-80 Octal equivalent of output data 


Intel Data Card Format 


Output data is punched as either a “P” or an “N”; a “P” is 
defined as a HIGH, and an “N” is defined as a LOW. Output 8 
(Og) is the MSB and Output 1 (O;) is the LSB. The four Title 
Cards listed above must accompany the Intel card deck. 


Column Information 


Data Cards 1-5 Punch the 5-digit decimal equivalent of 
the binary coded address which begins 
each card. This is the initial input 
address. The address is right justified, 
i.e. OOOOO, 00008, 00016, etc. 

7-14 Output data (MSB-LSB) for initial input 
address. 

Output data for initial input address +1. 
Output data for initial input address +2. 
34-41 Output data for initial input address +3. 


43-50 Output data for initial input address +4. 
52-59 Output data for initial input address +5. 
61-68 Output data for initial input address +6. 
70-77 Output data for initial input address +7. 
79-80 ROM pattern number (may be left blank) 


Send bit pattern data to the following special address: 
Synertek — ROM 
P.O. Box 552 
Santa Clara, CA 95052 


SY23128 | SY23256 | SY3308 SY3316 
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Intel Paper Tape Format 


The paper tape which should be used is 1” wide paper tape 
using 7 or 8 bit ASCII code, such as a model 33 ASR teletype 
produces. 


BPNF Format 


The format requirements are as follows: 


Hexadecimal Program Tape Format 


The hexadecimal tape format used by the INTELLEC 8 system 
is a modified memory image, blocked into discrete records. 
Each record contains record length, record type, memory 
address, and checksum information in addition to data. A 
frame by frame description is as follows: 


1. All word fields are to be punched in consecutive order, ames necord mark, Signals:the Start-of 3 
starting with word field O (all addresses low). There must record. The ASCII character colon (": 
be exactly N word fields for the N x 8 ROM organization. HEX 3A) is used as the record mark. 

2. Each word field must begin with the start character B and Frames 1,2 Record length. Two ASCII characters 

(0-9, A-F) representing a hexadecimal number 


end with the stop character F. There must be exactly 8 data 
characters between the B and F for the N x 8 organization. 
NO OTHER CHARACTERS, SUCH AS RUBOUTS, ARE 
ALLOWED ANYWHERE IN A WORD FIELD. If in preparing 
a tape, an error is made, the entire word field, including the 
B and F must be rubbed out. Within the word field, a P 
results in a high tape level output, and an N results ina low 
level output. | 

3. Preceding the first word field and following the last word 
field, there must be a leader/trailer length of at least 25 
characters. This should consist of rubout punches (letter 
key for Telex tapes) 

4. Between word fields, comments not containing Bs or Fs 
may be inserted. Carriage return and line feed characters 
should be inserted (as a ““comment’”’) just before each word 
field (or at least between every four word fields). When 
these carriage returns, etc. are inserted, the tape may be 
easily listed on the teletype for purposes of error checking. 
The customer may also find it helpful to insert the word 


Frames 3 to 6 


Frames 7,8 


Frames 9 to 9+2* 
(Record Length) -1 


in the range O to ‘FF’ (0 to 255). This is 
the count of the actual data bytes in 
the record type or checksum. A record 
length of O indicates end of file. 
Load Address. Four ASCII characters 
that represent the initial memory will 
be loaded. The first data byte is stored 
in the location pointed to by the load 
address, succeeding data bytes are 
loaded into ascending addresses. 
Record type. Two ASCII characters. 
Currently all records are type O, this 
field is reserved for future expansion. 
Data. Each 8 bit memory word is repre- 
sented by two frames containing the 
ASCII characters (0 to 9, A to F) to 
represent a hexadecimal value O to 
‘FF’ (O to 255). 


number (as a comment) at least every four word fields. Frames 9+2* eed The aca 7 ihe fen 

5. Included in the tape before the leader should be the custo- inECOrC angie awerort Se ee . a es ‘ 
mer’scomplete Telex or TWX number and if more than one 9+2* (Record record since the recor en ( ei 

Length) +1 evaluated modulus 256. That is, if you 


pattern is being transmitted, the ROM pattern number. 
6. MSB and LSB are the most and least significant bit of the 
device outputs. Refer to the data sheet for the pin numbers. 


add together all the 8 bit bytes, ignor- 
ing all carries out of an 8-bit sum, then 
add the checksum, the result is zero. 


ie) 
Lu 
o 
© 
= 
uw 
= 


Example: If memory locations 1 through 3 contain 53F8EC, 
the format of the hex file produced when these locations are 
punched is: 


-0300010053F8ECC5 


Send bit pattern data to the following special address: 
Synertek — ROM 
P.O. Box 552 
Santa Clara, CA 95052 
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Timing Diagrams 
Data Fetch (CLR = HIGH, BUSY = HIGH) (Note 1) 
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LOAD ADDRESS REGISTER 


Data Store (CLR = HIGH) (Note 1) 


<—_—_—____—_—_—_—_——_—_—_tcyc 


\\ XXX) 
\ RY X ORK KKK KIRK 
\ 


WW 


tsH 
om If 


DATA IN 


al 


R 


” 


LOAD ADDRESS REGISTER 
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LOAD DATA REGISTER 


SY2802E 
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BYTE ERASE/WRITE OPERATION 
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Device Operation 


The SY2802E has seven modes of operation as listed in 
Table 1. All the modes of the SY2802E involve reading or 
loading registers. This eliminates any timing problems 
associated with interfacing to a wide variety of 
microprocessors and microcomputers. 


Data Fetch 


Reading the SY2802E involves two cycles as shown in the 
timing diagram. First the address pointer is loaded and then 
the data from the selected location can be read. Both the 
address and data are transmitted through the same eight bit 
port. 


Data Store 


Writing the device requires two cycles as shown in the 
timing diagram. As with the read operation, first the 
address pointer must be loaded. Loading the data input 
register then initiates the byte erase/write operation and 
the microprocessor is free to do other tasks. The timing 
interface with the microprocessor is handled with both a 
BUSY signal and a status register. Loading the data in 
register causes the open-drain BUSY signal to be set LOW 
and bit seven (pin 1) of the status register to be set HIGH for 
the duration of the byte erase/write operation. Once 
complete, these two signals are reset to their inactive 
states. Note that it is not necessary for the microprocessor 
to erase the location prior to writing new data. This is 
automatically done by the memory itself. 


Table 1. Mode Selection Vcc = +5V (Note 1) 


SY2802E 


Once the erase/write operation has been initiated, the 
SY2802E doesn’t allow access to address pointer, data 
input register or data output drivers. 


Read Status Register 


To facilitate interfacing the SY2802E in microprocessor 
based systems, a status register has been provided that is 
accessible at all times including during the erase/write 
operation. This allows a polling routine to be used to deter- 
mine if the SY2802E is busy. If bit 7 (pin 1) is a logic 1°’, the 
device is in the erase/write operation and if itis a logic ‘‘O”’ 
it is available for normal operation. 


Clear Cycle 


The SY2802E can be block cleared to all zeros as shown in 
the timing diagram. As with the data store operation, this 
cycle only needs to be initiated, all the timing is controlled 
internally. On initiating the clear cycle, BUSY and bit 7 (pin 
1) are set active and remain so until the operation is com. 
plete. During the clear cycle, only the status register is 
accessible. 


Endurance Characteristic 


A characteristic of E2PROMs is that the number of 
erase/write cycles is limited. The SY2802E has been 
designed to meet applications where up to 1 x 104 erase/w- 
rite cycles per word are required. The erase/write cycling is 
completely word independent. Adjacent words are not 
affected during the erase/write cycling. 


Input/ 
cs | R/W STRB | BUSY | CLR | Outputs 
Mode (12) (16) (13) (14) (11) (0-7) 
Read Status Register Foo f 1 {4 f x fo x Joa. Data Out 
Write Address Pointer | o | o [| o JV] 1 | ~ Data In 


X = Don't Care 
= Negative Transition 


Package Availability 18 Pin Cerdip 
18 Pin Plastic 


Ordering Information 
Select 


Supply 
Access Current | Package 


Order 
Number Time (Max) Type 
SYD2802E 70 mA Cerdip 
SYP2802E 70 mA Plastic 
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SY2801A 


64 x 4 Electrically Erasable 
Programmable ROM 
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ADVANCED INFORMATION 


Features 

@ 450 ns Address Access Time 

@ Fully Static Operation 

@ Low Power Dissipation 110 mW Max. 

@ Full TTL Compatibility: All Inputs and Outputs 
@® Three State Outputs 

@ Endurance: 1 x 104 Write Cycles (Min.) 


Description 


The Synertek SY2801A is a 256 bit electrically erasable 
programmable read only memory (E2PROM) organized 64 
words by four bits and is fabricated using Synertek’s double 
poly silicon gate n-channel technology. The device can be 
easily erased and reprogrammed on a word basis. A chip 
erase function is also provided. The SY2801A utilizes an 
on-board high voltage generator to provide all the internal 
voltages necessary to program and erase the chip. The single 
+5V power supply is the only power supply required. 


The in-system erase/write capability of the SY2801A makes it 
suitable for a wide variety of applications requiring a small 


Pin Configuration 


on OO a&@ WH = 


@ Single +5V Operation: Both Read and Program Modes 
@ Single Word Erase/Write Capability 

@ 10 ms Word Erase/Write Time . 

@ Chip Erase Time of 10 ms 

@ Erase/Write Specifications Guaranteed O-70°C 

@ Data Retention: 10 Years (Min.) 


amount of alterable, non-volatile storage. Any word can be 
erased or programmed in 10 ms without affecting the rest of 
the memory. Alternatively, the entire memory can be erased 
in 10 ms. Both the erase and write operations are 
accomplished with the applications of a single TTL level pulse. 


The SY2801A utilizes fully static circuitry and is completely 
TTL compatible. The common data input/outputs with three- 
state output drivers greatly simplifies interface with systems 
utilizing a bidirectional data bus. The device is packaged in a 
16-pin DIP for optimum density. 


Block Diagram 


ROW 
SELECT 256 BIT ARRAY 


(1 OF 16) 


COLUMN 1/0 
COLUMN 


SELECT 
(1 OF 4) 


CONTROL 
LOGIC 


OUTPUT ENABLE 
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Synertck; SY2801A 


Absolute Maximum Ratings” _ Comment* a | 
Temperature Under Bias .............05. -10°C to 80°C Stresses above those listed under ‘‘Absolute Maximum Rat- 
Storage Temperature ...........0e eee -65°C to 125°C ings’’ may cause permanent damage to the device. This isa 
Voltage on Any Pin with stress rating only and functional operation of the device at 
Respect to Ground -O0.5V to +7V these or any other conditions above those indicated in the 


operational sections of this specification is not implied. 


D.C. Characteristics Ts =0°C to 70°C, Vcc = +5V 10%, Test = +5V 


Symbol [Parmer Min. |Top, | Max. [Units [Condon 

iti [InputLeakage Current | CT CT 10S SA | iN = GND to Vcc 
iLO 10 [Vin= GND to Vee 
icc es Outputs Open. 
vir [inpurLowvetage [0 || 08 Tv 
Vin [Input HIGH Voltage ——SSSC—~—~S~—~sSC | S*dYCc | 
or Memnlowusag PV fon = 2 mA 
Vow [OutputHIGH Voltage SSSCS~*~dSC<i 


Capacitance 1, = 25°C, f= 1.0 MHz 
Test 


Ouiput Capacitance ae aa ae 
input Capacitance Lo 


NOTE: This parameter is periodically sampled and not 100% tested. 


A.C. Characteristics T, =0°C to 70°C, Vec = +5V +10%, Test = +5V 
READ OPERATION 


Symbol [Parameter ——~—~S~*~*~*~*~S*S*SYSin “|Tv | Max | Units | Conditions 
[Address Access Time ———SSSCS~iSSCC 


tAA Address Access Time 


on ia ae a a 
tuz | Output Enable to OutputLowz ~*~ 10 | | dns 


WRITE OPERATION 


SR SM 
ios [Date Setup Time 80 
toy | Data Hold Time SCS 8] is 
irom _| Program Pulse with [sna 


Note: 
1. Aminimum 0.5 ms time delay is required after application of Vcc (+5V) before proper device operation is achieved. 
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Microprocessor 
Cross Reference Guide 


. Synertek Rockwell Motorola MOSTEC Siemens Fujitsu 
ncaa Number 


; sv6602-7 7 6500-7 | 7 6500-7 | ‘A 


a 
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men | fem | | | | | | 
row fem | jm] | | | 
ese we 
[wwe [ae | [ee | [| 
resi [esr | fer | 
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Note 1: Requires +12 Volt Supply. 
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PROCESSORS 


SY1791-02/SY1793-02 


Floppy Disk 
Controller (FDC) 


Features. 


e Pin and function compatible with Western-Digital e IBM format compatibility: 
FD1791-02 and FD1793-02 IBM 3740 single-density 
Single 5-volt power supply IBM System-34 double-density 
Accommodates both single-density (FM) and double- e Numerous automatic control functions 
density (MFM) formats 


Description 


The SY1791-02/SY1793-02 Floppy Disk Controller is a either single-density (FM) or double-density (MFM) 
fully programmable device intended for microprocessor formats compatible with IBM standards, or formats 
based systems. Autonomous operation permits complete uniquely defined by the user. The SY1791-02 uses 
control of floppy disk functions with minimum CPU inter- negative-true data bus logic; the SY1793-02 uses 
vention required. Programmability is provided to allow positive-true. 


MICRO- 
PROCESSORS 


Pin Configuration Block Diagram 


STATUS 
REGISTER 


DRO.DBF DATA 
DBO-DB7 
BUS 


COMMAND 
REGISTER 


DISK 
INTERFACE 


aoe DATA CONTROL 
TROO > REGISTER 
WF/VFOE , 
READY 


WD 
TRACK 
WG 
PROCESSOR ay REGISTER 


TG43 INTERFACE 
HLD CONTROL 
RAW READ 


RCLK SECTOR 
REGISTER 


oO On OM & WH — 


() DENOTES SY1793-02 SIGNALS 
211] Vcc (+5V) 


*1793-02 HAS POSITIVE-TRUE DATA BUS LOGIC. 


**NC PINS ARE INTERNALLY OPEN CIRCUITED. 
VOLTAGES APPLIED TO THESE PINS HAVE NO 
AFFECT. 
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Detailed List of Features 


Replaces Western-Digital FD1791-02 and 
FD1793-02 

Single 5-volt power supply 

40-pin DIP package 

Automatic track seek with verification 
Accommodates single-density (FM) and 
double-density (MFM) formats 

Soft-sector format compatibility 

IBM 3740 (single-density) and System 34 
(double-density) compatible 

Single or multiple record read with automatic 
sector search or entire track read 

Selectable record length (128, 256, 512, 1024 
bytes) | 


SY1791-02/SY1793-02 


e Single or multiple record write with automatic 
sector search | 
e Entire track write for initialization 
e Programmable Controls 
Selectable track-to-track stepping time 
Selectable head settling and engage times 
Head position verification 
Side verification 
Double-buffered read and write data flow 
DMA or programmed data transfers 
TTL-compatible inputs and outputs 
Write precompensation (FM and MFM) 
Comprehensive Status Register 


1.0 GENERAL DESCRIPTION 

1.1 Functional Blocks in the SY1791-02/SY 1793-02 
The SY1791-02/SY1793-02 Floppy Disk Controller (FDC) 
consists of several functional sections, as shown in 


Figure 1. Detailed operation of each section is described 
below. 


DATA REGISTER (DR) — This 8-bit read/write register is 
used as a holding register during Disk Read and Write 
operations. During Disk Read operations, serial data is 
assembled in the Data Shift Register then transferred in 
parallel to the DR, where it is made available to the data 
bus. Ina Disk Write operation, parallel data is transferred 
from the data bus to the DR to await transfer to the Data 
Shift Register. The DR is also used, while executing a 
Seek command, to hold the Track address. 


TRACK REGISTER (TR) — This 8-bit read/write register 
holds the track number of the current Read/Write head 
position. It can be incremented (decremented) by one 
each time the head is stepped in (out), toward track 76 
(00). The TR’s contents are compared with the track 
number (recorded in the disk’s ID field) during Read, 
Write, or Verify operations. This register should not be 
loaded when the device is busy. 


SECTOR REGISTER (SR) — This 8-bit read/write regis- 
ter holds the address of the desired sector position. The 
contents of the register are compared with the recorded 
sector number in the ID field during disk Read or Write 
operations. This register should not be loaded when the 
device is busy. 


COMMAND REGISTER (CR) — This 8-bit write only reg- 
ister holds the command which is being executed. This 
register should not be loaded when the device is busy 
unless the execution of the current command is to be 
overridden. This is accomplished with the Interrupt 
command. 


STATUS REGISTER (STR) — This 8-bit read only register 
holds device status information. The meaning of the STR 
bits is a function of the contents of the Command 
Register. 


¢ DATA SHIFT REGISTER (DSR) — As part of the Disk 
Interface Logic and Control, this 8-bit register assembles 
serial data from RAW READ input during READ opera- 
tions, prior to transfer to the DR. During WRITE opera- 
tions it accepts parallel data from the DR and serially 
transfers it to the Write Data output. 


e CRCLOGIC — This logic, part of Disk Interface Logic and 
Control, does the checking or the generating of the 16- 
bit Cyclic Redundancy Check (CRC). The polynominal is: 
G(X) = X'® + X!2 + X® + 1. The CRC logic checks all 
information, starting with the address mark, up to the 
CRC characters. The CRC register is preset to ones 
before data is shifted through the circuit. 


e ARITHMETIC/LOGIC UNIT (ALU) — A part of Disk Inter- 
face Logic and Control, the ALU does serial compari- 
sons, increments, and decrements. It is used for register 
modification and comparisons with the ID field recorded 
on the disk. 


e TIMING AND CONTROL — All Processor and Floppy 
Disk interface controls are generated through this logic. 
The internal device timing is generated from an external 
clock. 


e AM DETECTOR — The Address Mark Detector, part of 
Disk Interface Logic and Control, detects ID, Data and 
Index Address Marks during read and write 
operations. 


1.2 MPU Interface Pin Functions 

e MASTER RESET (MR) — A low on this input resets the 
device and loads hex 03 into the command register. The 
Not Ready status bit (status bit 7) is reset during MR low. 
When MR is driven high, a Restore command is exe- 
cuted regardless of the state of the Ready signal, and hex 
01 is loaded into the Sector Register. 


© CHIP SELECT(CS)—A lowlevel on this input selects the 
FDC and enables processor communications with the 
FDC. 


e DATA BUS LINES (DBO-DB7 on SY1791-02 and DBO- 
DB7 on SY1793-02)— Bi-directional data bus used for 
transfer of data between the system MPU and the FDC 
(negative-true for the SY1791-02, positive-true for the 
SY1793-02). 


Synertek. 


e REGISTER ADDRESS LINES (AO-A1) — These inputs 
address the internal registers for access by the Data Bus 
lines under RE and WE control. 


REGISTER ADDRESS CODES 


[—at_[_ao [Read | _warre 
[0 | 0 [status] command —] 
a 
i 
ee a a 


~ SECTOR 
DATA 


¢ READ ENABLE (RE) — If CS is low, a low on this input 
enables the addressed internal register to output data 
onto the data bus. 


e WRITE ENABLE (WE) — If CS is low, then a low on this 
input gates data from the data bus into the addressed 
register. 


e {NTERRUPT REQUEST (INTRQ)— This open drain output 
is set high at the completion or termination of any opera- 
tion and is reset when a new command is loaded into the 
Command Register or when the Status Register is read. 
Use 10K2 pull-up resistor to Vcc. 


e DATA REQUEST (DRQ) — DRQ is an open drain output. 
DRQ high during read operations indicates that the Data 
Register (DR) contains data. When high during write 

operations, DRO indicates that the DR is empty and 
ready to be loaded. DRQ is reset by reading or loading the 
DR during read or write operations, respectively. Use 
10K pull-up resistor to Vcc. 


e CLOCK (CLK) — This input requires a square wave clock 
for internal timing reference (2 MHz for 8-inch drives, 
1 MHz for 5-inch drives). 


1.3 Floppy Disk Interface Pin Functions 

e READ GATE (RG) — A high on this output indicates that 
a field of zeroes (zeroes or ones) has been detected in FM 
(MFM) encoded information. This can be used to indicate 
to a data separator that a sync field has been found. 


e WRITE DATA (WD) — This output to the disk drive 
electronics supplies one pulse per required flux 
transition. 


e READ CLOCK (RCLK) — The RCLK input is a nominal 
square-wave clock signal derived from the data 
stream. Phasing (RCLK relative to RAW READ) is 
important, but polarity (RCLK high or low) is not. 


e RAW READ (RAW READ) — This is the data input to the 
FDC from the drive. This input must be a negative pulse 
for each recorded flux transition. 


e HEAD LOAD (HLD) — The HLD output notifies the drive 
to engage the Read/Write head against the medium. 


e HEAD LOAD TIMING (HLT) — The HLT input, which is 
generated by external logic, indicates that a sufficient 
time has elapsed for the head to have engaged. 


e STEP—  Thestep output provides a pulse to the disk drive 
electronics to cause each incremental head move- 
ment. 


e DIRECTION (DIRC) — The DIRC output defines the 
direction of the step. It is high for stepping the head in 
towards track 76, and low for stepping the head out 
towards track O. 


SY1791-02/SY1793-02 


EARLY — A high EARLY output indicates to external 
circuitry that the WD pulse should be shifted early 
for write precompensation. 


LATE — A high LATE output indicates to external 
circuitry that the WD pulse should be shifted late 
for write precompensation. 


TRACK GREATER THAN 43 (TG43) — This output 
informs the drive that the Read/Write head is positioned 
between tracks 44-255 inclusive. This output is valid 
during Read and Write commands. 


WRITE GATE (WG) — The WG output is set high when 
writing to the disk if all the Write prerequisites have been 
met. WG is used to enable the drive's write circuitry. 


READY — This input indicates disk readiness to perform 
any Read or Write command. READY must he high for a 
Read or Write command to be accepted. If READY is low 
and the FDC receives any such command, the command 
is not executed and an interrupt is generated if the 
Not-Ready status bit is set. 


WRITE FAULT (WF)/VFO ENABLE (VFOE) — This pin is 
used as both an input and output. During Write opera- 
tions after WG is high, this pin acts as an input to sense a 
negative transition indicating a Write Fault. If a Write 
Fault is detected, the Write command is terminated, the 
Write Fault status bit is set, and INTRO goes high. 


During Read operations, WF/VFOE is an output used to 
synchronously control external RCLK circuitry. VFOE 
will go true (low) when the following are all true: 

1. HLD and HLT are true; 

2. settling time, if programmed, has expired; 

3. the SY1791-02/SY1793-02 is inspecting 

data from the disk. 

TRACK 00 (TROO) — This input, when low, indicates 
to the FDC that the Read/Write head is positioned 
over track @. 


INDEX PULSE (IP) — This input is generated by the drive 
electronics to indicate the start of a track. 


WRITE PROTECT (WPRT) — This input is sampled 
whenever a Write command is received. A low termi- 
nates the command and sets the Write Protect status bit. 


DOUBLE DENSITY (DDEN) — This input selects either 
single or double density operation. When DDEN is low, 
double density is selected. When DDEN is high, single 
density is selected. 


TEST (TEST) — This input is used for testing purposes 
and should be tied to +5V, or left open, by the user unless 
interfacing to voice coil motors. When low, the motor 
stepping rate is increased (see Figure 3b). . 


2.0 FUNCTIONAL OPERATION 


2.1 Single/ Double Density Selection 
The SY1791-02/SY1793-02 has two selectable data 
densities, determined by input DDEN. 


2.2 Clock Selection 

In addition to DDEN, the CLK input determines overall 
Circuit timings, and must be properly selected. A 1MHz 
CLK input is normally used for 5’’ mini-diskette drives 
and 2MHz for standard 8” drives. 
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2.3 DRQ Operation 


The DRO output indicates that a data transfer operation is 
required. For disk read operations, DRQ signifies that the 
Data Register needs to be read so that the next data byte can 
be received. For disk write operations, DRO signifies that a 
data byte has been transmitted and another must be 
entered. DRO may be used as a “handshake” control signal 
ina DMA based system. _ 


2.4 DMA Sequences 


In disk read operations, DRO goes high when a serial data 
byte is assembled in the Data Register. DRQ is reset when 
the byte is read by the DMA controller (or system processor). 
If a newly assembled byte is transferred into the DR (from 
the DSR) before the DR has been read, then the overwritten 
byte in the DR is lost. Furthermore, the Lost Data status bit 
in the Status Register is set, to indicate this condition. Read 
operations continue until the end of sector is encountered. 


Disk write operations are similar. DRQ is activated when 
the data byte is transferred from the Data Register to the 
Data Shift Register, indicating that the DR is ready to be 
loaded with another byte. It is cleared when the new 
byte is loaded by the DMA controller (or system pro- 
cessor). However, if the new byte is not loaded by the 
time the prior byte is shifted out, then a byte of all zeroes 
is written on the diskette and the Lost Data status bit in 
the Status Register is set. 


2.5 Disk Read Operations 


For disk read operations, the FDC requires RAW READ and 
RCLK inputs. RAW READ is a low going pulse for each flux 
transition. The FDC detects the rising and falling edges of 
RCLK and uses these edges to frame RAW READ data/ 
clock inputs. RCLK is provided by some drives, but if not it 
must be provided externally (phase-lock-loops, one-shots, 
counters, etc.) To assist in generating RCLK, the FDC has a 
RG (Read Gate) output, which may be used to acquire 
synchronization. Whenever two bytes of zeroes are 
detected in read operations (in single-density mode), RG 
is activated (high) and the FDC must find a valid AM 
(Address Mark) within the next 10 bytes. If the AM is not 
found, RG is deactivated (low) and the search for two 
bytes of zeroes is re-started. If the AM is found, RG 
remains active as long as the FDC is deriving data from 
the diskette. For double-density mode, RG is activated 
when 4 bytes of hex 0@ or hex FF are detected and the 
FDC must find the AM within 16 bytes. 


2.6 Disk Write Operations 


The fundamental signals in write operations are: WD (Write 
Data) output, WG (Write Gate) output, WPRT (Write Protect) 
input, and WF (Write Fault) input. When writing to the 
diskette, WG goes high enabling the disk drive write elec- 
tronics. However, WG will not be activated until the first 
data byte has been loaded in the Data Register. This 
ensures that false writing will not occur. Writing is inhibited 
when WPRT is low. This sets the Write Protect status bit 
and an interrupt (INTRQ) is generated. 


The WF input signifies a fault condition at the disk drive. 
When low, it causes the current command to terminate, 
sets the Write Fault bit in the Status Register, and gener- 
ates the INTROQ interrupt. 
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2.7 Write Precompensation 


EARLY and LATE are two additional signals which are 
generated by the SY1791-02/SY1793-02 during write 
operations. They are used for write precompensation func- 
tions. Both signals are active-high. The EARLY signal is 
active when the WD pulse is to be written early; the LATE 
signal is active when WD is to be written late. If neither 
signal is active, then WD is to be written at its normal time. 
EARLY and LATE are valid for both single and double 
density modes. 


3.0 Command Words 


The FDC accepts eleven commands. Command words 

should be loaded in the Command Register only when the 

Busy status bit (status bit @) is low. The sole exception is the 

Force Interrupt command. Whenever a command is being 

executed, the Busy status bit is set. When a command is 

completed, an interrupt is generated and the Busy status bit 
is reset. The Status Register indicates whether the 

completed command encountered an error or was fault 

free. For ease of discussion, commands are divided into. 
four types. Commands and types are summarized in 

Figure 2. 


TYPE COMMAND 


RESTORE 
SEEK 
| STEP 
STEP IN 
STEP OUT 


r READ SECTOR 
WRITE SECTOR 


READ ADDRESS 
READ TRACK 
WRITE TRACK 


FORCE 


IV INTERRUPT 


1= HIGH LEVEL 


0 = LOW LEVEL 


Figure 2. Command Summary 


3.1 Type | Commands 


The Type | commands are Restore, Seek, Step, Step-In, 
and Step-Out. 


e RESTORE — The RESTORE command is used to position 
the Read/Write head to track @ of the diskette. Upon the 
receipt of this command, the TROO input is sampled. If 
TROO is low, indicating the Read/Write head is positi- 
oned over track @, the Track Register is loaded with 
zeroes and an interrupt is generated. If TROO is not low, 
step pulses at a rate specified by the rjrg field are issued 
until the TROO input is asserted. At this time, the TR is 
loaded with zeroes and an interruptis generated. Ifthe 
TROO input does not go low after 255 stepping pulses, 
the FDC terminates operation, interrupts.and sets the 
Seek Error status bit. A verification operation takes place 
if the V bit is set. The h bit allows the head to be loaded at 

the start of the command. Note that the Restore 
command is executed when MR goes from low (true) 
to high (false). 
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e SEEK — This command assumes that the Track Register 
contains the track number of the current position of the 
Read/Write head and the Data Register contains the 
desired track number. The FDC will update the Track 
Register and issue stepping pulses until the contents of 
the Track Register are equal to the contents of the Data 
Register (the desired track location). A verification opera- 
tion takes place if the V bit is on. The h bit allows the head 
to be loaded at the start of the command. An interrupt is 
generated at the completion of the command. 


e STEP — Upon receipt of this command, the FDC issues 
one stepping pulse to the disk drive. The stepping motor 
direction is the same as in the previous step command. 
After a delay determined by the rjrq field, a verification 
takes place if the V bit is on. If the u bit is on, the TR is 
updated. The h bit allows the head to be loaded at the 
Start of the command. An interrupt is generated at the 
completion of the command. 


e@ STEP-IN — Upon receipt of this command, the FDC sets 
DIRC high and issues one stepping pulse. If the u bit is 
on, the Track Register is incremented. After a delay 
determined by the rjro field, a verification takes place if 
the V bit is on. The h bit allows the head to be loaded at 
the start of the command. An interrupt is generated at 
the completion of the command. 


¢ STEP-OUT — This command is identical to the Step-In 
command, except that DIRC is set low and the Track 
Register is decremented for each step pulse if the u bit is 
high. 


3.1.1 Type | Command Option Bits 


The operation of the option determining bits for Type | 
commands is summarized in Figures 3a and 3b. 


The detailed descriptions of the Type | option bits follow. 


® ry (Step Rate) — These bits select the rate at which 
step pulses are issued. Note that the stepping rates are 
independent of DDEN select. Both single and double- 
density modes step at the same rate. 


e V (VERIFY) — This bit is used to select track verification at 
the end of the stepping sequence. During verification, 
the head is loaded and after an internal head settling 
time delay” (TEST = 1), the HLT input is sampled. 
When HLT is true, the first encountered ID field is 
read from the disk. The track address of the ID field is 
then compared to the Track Register. If there is a 
match and a valid ID CRC, the verification is complete, 
an interrupt is generated and the Busy status bit is 
reset. If there is not a match, but there is a valid ID 
CRC, an interrupt is generated, the Seek Error status 
bit (status bit 4) is set, and the Busy status bit is reset. 
If there is a match but not a valid CRC, the CRC Error 
status bit (status bit 3) is set, and the next encoun- 
tered ID field is read from the disk for the verification 
operation. If an ID field with a valid CRC cannot be 
found after four revolutions of the disk, the FDC ter- 
minates the operation and generates an interrupt. 

e h (Head Load) — This bit determines if the head is to be 


loaded at the beginning of the command. If so, the HLD 
output goes high (active) and remains in this state until 
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BIT 


OO OS eee 
oli tule [vif] sterour 


STEPPING MOTOR RATE 
(See Table of Figure 3b) 


0 = No Verification 
VERIFY 14 = Verify at destination track 


0 = HLD Reset - 


HEAD Loan] ¢ et atin 


0 = No update of Track Register 
UPDATE {' = Update Track Register 
each step pulse 


Figure 3a. Type | Command Option Bit 


Figure 3b. Stepping Motor Rates 


the FDC receives a command to disengage the head. If 
the FDC is idle (not Busy) for 15 disk revolutions, then the 
head is automatically disengaged (HLD goes low). If track 
verification is selected (V =‘’1’’), then the head loading is 
affected, as follows: 
— h=0,V=1 
HLD is activated near the end of the sequence, an 
internal head settling time delay* occurs, and the 
FDC waits for the HLT input to go active (high) 
before verifying track identification. 
— h=1,V=1 
HLD is activated at the start of the sequence. At the 
end, an internal head settling time delay* occurs 
and the FDC waits for HLT to go active before 
verification. 


*Head settling time delay is 15 msec for 2 MHzclock, 
30 msec for 1 MHz clock. 


e u(Update) — With Update selected ( u = ‘’1’’), the Track 
Register is updated at each step pulse. The update oper- 
ation increments the Track Register for stepping in 
toward track 76 and decrements it for stepping out 
toward track O. 
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3.2.1 Type | Command Signals 


Type | commands control the operation of the STEP and 
DIRC (Direction) output signals of the FDC. 


e STEP — A 2 us (MFM) or 4 us (FM) positive-true 
output pulse is generated at a rate determined by the 
r1fo field of the command (see Figure 3b). Each step 
pulse moves the Read/Write head one track location 
in a direction controllec by the DIRC output. 


e DIRC — The DIRC output determines the direction of 
the track stepping. A high level indicates step direc- 
tion IN towards track 76, a low level indicating direc- 
tion OUT towards track @. 


In addition, the Type | commands use the following 
signals: 


e HLD (Head Load) — This output is used to control 
movementof the Read/Write head against the record- 
ing medium. HLD is set at the beginning of a Type | 
command if h = “1”, near the end of a Type | com- 
mand if V=‘'1" and h = “0”, or immediately when a 
TYPE Il or TYPE III command is executed. Once HLD is 
set it remains high until asubsequent Typel command 
with h=‘‘0" and V="‘0"’ is loaded, or untilthe FDC goes 
into its non-busy state after 15 index pulses. 


e HLT(Head Load Timing) — The low to high transition 
of this input indicates that a sufficient time has 
elapsed for the drive’s head to become engaged. It 
typically follows HLD going high, by a time delay 
which is dependent on the particular drive's charac- 
teristics. If not available from the drive electronics, 
this input must be generated by the user (typically by 
means of one-shot timers). Figure 4 illustrates an 
example of HLD and HLT timing. 


The logical AND of HLD and HLT is status bit 5 for 
Type | commands, and it controls the operation of the 
disk read and write functions. 


HLD ENGAGED HEAD 
(OUTPUT) DISENGAGE HEAD 


_ 5 — <a ee oe 


(INPUT) ENGAGED \ HEAD DISENGAGED 


HEAD RESPONSE TIME 
(30ms — 100ms) 


Figure 4. HLD/HLT Timing Example 
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3.2 Type Il Commands 


The Type Il commands, Read Sector and. Write Sector, 
permit actual data to be read from or written onto the 
diskette. Before the command is entered, it is necessary 
for the processor to have loaded the Sector Register with 
the number of the desired sector. Figure 5 is useful for 
understanding the operation of Type Il commands. 


3.2.1 Type Il Command Basic Operation Sequence 


The basic operation of Type Il commands is outlined as 
the following sequence: 


— The ID field is located by the detection of the ID AM 
(ID Address Mark). 


— The Track Number in the ID field is compared to the 
contents of the Track Register. If it does not match, 
then the ID AM search begins again. 


— Asa selectable option, the Side Number is checked 
for a match. If selected, a failure to match again 
causes the ID AM search to re-start. 


— The Sector Number is compared to the contents of the 
Sector Register. If there is not a match, the ID AM 
search is again begun. | . 


— The Sector Length field is entered into the FDC and 
stored internally for use in Read or Write operations. 
The value of the Sector Length byte is determined 
when the diskette is formatted (initialized) and must 
have one of the values in the table of Figure 6. 


— The ID field CRC1 and CRC2 bytes are checked with 
internally generated CRC. If they match, then the 
command (Read or Write) is permitted; if not, the CRC 
Error status bit is set and the search for the ID AM is 
begun again. 


If the Track Number, Side Number, Sector Number, and 
CRC all check properly within 4 disk revolutions (5 index 
pulses), then the command continues; otherwise the 
Record-Not-Found status bit is set and the command is 
terminated with an interrupt (INTRQ). 


SECTOR LENGTH NUMBER OF BYTES. 
FIELD (hex) IN SECTOR 


Figure 6. Sector Length Field Codes 


TRACK SIDE SECTOR SECTOR | CRC | CRC DATA | DATA | CRC | CRC 
NUMBER NUMBER NUMBER LENGTH 1 2 AM /|FIELD; 1 2 


DATA FIELD 


ID FIELD 


DATA FIELD 


Figure 5. General Track Format 
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BIT 


a: 

7/6 [s5/a[3l2]1]o| COMMAND 
1 {o[o[m|s |e [co | Reap sector | 
to] 1 |m[s 


|e fou] ware seeron 


0 = Write hex FB (data) into Data Address Mark field 


DATA ADDRESS MARK (ag) 1 = Write hex F8 (deleted data) into Data AM field 


0 = Side number not tested 


COMPARE ENABLE (C) 1 = Side number tested 


0 = No delay between HLD activation and HLT sampling 


DELAY (E) 1 = 15/30 ms delay between HLD activation and HLT sampling 


0 = Compare SIDE Number LSB to 0 


SIDE NUMBERS) “1 7 =Conipara SIDE Nuinber LSB to 1 


0 = Read (or Write) Single Sectors 


MULTIPLE SECTORS (m) 1 = Read (or Write) Multiple Sectors 


Figure 7. Type Il Command Option Bits 


3.2.2 Type II Command Option Bits 3.2.3 Type Il Command Operation 


Several bits in the Type Il command words are used to 
select various options. Figure 7 summarizes the special 
control bits which are outlined, as follows: 


The specific operation of the Read Sector and Write 
Sector commands, once the ID field is properly encoun- 
tered, is outlined below: 


e READ SECTOR — When the correct Track Number, 


oO 
ce 
oS 
= 


PROCESSORS 


@ ag (Data AM) — The ao bit is used to select which of 


two Data Address Mark bytes is to be stored in the 
Data AM field for Write Sector operations. A‘’1"’ inao 
causes hex F8 to be stored, indicating that the data 
field is actually deleted data. A ‘‘O” in aj causes hex 
FB to be stored, indicating undeleted data. 


S (Side) — The S bit is compared with the LSB of the 
Side Number (in the ID field), if the side number com- 
pare option has been enabled by the C bit. 


C (Compare) — This bit enables the comparison of the 
Side Number (in the ID field) with the S bit of the 
Type Il command. 


E (Delay) — The E bit causes the internally generated 
head settling delay to be inserted between the time 
the HLD (Head Load) output is activated and the time 
the HLT (Head Load Timing) input is strobed and 
checked. 


m (multiple Records) — This bit is used to select 
whether one sector (m = ‘‘0’’) or more than one 
sector (m = “'1"’) is to be read or written. For single 
sector operation, the interrupt is generated and the 
command is terminated immediately after the sector 
operation is complete. Multiple sector operation, 
however, is somewhat different. After the first sector 
operation is complete, the FDC Sector Register is 
incremented and the sequence is re-started. In this 
way, the next sequential sector number is read or 
written. Likewise, after it is complete, the Sector Reg- 
ister is again updated and the sequence re-started. 
This continues until the Sector Register has incre- 
mented to a number higher than any sector on the 
current track. At this point, the sequence terminates. 


Side Number (if selected), Sector Number, and CRC 
have been identified, the Data Field check commen- 
ces. The Data AM must be found within 30 bytes for 
single-density (or 43 bytes for double-density) from 
the time the last CRC byte for the ID field was encoun- 
tered. If not, the Record-Not-Found bit in the Status 
Register is set and the command is terminated. After 
the Data AM is found, the data bytes are entered 
through the internal Data Shift Register and trans- 
ferred to the Data Register. Each byte transferred 
results ina DRQ. The Data Register must be unloaded 
(read) by the MPU or DMA controller before the next 
byte is fully received. If not, then the new byte is 
written over the previous byte in the Data Register, 
the previous byte is lost, and the Lost Data status bit is 
set. At the end of the Data Field, the CRC bytes are 
compared to the internal CRC generated by the FDC. If 
they do not match, the CRC Error status bit is set and 
the command is terminated, even if it is a multiple- 
record command (m = “1"”). At the end of the 
sequence, the Data AM encountered in the Data Field 
determines bit 5 of the Status Register. If the Data AM 
was hex FB (undeleted), then bit 5 is set to ‘‘O’’: hex F8 
(deleted data) causes bit 5 to be set to “1”. 


WRITE SECTOR — The Write Sector command oper- 
ates in a fashion very similar to Read Sector. When 
the correct Track Number, Side Number (if selected), 
Sector Number, and CRC have been identified, a DRO 
is generated, requesting the first data byte which is to 
be written on the diskette. The FDC then counts 11 
bytes for single-density (or 22 bytes for double- 
density) to account for part of the gap between the ID 
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and DATA fields (Gap 2 in Figure 5). At this point, if 
the DRQ has been serviced and a data byte stored in 
the Data Register, the WG output goes true (high) and 
6 bytes of zeroes for single-density (12 bytes for 
double-density) are written on the diskette. This 
accounts for the remainder of Gap 2. (If the DRO had 
not been serviced, the Lost Data status bit would have 
been set and the command terminated). Following 
Gap 2, the Data AM is written. This byte is either hex 
FB (undeleted data) or hex F8 (deleted data) and is 
determined by the state of the ao bit in the com- 
mand byte, (see Figure 7). Finally, the data is written 
on the diskette, starting with the byte already loaded 
in the Data Register. As each byte is transferred from 
the Data Register to the Data Shift Register to be 
stored on the diskette, a DRO is generated to the MPU 
or DMA control unit requesting the next data. If any 
DRQis not serviced in time, the Lost Data status bit is 
set and a byte of zeroes is stored on the diskette, but 
the command is not terminated. After the last data 
byte is stored on the diskette, the two-byte CRC (gen- 
erated in the FDC) is then stored on the diskette. 
Finally, after the CRC bytes, the FDC stores one more 
byte (hex FF), the WG output goes low (false), and the 
command is terminated. 


3.3 Type Ill Commands 


There are three Type III Commands: 


READ ADDRESS — Read the next ID field (6 bytes) 
into the FDC. 


READ TRACK — Read all bytes of the entire track, 
including gaps. 


WRITE TRACK — Write all bytes to the entire track, 
including gaps. 


3.3.1 Type Ill Command Option Bit 
There is one option bit for Type Ill commands. 


e E(DELAY) — This option bit acts the same for Type Ill 
commands as it does for Type Il commands. See 
section 3.2.2 for further information. 


3.3.2 Type Ill Command Operation 


READ ADDRESS — When this command is issued, 
the head is loaded (HLD high) and the Busy status bit 
is set. The next ID field encountered on the diskette is 
then read a byte at a time, using DRQ initiated data 
transfers to the MPU or DMA controller. Six bytes are 
entered, comprising the entire ID field. They are: 
Track Number (1 byte); Side Number (1 byte); Sector 
Number (1 byte); Sector Length (1 byte); and CRC (2 
bytes). Although the CRC bytes are passed unaltered, 
the FDC checks their validity and sets the CRC Error 
status bit accordingly. Part of the operation of this 
command causes the Track Number to be stored in 
the Sector Register of the FDC. The command ends 
with the generation of an interrupt (INTRQ) and the 
clearing of the Busy status bit. 


READ TRACK — The initiation of this command 
causes the head to be loaded (HLD active) and the 
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Busy status bit to be set. Reading of the track starts 
with the next encountered Index pulse and continues 
until the following Index Pulse. Each byte is 
assembled and transferred to the Data Register. Asin 
any normal read operation, a DRO output is generated 
with each byte, signalling to the MPU or DMAcontrol 
unit that the byte is ready. CRC and Gap bytes are 
treated as any other byte. No CRC checking is per- 
formed. When all bytes are transferred, the Busy sta- 
tus bit is cleared, and INTRO goes high. 


WRITE TRACK — The start of this command causes 
the head to be loaded (HLD active) and the Busy status 
bit to be set. Data is written onto the track when the 
first Index pulse is encountered, and terminated at 
the subsequent Index Pulse. DRQ is activated imme- 
diately after the command is issued to permit 
adequate time for the first byte to be made available 
before the Index is found. If this time is not enough 
and the Index Pulse occurs before the Data Register is 
loaded, then the command is terminated. Once the 
data transfers begin, the DRO is generated for each 
byte as needed. Any byte which is not transferred into 
the FDC in time causes a byte of all zeroes to be stored 
on the diskette instead. Address Marks and CRC bytes 
are generated by the FDC in response to format 
control bytes supplied by the system MPU or DMA 
control unit. When all bytes are transferred, the 
command is terminated, the Busy status bit is 
cleared, and INTRO is set high. 


3.4 Type lV Command 


Force Interrupt is the only Type IV command. This 
command permits the MPU to terminate (abort) any 
command in progress. Figure 8 tabulates the Type IV 
command option bits. 


The four bits, lo-I3, are used to select the condition of the 
interrupt occurrence. Regardless of which bit is set, any 
command currently being executed is immediately 
terminated and the Busy status bit is cleared, indicating 
“Not Busy’. Then, when the condition is met, INTRQ 
goes high, causing the required interrupt. 


If lo-I3 are all ‘‘O’’, no interrupt occurs, but any currently 
executing command is immediately terminated. If more 
than one condition is selected, then the interrupt occurs 
when any of the conditions is met. 


To clear the interrupt, it is necessary to read the Status 
Register or to write the Command Register. An exception, 
however, is for 13 = 1 (Immediate Interrupt). For this case, 
the interrupt is cleared with another Force Interrupt 
command with lo-l3 all O. 


3.5 Status Register 


The Status Register permits the MPU to monitor a variety 
of conditions in the FDC. For each command, the individ- 
ual status bits have their own meaning. When a 
command is initiated (except for the Force Interrupt 
command), the Busy status bit is set and the others are 
cleared or updated. If the Force Interrupt command is 
entered when another command is in progress, the Busy 
status bit is cleared, but the others remain unaffected. 
However, if the Force Interrupt command is initiated 
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BIT 
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READY TRANSITION 49 = No effect 
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1 = Forces INTRO when READY input goes low-to-high 


NOT-READY TRANSITION 4 


0 = No effect 
1 = Forces INTRO on next INDEX pulse input 


IMMEDIATE + Dir Do ottect 


= No effect 
= Forces INTRQ when READY input goes high-to-low 


1 = Forces INTRO immediately 


Figure 8. Force Interrupt Command Flags 


ALL TYPE | Not Write 
Ready | Protect 


WRITE SECTOR 


READ ADDRESS 


Not 
Ready 


COMMAND 
[commana 


Seek CRC 
Error 


Rec not | CRC Lost Busy 
Found | Error Data 
Not Write Write Rec not | CRC Lost Busy 
Ready | Protect | Fault Found | Error Data 
Rec not | CRC Lost Busy 
Found | Error Data 
Lost Busy 
Data 


Head 
Loaded 


Record 


READ SECTOR Not 
Ready Type 


READ TRACK Not 
Ready 


WRITE TRACK Not Write Write 
Ready Protect | Fault 


Error 


ee 
hal eld 
0 


Figure 9. Status Register Summary 


when there is not another command in progress, the 
other status bits are cleared or updated and represent 
the Type | Command status. Figure 9 illustrates the 
meaning of the status bits for each command. 


Detailed descriptions of each status bit function follow: 


e NOT READY 
O = Drive is Ready 
1 = Drive is Not Ready 


e WRITE PROTECT 
O = WPRT input is high (unprotected) 
1 = WPRT input is low (protected) 
e HEAD LOADED 
O = Head is not currently loaded 
1 = Head is loaded and engaged (both HLD and HLT 
are active) 


e SEEK ERROR 
O = Desired track was found. Updating clears this bit 
1 = Desired track was not found 


e TRACK O 
O = TROO input is high 
1 = TROO input is low (Read/Write head is on 
Track @) 


e INDEX 
O = !P input is high (no index mark) 
1 = IP input is low (index mark) 
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BUSY 
O = Not Busy 
1 = Busy (Command sequence in progress) 


RECORD TYPE 
O = Non-deleted data mark 
1 = Deleted data mark 


WRITE FAULT 
O = No write fault 
1 = Write fault has occurred 


RECORD NOT FOUND 

O = Desired track and sector properly found. 
Updating clears this bit 

1 = Desired track and sector not found 


CRC ERROR 

O = No CRC error. Updating clears this bit 

1 = CRC check error encountered 

LOST DATA 

O = No data lost. Updating clears this bit 

1 = MPU did not respond to DRQ. Data was lost 
DATA REQUEST (DRQ) 


O = DRO not in progress. Updating clears this bit. 
1 = DRQ currently in progress 
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INDEX vereoreo 
INDEX AM 
DR = F6 WRITE 

3 TIMES MFM ONL 


a 


sed 


TRACK NUMBERS: 00 - 4A 


SINGLE SIDED: NUMBER = 00 
DOUBLE SIDED, SIDE 0=00 
DOUBLE SIDED, SIDE 1=01 


BYTES/SECTOR 


SECTOR NO. MEM 


128 
256 
512 


01-1A 
01 - OF 
01 - 08 


512 
1024 


*3 bytes of Al for MFM synchronization. 


" ID | TRACK SIDE SECTOR | SECTOR | CRC | CRC e IDATA | DATA crc | crc 
; AM | NUMBER | NUMBER | NUMBER | LENGTH | 1 2 AM | FIELD 
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= COMPLETE SECTOR —| 


LAST 
DATA 
FIELD 


2 BYTE CRC 
WRITTEN 
BN SER DR = F7 
2 BYTES CRC WRITTEN 
DR = FB 


SECTOR LENGTH 


00= 128 
01= 256 
02= 512 
03 = 1024 


Figure 10. IBM Compatible Sector/Track Format 


4.0 Disk Formatting 


Disk formatting (initialization) is accomplished by the 
Write Track command. Each byte for the entire track 
must be provided for proper formatting. This includes 
gap as well as data bytes. 


The sequence required to format a diskette begins with 
positioning the Read/Write head at the desired track. 
Once this has been done, it is necessary to perform a 
Write Track command to store all the information on a 
track. The Write Track command uses DRO to request 
each byte from the system MPU, starting with the byte at 
the beginning of the physical Index Pulse and ending 
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with the last gap bytes at the end of the track. Figure 10 
illustrates the IBM standard for track formatting. 


Normally, each data byte stored on the diskette must be 
generated by the system MPU and passed into the FDC 
Data Register. However, there are exceptions to this 
rule. If a data byte of hex F5 through FE is entered into 
the Data Register, then the FDC recognizes this as Data 
AM with missing clocks or CRC generation code. Conse- 
quently, F5 through FE must not be used in gaps, data 
fields, or ID fields, as this will disrupt normal operation of 
the FDC during formatting. 
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4.1 IBM 3740 Format 


This single-density (FM) format utilizes 128 bytes/ 
sector. The bytes to be generated by the system MPU for 
use in the execution of the Write Track command are 
shown in Figure 11. 


4.2 IBM System 34 Format 


This double-density (MFM) format utilizes 256 bytes/ 
sector. The bytes to be generated by the system MPU for 
use in the execution of the Write Track command are 
shown in Figure 12. 


4.3 Non-IBM Formats 


Unique (non-IBM) formats are permissible providing the 
following restrictions are understood. 


e Sector length may only be 128, 256, 512, or 1024 
bytes. 


e Gap sizes must conform to Figure 13. 


DATA 
BYTE | NO.OF | comments 
(hex) 


BYTES 


Gap 5 
(Post Index) 


Index AM 
Gap 1 


ID AM 

Track Number 
(00-4A) 

Side Number 
(00 or 01) 
Sector Number 
(01-1A) 

Sector Length 
(128 bytes) 


Causes 2-Byte 
CRC to be 
Written 


Gap 2 (ID Gap) 


Data AM 
Data Field 


Causes 2-Byte 
CRC to be 
Written 


Part of Gap 3 
(Data Gap) 
Gap 4 

(Pre Index) 


NOTES: 1. THIS PATTERN MUST BE 
WRITTEN 26 TIMES PER TRACK. 
2. CONTINUE WRITING HEX FF 
UNTIL FDC COMPLETES 
SEQUENCE AND GENERATES 
INTRO INTERRUPT 


Figure 11. Byte Sequence for IBM 3740 Formatting 
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DATA 

Byte | NO.OF | comments 
BYTES 

(hex) 


Gap 5 
(Post Index) 


Writes C2 
Index AM 


Gap 1 


Writes ID AM 
Sync Bytes 


ID AM 


Track Number 
(00-4C) 

Side Number 
(00 or 01) | 
Sector Number 
(01-1A) 
Sector Length 
(256 Bytes) 
Causes 2-Byte 
CRC to be 
Written 


Gap 2 (ID Gap) 


ONE 
SECTOR 


© 


Writes ID AM 
Sync Bytes 


Data AM 
Data Field 


Causes 2-Byte 
CRC to be 
Written 

Part of Gap 3 
(Data Gap) 
Gap 4 

(Pre Index) 


NOTES: 1. THIS PATTERN MUST BE 
WRITTEN 26 TIMES PER 
TRACK. 
2. CONTINUE WRITING HEX 
4E UNTIL’ FDC COMPLETES 
SEQUENCE AND GENERATES 
INTRO INTERRUPT. 


Figure 12. Byte Sequence for IBM System-34 Formatting 


SINGLE 
DENSITY 
(FM) (MFM) 


16 bytes FF 16 | 16bytes4E | 16bytes4E 


DOUBLE 
DENSITY NOTE 


10 bytes FF 16 bytes 4E 
4 bytes 00 8 bytes 00 
3 bytes Al 


16 bytes FF 16 bytes 4E 


NOTES: 1. THESE BYTES COUNTS ARE EXACT. 
2. THESE BYTES COUNTS ARE MINIMUM 
EXCEPT FOR 3 BYTES A1, WHICH IS 
EXACT. 


11 bytes FF 22 bytes 4F 
6 bytes 00 12 bytes 00 
3 bytes A1 


Figure 13. Gap Size Limitations 


* 

ce 
a) 
own 
cr 
Ou 
=S 
ce 
(oe 
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Electrical Specifications 


Absolute Maximum Ratings” Comment* 


All inputs contain protection circuitry to prevent damage to high 
static charges. Care should be exercised to prevent unneces- 
sary application of voltages in excess of the allowable limits. 


Rating Allowable Range 


-0.3V to +7.0V 


Supply Voltage 


Input/Output 
Voltage 


Stresses above those listed under “Absolute Maximum 
Ratings” may cause permanent damage to the device. This is a 
stress rating only and functional operation of the device at these 
or any other conditions above those indicated in the operational 
sections of this specification is not implied. 


-~0.3V to +7.0V 
O°C to 70°C 
-55°C to 150°C 


Operating Temp. 


Storage Temp. 


D.C. SnGIACIen ect (Veg = 5V + 5%, Ty = 0-70°C) 


CHARACTERISTIC oe 
Input High Voltage L 2e V 
Input Low Voltage af L vn 
Input Leakage Current, 0 < Vin <Vec Ne eae 
Output High Voltage, || gap = -100 uA [Von] | 
Output Low Voltage, |) gap = 1.6 mA ee ee V 
Output Leakage Current, Vout = Vcc Te ee 
Power Dissipation (Vcc = 5.25V) ee ee 


Test Load 


OPEN COLLECTOR 
OUTPUT TEST LOAD 


5V 


Ww 


KQ 


PIN PIN 


100 pF 


IT 


C = 130 pF MAX. FOR DBO-DB7 
C = 30 pF MAX. FOR ALL OTHER OUTPUTS = 
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MPU Read Cycle Timing MPU Write Cycle Timing 


D 


DRO He 


t 
TprRR - IpRR 


INTRO INTRO 


7) 

c 
| 
Own 
cw 
Cw 
=o 
c 
a 


Address and CS Setup Time Tr | 50 | = 
AddressandCSHold Time | Tyo | 10 ‘| 
Data Access Time | Toacc | - | 
Data Hold Time | Toor =| 50 
DRO Reset Delay | Tore =| - 
INTRO Reset Delay otro 6] 


1. Timing shown is for 2MHz CLK frequency. For 1 MHz, this parameter is doubled. 


MPU Write Cycle Characteristics (Vcc = 5V + 5%, Ta = O—70°C) 


CHARACTERISTIC | SYMBOL [| MIN | 
Address and CS Setup Time | oTser | 50s 
WE Pulse Width 
Address and CS Hold Time | TH =f 10 
Data Setup Time | Tos | 250s 
Data Hold Time | Toe =| 20 
DRQ Reset Delay | Tore =| - 
INTRO Rest Delay | Tar | - | 


1. Timing shown is for 2MHz CLK frequency. For 1MHz, this parameter is doubled. 
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System Clock Reference Index Pulse Input 
Tie 
Tcyc 1P 
— Write Fault Input 
Tco1 Tep2 WE 
Master Reset Input 
Tmr 


CHARACTERISTIC SYMBOL | omin | MAX UNIT NOTE 


DIRC Setup Time Tpir 
STEP Pulse Width 
Index Pulse Width 
Write Fault Pulse Width 
Master Reset Pulse Width TMR 


c= 
an 
Os ee ie 


zy 
vu 
i 
& 
oO 
=x 
fee) 
= 
“ 


—| 
ii 
a 
UE 
“”n 


i, 
= 
e 
nn 


wn 


1. Depends upon FM/MFM mode and CLK frequency. See timing figure below. 
2. Timing shown is for 2 MHz clock: Minimum time doubles for 1 MHz clock. 


Step and Direction Motor Control Timing 


DIRC STEP IN 
(OUTPUT) STEP OUT 


STEP 
(OUTPUT) 


Tstp PULSE WIDTH 
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Input Data Timing Characteristics 


RAW READ 


RCLK 
0.8V 0.8V 0.8V 


Ta TB 
Tc 


SYMBOL DESCRIPTION COMMENTS 
Ta TB Te 


Ta T, and Tg must each be 
Tg greater than 800 nsec. 


Te Tc (RCLK for MFM) must be 
greater than 1.5 us. 


=) 
c 
oO 
= 
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RAW READ Pulse Width. Normally is 


100-300 ns. May be any width providing 


A ; ne ; if 
T it is entirely within RCLK stable time. =600 T<1200ns | 
ii it extends beyond RCLK transition, then it ee 
must be constrained by the values in the = 
table. 
Tec RAW READ Pulse Period EM 
1.6 us min. at 2 MHz 4, 6 or us 
3.2 us min. at 1 MHz 
T1, 12 Tz and T2 must each be greater than 40 ns. 
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Diskette Data Timing Characteristics 
READ ENABLE TIMING WRITE ENABLE TIMING 


WRITE WRITE 
READ READ DATA DATA 


DATA REGISTER DATA REGISTER REGISTER REGISTER 


WRITE DATA TIMING WRITE GATE TIMING 


wD 
(OUTPUT) 


EARLY, LATE 


(OUTPUTS) FIRST WD LAST WD 


Pee 

[FM 900 t100 |" - | — [4000 “| ~4000_ [nsec 
[amie PME aso 250 {vas {198 [1900 {1000 seo 
[= [= 20007 | 2000 | nse] 


Package Availability 40 Pin Ceramic 
40 Pin Cerdip 
40 Pin Plastic 


Ordering Information 


PART 
NUMBER PACKAGE | DATA BUS LOGIC 


SYC1791-02 CERAMIC NEGATIVE-TRUE 
SYD1791-02 CERDIP NEGATIVE-TRUE 
SYP1791-02 PLASTIC NEGATIVE-TRUE 
SYC1793-02 CERAMIC POSITIVE-TRUE 
SYD1793-02 CERDIP POSITIVE-TRUE 
SYP1793-02 PLASTIC POSITIVE-TRUE 
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Enhanced Programmable 
Communications Interface 


Features 


SYNCHRONOUS OPERATION e Automatic serial echo mode (echoplex) 
° 5 to 8-bit characters plus parity ¢ Local or remote maintenance loop back mode 
° Single or double SYN operation Baud rate: dc to 1M bps (1X clock) 

e Internal or external character synchronization — dc to 62.5K bps (16X clock) 

e Transparent or non-transparent mode — de to 15.625K bps (64X clock) 

e Transparent mode DLE stuffing (Tx) and detection (Rx) 

e Automatic SYN or DLE-SYN insertion OTHER FEATURES 

e SYN, DLE and DLE-SYN stripping i: 

© Odd, even, or no parity Internal or external baud rate clock 

e Local or remote maintenance loop back mode 3 baud rate sets (2661-1, -2, -3) 

© Baud rate: de to 1M bps (1X clock) 16 internal rates for each set 


Double buffered transmitter and receiver 
Dynamic character length switching 

Full or half duplex operation 

TTL compatible inputs and outputs 

RxC and TxC pins are short circuit protected 
3 open drain MOS outputs can be wire-ORed 
Single 5V power supply 

No system clock required 

28-pin dual-in-line package 


ASYNCHRONOUS OPERATION 


e 5 to 8-bit characters plus parity 

1, 1% or 2 stop bits transmitted 

Odd, even, or no parity 

Parity, overrun and framing error detection 
Line break detection and generation 

False start bit detection 


Pin Configuration Block Diagram 


Balas DATA BUS 
o-D7 BUFFER 7 


SYN/DLE 
CONTROL 
SYN 1 
REGISTER 


SYN 2 
REGISTER 


OPERATION a 
i cue REGISTER 
2 MODE 
REGISTER 1 
3 
ere ane TRANSMITTER 
4 7] RxC/BKDET REGISTER 2 
DTR A COMMAND TRANSMIT 
2 [| DTR REGISTER eal a 
ATS STATUS HOLDING 
° ie REGISTER REGISTER 
: ms TRANSMIT TxD 
: SHIFT 
, TIMING REGISTER 
- BAUD-RATE 
GENERATOR 


AND CLOCK 
CONTROL 


RECEIVER 


RECE!VE- 
DATA 
HOLDING 
REGISTER 


15 TJ TxRDY Arh 


i an 
wooen neceve 
CONTROL REGISTER 
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Table 1 Baud Rate Generator Characteristics 
2661-1 (BRCLK = 4.9152 MHz) 


[| MR2 Actual Frequency 
EsESaEEE Baud Rate 16X Clock (KHz) Percent Error 
0.8 = 


aa a OO OOOO O 
3a=22A3A9C000-]===0000 

Sigoaeseanee aS 
=O0-0-0-0-0-0-0-0 


a2 
ere ee ae 


0 
0 
0 
O 
6) 
@) 
O 
O 
1 
1 
1 
1 
1 
1 
1 
1 


=-3-0000-=-==0000 
==00--00--00--00 


wR? 
ee ee) eee 


== 00--00/-00--00 


Note: 16X CLK is used in asynchronous mode. In synchronous mode, clock multiplier is 1X and BRG can be used only for TxC. 
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Signal Descriptions 
CPU Interface 


RESET (Reset) 


A high on this input performs a master reset on the SY2661. 
This signal asynchronously terminates any device activity 
and clears the mode, command and status registers. The 
device assumes the idle state and remains there until initial- 
ized with the appropriate contro! words. 


Ao, A; (Address 0, 1) 
Address lines used to select the internal registers. 


R/W (Read/Write) 


The direction of data transfers between the EPCI and the 
CPU is controlled by the R/W input. When CE and R/W are 
both low the contents of the selected registers will be trans- 
ferred to the data bus. With CE low and R/W high a write to 
the selected register is performed. 


CE (Chip Enable) 


When low, the selected register will be accessed. When high 
the Do-D7 lines will be placed in the high impedance state. 


DBo-DB7 (Data Bus) 


An 8-bit three-state positive true data bus used to transfer 
commands, data and status between the EPCI and the CPU. 


TxRDY (Transmitter Ready) 


This output is the complement of status register bit SRO. 
When low, it indicates that the transmit data holding register 
(TxHR) is ready to accept a data character from the CPU. It 
goes high when the data character is loaded. This output is 
valid only when the transmitter is enabled. It is an open drain 
output which can be “wire-ORed” to the CPU interrupt. 


RxRDY (Receiver Ready) 


This output is the complement of status register bit SR1. 
When low, it indicates that the receive data holding register 
(RxHR) has a character ready for input to the CPU. It goes 
high when the RxHR is read by the CPU and also when the 
receiver is disabled. It is an open drain output which can be 
“wire-ORed” to the CPU interrupt line. 


TxEMT/DSCHG 


This output is the complement of status register bit SR2. 
When low, it indicates that the transmitter has completed 
serialization of the last character loaded by the CPU, or that a 
change of state of the DSR or DCD inputs has occurred. This 
output goes high when the status register is read by the CPU 
if the TxEMT condition does not exist. Otherwise, the TxHR 
must be loaded by the CPU for this line to go high. It is an 
open drain output which can be “‘wire OR-ed” to the CPU 
interrupt line. 


Transmitter/Receiver Signals 


BRCLK (Baud Rate Clock) 

Clock input to the internal baud rate generator. This is not 
required when external receiver and transmitter clocks are 
used. 


RxC/BKDET (Receiver Clock, Break Detect) 
When the EPCI is programmed for External Receiver Clock, 
this pin will act as an input and control the rate at which a 


character is received. The frequency is programmed in Mode 
Register 1 and may be 1X, 16X or 64X the baud rate. Data 


SY2661 


are sampled on the rising edge. If internal Receiver Clock is _ 


programmed this pin will provide an output, either a 1X/16X 
clock or Break Detect signal determined by programming 
Mode Register 2. 


TxC/XSYNC (Transmitter Clock/External SYNC) 


When the EPCI is programmed for External Transmitter 
clock, this pin will act as an input and control the rate at 
which the character is transmitted. The frequency is pro- 
grammed in Mode Register 1 and may be 1X, 16X or 64X the 
baud rate. Data changes on the falling edge of this clock. If 
the UPCI is programmed for Internal Transmitter clock, this 
pin can be either an output providing a 1X/16X clock or an 
input for External Synchronization determined by Mode Reg- 
ister 2 programming. 

RxD (Receive Data) 

RxD is the serial data input to the receiver. 

TxD (Transmit Data) 

TxD is the serial data output from the transmitter. When the 


transmitter is disabled the output will be in the high, “Mark”, 
state. 


DSR (Data Set Ready) 


DSR is an input that can be used to indicate to the UPCI Data 
Set Ready or Ring Indicator. Its complement appears in the 
Status Register as bit SR7. A change of state on DSR will 
cause TxEMT/DSCHG to go low if either CRO or CR2 = 1. 


DCD (Data Carrier Detect) 


The DCD input must be low for the receiver to operate. If 
DCD goes high while receiving, the RxC is internally inhi- 
bited. The complement of DCD appears in the Status 
Register as bit SR6. A change of state in DCD will cause 
TxEMT/DSCHG to go low if either CRO or CR2 = 1. 


CTS ( Clear To Send) 

The CTS input must be low for the transmitter to operate. If 
CTS goes high while transmitting, the character currently in 
the Transmit Shift Register will be transmitted before termi- 
nation TxD will then go to the high level (Mark). 


DTR (Data Terminal Ready) 


The DTR output is the complement of CR1. It is normally 
used to indicate Data Terminal Ready. 


RTS (Request To Send) 


The RTS output is the complement of CR5. If the Transmit 


Shift Register is not empty when CR5 is reset, RTS will not 
go high until one TxC after the last serial bit is transmitted. 


Functional Description 


The internal organization of the EPCI consists of six major 
blocks, (see Fig. 1). These are the Transmitter, Receiver, 
Clock Control, Operation Control, Modem Control and SYN- 
/DLE Control. These blocks internally communicate over 
common data and control buses. The data bus is also linked 
to the CPU via a bi-directional three-state interface. 


Briefly, these blocks perform the following functions: 


Transmitter 


The Transmitter receives parallel data from the CPU and 
converts it to a serial bit stream, inserting Start, Stop, and 
Parity bits, as selected by the user, and outputs a composite 
serial data stream. 
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Receiver 


The Receiver accepts serial data from the sending device, 
converts it to a parallel format checking for appropriate Start, 
Stop and Parity bits and Control Characters, as selected by 
the user, and sends the assembled character to the CPU. 


Timing Control 


The Timing Control block contains a programmable Baud 
Rate Generator (BRG) which is able to accept external 
Transmit (TxC) or Receive (RxC) clocks or to divide external 
clock (BRCLK) for controlling data transfers. The BRCLK input 
allows the user to program one of 16 commonly used baud 
rates. 


Operating Control 


The Operation Control block contains four registers; Mode 
Registers 1 and 2, (MR1, MR2) the Command Register (CR) 
and Status Register (SR). These registers are used to store 
configuration and operation commands from the CPU. They 
generate the necessary internal control signals for proper 
device operation, and maintain status information for the 
CPU. 


Modem Control 


The modem control section provides interfacing for three 
input signals and three output signals used for “handshak- 
ing’ and status indication between the CPU and a modem. 


SYN/DLE Control 


This section contains control circuitry and three 8-bit regis- 
ters storing the SYN1, SYN2, and DLE character provided by 
the CPU. These registers are used in the synchronous mode 
of operation to provide the characters required for synchroni- 
zation, idle fill and data transparency. 


Operation 


The EPCI’s operation is determined by programming the 
Mode and Command Registers. Baud rate, asynchronous or 
synchronous communication, and SYN characters are deter- 
mined before enabling the transmitter or receiver. 


Asynchronous Receiver Operation 


After the Mode Registers are configured the receiver is 
enabled when the RxEN bit in the Command Register (CR2) 
is set toa 1 and DCD is low. The EPCI then monitors the RxD 
input waiting for a high to low transition. If a transition is 
detected, the RxD input is again sampled one-half bit time 
later. If RxD is now high, a search for a valid start bit is begun 
again. If RxD is still low a valid start bit is assumed and the 
receiver continues to sample the RxD input at one bit time 
intervals until the correct number of data bits, parity bit and 
one stop bit have been assembled. The character is then 
transferred to the Receive Data Holding Register (RxHR); 
RxRDY in the status Register is set (SR1); the RxRDY output 
goes low. If the character length is less than 8 bits, the high 
order unused bits in the holding register are set to zero. The 
parity error, framing error, and overrun error status bits are 
strobed into the status register on the positive going edge of 
RxC corresponding to the received character boundry. See 
Figure 6 and 8. 


If the stop bit is present, the receiver will immediately begin 
its search for the next start bit. If the stop bit is absent (fram- 
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ing error), the receiver will interpret a space bit if it persists 
into the next bit time interval. If a break condition is detected 
(RxD is low for the entire character as well as the stop bit), 
only one character consisting of all zeros (with the FE status 
bit set) will be transferred to the holding register. The RxD 
input must return to a high condition before a search for the 
next start bit begins. See Figure 9. 


Pin 25 can be programmed as a Break Detect (BKDET) output 
by setting both bits 4 and 7 of Mode Register 2 (MR2). When 
these bits are set and a break is detected, the BKDET output 
will go high. If RxD returns high for at least one RxD time, 
BKDET will return low. 


Synchronous Receiver Operation 


When the EPCI is programmed for synchronous operation 
the receiver will remain idle until the receiver enable bit 
(CR2) is set. At this time the EPCI enters the hunt mode. Data 
are shifted into the receive data shift register (RxSR) one bit 
at a time. The contents of RxSR are then compared to the 
contents of the SYN1 register. If the two are not equal, the 
next bit is shifted in and the comparison is repeated. When 
the two registers match, the hunt mode is terminated and 
character assembly mode begins. If single SYN operation is 
programmed, the SYN DETECT status bit is set. If double SYN 
operation is programmed, the first character assembled after 
SYN1 must be SYN2 in order for the SYN DETECT bit to be 
set. Otherwise the EPCI returns to the hunt mode. (Note 
that the sequence SYN1-SYN1-SYN2 will not achieve 
synchronization). See Figure 6. 


When synchronization has been achieved, the EPCI con- 
tinues to assemble characters and transfer them to the 
holding register, setting the RxRDY status bit and asserting 
the RxRDY output each time a character is transferred. The 
PE and OE status bits are set as appropriate. Further receipt 
of the appropriate SYN sequence sets the SYN DETECT sta- 
tus bit. If the SYN stripping mode is commanded, SYN 
characters are not transferred to the holding register. Note: 
the SYN characters used to establish initial synchronization 
are not transferred to the holding register in any case. 


By setting MR24 (MR2 bit 4) and MR27 1 pin 9 
(RxC/XSYNC) will be programmed as an external jam syn- 
chronization input. When XSYNC is selected internal SYN1, 
SYN1-SYN2 and DLE-SYN1 detection is disabled. Each posi- 
tive going signal on XSYNC will cause the receiver to 
establish synchronization on the rising edge of the next RxC 
pulse. Character assembly will start with the RxD input at 
this edge. XSYNC must be lowered prior to the next rising 
edge of RxC. This external synchronization will cause the 
SYN DETECT status bit to be set until the status register is 
read. Refer to XSYNC timing diagram. 


Asynchronous Transmitter Operation 


When the EPCI is programmed to transmit the transmitter 
will remain idle until CTS is low and the TxEN bit (CRO) is set. 
The EPCI will respond by setting status register (SR) bit O and 
asserting the TxRDY output. When the CPU writes a charac- 
ter into the transmit data holding register (TxHR), SRO is 
reset and TxRDY returns high. The character is then trans- 
ferred to the transmit shift register (TxSR) when it is idle or 
has completed transmission of the previous character. SRO 
is again set, and TxRDY goes low. See Figure 7. 
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In the asynchronous mode, the transmitter automatically 
sends a Start bit followed by the programmed number of data 
bits, the least significant bit being sent first. It then appends 
an optional odd or even parity bit and the programmed 
number of stop bits. If, following transmission of the data bits, 
a new character is not available in the transmit holding regis- 
ter, the TxD output remains in the marking (high) condition 
and the TxXEMT/DSCHG output and its corresponding status 
bit are asserted. Transmission resumes when the CPU loads 
a new character into the holding register. The transmitter 
can be forced to output a continuous low (BREAK) condition 
by setting CR3. 


Synchronous Transmitter Operation 


When the EPCI is initially programmed for synchronous 
transmission it will remain in the idle state (RxD high) until 
TxEN is set. At this point TxD remains high, TxRDY will go 
low and both will stay in this state until the first character 
(usually a SYN character) is written into the TxHR. This starts 
transmission, with TxRDY going low each time a character is 
shifted from the TxHR to the TxSR. If TxRDY is not serviced 
before the previous character is shifted out of the TxSR, the 
TxEMT output will go low and the EPCI will automatically fill 
the pending gap with SYN1, SYN1, SYN2 doublets, or DLE- 
SYN1 doublets, depending on the state of MR6 and MR17. 
Transmission will be continuous until TxFN is reset to O. 
See Figure 7. 


If the send DLE bit (CR3) is set, the DLE character is automat- 
ically transmitted prior to the transmission of any character 
stored in the TxHR. Since this is a one time command, CR3 
does not have to be reset. 


EPCI Programming 


Before data communications can be started the EPCI must be 
programmed by writing to its mode and command registers. 
Additionally, if synchronous communication has been selec- 
ted the appropriate SYN1, SYN2 and DLE registers must be 
loaded. Reference the Register Addressing Table and Initiali- 
zation Flow Chart for address requirements and program- 
ming procedure. 


The Register Addressing table shows MR1 and MR2 at the 
same address. The EPCI has an internal pointer that initially 
directs the first read or write to MR1, then on the next access 
at that same address the pointer directs the operation to 
MR2. A similar sequence occurs for the SYN and DLE regis- 
ters; first SYN1 then SYN2 then DLE. If more than the 
required number of accesses are made the internal pointer 
resets to the first register. The pointer is also reset to MR1 
and SYN1 bya RESET input or a read of the Command Regis- 
ter, but unaffected by any other read or write operation. 


Register Formats 


The register formats are summarized in Figures 2 through 5. 
MR1 and MR2 define the general operating characteristics. 
The Command Register controls the basic operation defined 
by MR1 and MRz2. The Status Register indicates the EPCI 
operating status and the condition of external inputs. These 
registers are cleared by a RESET input (SR6 and SR7 
excepted). 
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Mode Register 4 (MR‘1) 


MR11 and MR10 select the communication mode and baud 
rate multiplier. Note: the multiplier in asynchronous mode 
applies only if the external input option is selected by MR24 
and MR25. 

MR13 and MR12 select Character length. Character length 
does not include the parity bit, when selected, and does not 
include the start and stop bits in asynchronous operation. 


MR14, when set, selects parity. A parity bit will be transmit- 
ted with each character, and a parity check will be performed 
on each character received. 


MR15 selects either odd or even parity. 


In the asynchronous mode MR16 and MR17 select the 
number of stop bits; 1, 1.5 or 2. If 1X baud rate is pro- 
grammed 1.5 stop bits defaults to 1 on transmit. 


In the synchronous mode MR17 controls the number of SYN 
characters used to establish synchronization, and the 
number of fill characters to be transmitted when TxRDY and 
TxEMT are O. 

MR16 controls selection of the transparent mode. When 
MR16 is set (transparent selected) DLE-SYN1 is used for 
character fill and SYN detect (SR 5), but the normal syn- 
chronization sequence is used to establish character sync. 
When transmitting in the synchronous transparent mode, a 
DLE character in the TxHR will cause a second DLE character 
to be transmitted. Note: if the send DLE command (CR3) is 
active when a DLE character is in the TxHR only one addi- 
tional DLE will be transmitted. 


The bits in the mode register affecting character assembly 
and disassembly (MR12-MR16) can be changed dynamically 
(during active receive/transmit operation). The character 
mode register affects both the transmitter and receiver; 
therefore in synchronous mode, changes should be made 
only in half duplex mode (RxEN = 1 or TxEN = 1, but not both 
simultaneously = 1). In asynchronous mode, character 
changes should be made when RxEN and TxEN =O or when 
TxEN = 1 and the transmitter is marking in half duplex mode 
(RxEN = 0). 

To effect assembly/disassembly of the next received/trans- 
mitted character, MR12-15 must be changed within n bit 
times of the active going state of RxRDY/TxRDY. Transparent 
and non-transparent mode changes (MR16) must occur 
within n-1 bit times of the character to be affected when the 
receiver or transmitter is active. (n = smaller of the new and 
old character lengths.) 


Mode Register 2 (MR2) 


MR20 through MR23 select the internal Baud Rate Genera- 
tor (BRG). There are sixteen selectable rates for each version 
as outlined in Table 1. 

MR24 through MR27 define the receive and transmit clock 
source and the function of pins 9 and 25. Reference Figure 3. 
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Table 2 SY2661 Register Addressing 


Three-state Data Bus 
Read Receive Holding Register (RxHR) 
Write Transmit Holding Register (TxHR) 
Read Status Register (SR) 

Write SYN1/SYN2/DLE Registers 

Read Mode Registers (MR1, MR1/MR2) 
Write Mode Registers (MR1, MR1/MR2) 
Read Command Register 
Write Command Register 


eo0000000-/9 


mee eS SH OOOO Xx . 
-sso-nsesp 

JI 
-O0O-0--"0O0+-0 X S 


EPCI Initialization Flow Chart 


INITIAL RESET 


LOAD 
MODE REGISTER 1 


LOAD 


MODE REGISTER 2 NOTE: MODE REGISTER 1 MUST BE 
WRITTEN BEFORE 2 CAN BE WRIT- 
TEN. MODE REGISTER 2 NEED NOT 


BE PROGRAMMED IF EXTERNAL 
SYNCHRONOUS? CLOCKS ARE USED. 
Y 
LOAD NOTE: SYN1 REGISTER 
MUST BE WRITTEN 
SYN1 REGISTER BEFORE SYN2 CAN BE 
WRITTEN, AND SYN2 
BEFORE DLE CAN BE 
TRANSPARENT 
__ / MODE? 
LOAD 
N 
SYN2 REGISTER 


TRANSPARENT N 
MODE? 
Y 
LOAD 
DLE REGISTER 


lee rene een 


LOAD 


COMMAND REGISTER 


i se a ae ee | 
] OPERATE ] 


a 


N 
RECONFIGURE? 


Y 


DISABLE 
RCVR AND XMTR 
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CONTROL | 


DISABLED | 
ENABLED 
DISABLED | 
ENABLED 


MODE SELECT 


BAUD RATE 
FACTOR 


TRANSPARENCY 
CONTROL 


NORMAL 


DOUBLE 


SINGLE 


Figure 2. Mode Register 1 


Le eee al ae) 
aa a 


SEE BAUD RATE TABLES 


6 RxC | PINS PIN25 MODE 
—+ — 
0 | 0 0 E E TxC RxC SYNC/ASY NC 
0 |; 0 1 E | TxC 1x SYNC/ASYNC 
0 | 0 0 | E 1x RxC SYNC/ASY NC 
0; 0 1 | | 1x 1x SYNC/ASYNC 
0; 1 0 E E TxC RxC SYNC/ASYNC 
Oo! 1 1 E | TxC 16x SYNC/ASYNC 
0; 1 0 | E 16x RxC SYNC/ASYNC 
Oj; 1 1 | | 16x 16x SYNC/ASYNC 
1} 0 0 | E |XSYNC} RxC SYNC 
1 0 1 E | TxC BKDET ASYNC 
1 0 0 | E XSYNC RxC SYNC 
1 | 0 1 | | 1x BKDET ASYNC 
1 | 1 0 | E | XSYNC} RxC SYNC 
1 1 1 E I TxC BKDET ASYNC 
1 1 fe) ! E XSYNC RxC SYNC 
1 1 1 I | 16x BKDET ASYNC 


Figure 3. Mode Register 2 


Command Register (CR) 


CRO (TxEN) will enable or disable the transmitter. When 
TxEN =O, TxD, TxRDY and TxEMT are all high, the transmit- 
ter is disabled. When TxEN goes active, TxRDY will go low 
requesting the first character to be written to the TxHR, and 
the TxD output will be enabled to transmit. When TxEN goes 
inactive, the UPCI will complete transmission of any charac- 
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ter still in the TxSR. TxD will then go to the marking state and 
TxRDY and TxEMT will go high. Refer to Transmit timing 
diagram. 

CR1 controls the DTR output. The DTR output is a logical 
complement of CR1. 

CR2 (RxEN) will enable or disable the receiver. When RxEN = 
O, the receiver is in an idle mode with RxRDY high. AO to 1 
transition of RxEN will initiate a start bit search in asynchro- 
nous mode or initiate the hunt mode in synchronous 
transmission. A 1 to O transition of RxEN immediately termi- 
nates receiver operation. 

In the asynchronous mode setting CR3 will force the TxD 
output low (break condition) at the end of the current trans- 
mitted character. TxD will then remain low until CR3 is 
cleared; at that time TxD will go high for a minimum 1 bit 
time before resuming normal transmission. 

In the synchronous mode setting CR3 will force the trans- 
mission of the DLE character prior to sending the character 
in the TxHR. Because this is a one-time command, bit 3 will 
automatically reset. 

CR5 controls the state of the RTS output. When CR5 = 1, 
RTS will go low and the transmit logic will be enabled. A 1 to 
O transition of CR5 will cause RTS to go high one TxC time 
after the last serial bit is transmitted, (if the TxSR was not 
already empty). 

CR7 and CR6 provide four alternate modes of operation in 
both synchronous and asynchronous operation. When both 
bits are O normal operation is selected. 

In the asynchronous mode, when only CR6 is set automatic 
echo mode is selected. Clocked, regenerated received data 
are automatically directed to the TxD line while normal 
receiver operation continues. The receiver must be enabled 
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(CR2 = 1), but the transmitter need not be enabled. CPU to 
receiver communications continues normally, but the CPU to 
transmitter link is disabled. Only the first character of a break 
condition is echoed. The TxD output will go high until the 
next valid start is detected. The following conditions are true 
while in automatic echo mode: 

1. Data assembled by the receiver are automatically placed 
in the transmit holding register and retransmitted by the 
transmitter on the TxD output. 

2. Transmit clock = receive clock. 

3. TxRDY output = 1. 

4. The TxEMT/DSCHG pin will reflect only the data set 
change condition. 

5, The TxEN command (CRO) is ignored. 

In the synchronous mode, when only CR6 is set automatic 

SYN/DLE stripping is performed. The state of MR17 and 

MR16 controls which characters are stripped. Reference 

Figure 6 for a detailed example of the characters stripped. 

Note: automatic stripping does not affect setting of the SYN 

and DLE detect status bits. 

Two diagnostic modes are achievable in both synchronous 

and asynchronous operation; local loop back with CR7 = 1 

and CR6 = 0, and remote loopback with both bits = 1. 


Local Loop Back 


1. The transmitter output is connected to the receiver input. 
2. DTR is connected to DCD and RTS is connected to CTS. 
3. Transmit clock is connected to the receive clock. 

4. The DTR, RTS and TxD outputs are held high. 

5. The CTS, DCD, DSR and RxD inputs are ignored. 


Note: CR bits O, 1 and 5 must be set, CR2 is a don’t care. 


OPERATING MODE nea ae 


a iin 
| 0 | 0 | NORMAL OPERATION __| 
ASYNC: AUTO ECHO 
SYNC: SYN AND/OR 
DLE STRIPPING 


| 1] 0 | LOCALLOOP BACK | 
| 1 [1 | REMOTE LOOP BACK 


—— TO SEND 


[RTS =—ti(‘<‘;~*~*~*™Y 

FORCE RTS HIGH 

1 TxC AFTER LAST 
BIT IN TxSR IS 
TRANSMITTED 


FORCE RTS LOW AND 
ENABLE TRANSMITTER 
RESET ERROR 


4 | AFFECT ONSR 


RESETS SR BITS 
3, 4,& 5 ONLY 
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Remote Loop Back 


1. Data assembled by the receiver are automatically placed 
in the transmit holding register and retransmitted by the 
transmitter on the TxD output. 

2. Receive clock is connected to the transmit clock. 

3. No data are sent to the local CPU, but the error status 
conditions (PE, OE, FE) are set. 

4. The RxRDY, TxRDY, and TxEMT/DSCHG outputs are held 
high. 

5. CR1 (TxEN) is ignored. 

6. All other signals operate normally. 


Status Register 


SRO is the transmitter ready (TxRDY) status, it is the logical 
complement of the TxRDY output. This bit indicates the state 
of the TxHR when the transmitter is enabled (TxEN = 1). AO 
indicates TxHR is full, a 1 indicates TxHR is empty and 
requires servicing by the CPU. This bit is cleared by writing to 
TxHR or by disabling the transmitter (TxEN = 0). Note: SRO is 
not set in either the auto echo or remote loop back modes. 
SR1 is the receiver ready (RxRDY) status, it is the logical 
complement of the RxRDY output. This bit indicates the state 
of the RxHR when the receiver is enabled (RxEN = 1). AO 
indicates the RxHR is empty, a 1 indicates the RxHR is full 
and requires servicing by the CPU. This bit is cleared by 
writing to the TxHR or by disabling the receiver. (RxEN = 0). 


SR2 indicates a change of state of either DSR or DCD or that 
the TxSR is empty. This bit is the logical complement of the 


TxEMT/DSCHG output. A read of the status register will 


clear bit 2 if a state change on DSR or DCD has occurred. If a 


TRANSMIT CONTROL (TxEN) 


"oO TRANSMITTER | 
To [pisaBleD 
a TeNABLED 


DATA TERMINAL READY 
[i[om —S~«™d 
0 FORCE DTR HIGH 


1 | FORCE DTR Low 


eet RECEIVE CONTROL (RxEN) 


2 | RECEIVER 
0 | DISABLED 
1 ENABLED 


ASYNC: FORCE BREAK 


| 3 | _é 
| 0 | NORMAL 
a 


CHARSENT 
0 | NONE 
1 | DLE SENT ; 


Figure 4. Command Register 
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second successive read of the status register indicates bit 2 
= 0, then DCD or DSR changed. If bit 2 is still set, then the 
TxSR is empty. Because the transmitter does not start until 
the first character has been written to the TxHR, TxEMT sta- 
tus will not be reflected until transmission of the first 
character is complete, TxEMT status is cleared by writing to 
the TxHR or disabling the transmitter. Note: TxEMT status 
will be set in synchronous mode even though “‘fill’ charac- 
ters are being transmitted. 

SR3 when set reflects a parity error when parity checking is 
enabled in both the synchronous and asynchronous modes. 
In the synchronous transparent mode, (MR16 = 1) and the 
parity enable bit (MR14) is 0, SR3 will then indicate DLE 
detect when set. This indicates that a character matching 
DLE register was received and the present character is 
neither SYN1 nor DLE. This bit is cleared when the next 
character following the above sequence is loaded into the 
RxHR, when the receiver is disabled or by a reset error 
command. 


SY2661 


SR4 indicates an overrun error when set. An overrun condi- 
tion exists when the CPU does not read the RxHR before the 
next received character is transferred to it. (The previous 
character is lost.) SR4 is cleared by the reset error command 
and when the receiver is disabled. 

In the asynchronous mode SR85 indicates that the received 
character was not framed by a stop bit. If the RxHR is all O's 
when bit 5 is set, a break condition was present. In synchro- 
nous non-transparent mode, it indicates receipt of the SYN1 
character in single SYN mode or the SYN1-SYN2 pair in 
double SYN mode. In synchronous transparent mode this bit 
is set upon detection of the initial synchronizing characters 
(SYN1 or SYN1-SYN2) and after synchronization has been 
achieved, when a DLE-SYN1 pair is received. The bit is reset 
when the receiver is disabled, when the reset error com- 
mand is given in asynchronous mode, and when the status 
register is read by the CPU in the synchronous mode. 

SR6 and SR7 reflect the condition of the DCD and DSR 
inputs respectively. Their state is the logical complement of 
their respective inputs. 


fe} fsfaj2isfo| WHEN SET (= 1) THESE BITS INDICATE 
CONDITION RESET BY 
TxRDY| TxHR EMPTY WRITING TO TxHR 
TxRDY =0 
RxHR FULL READ RxHR, DISABLE 
RxRDY =0 RECEIVER 
TxSR EMPTY OR 
STATE CHANGE ON 
DCD OR DSR 
TxEMT/DSCHG = 0 
ASYNC: PARITY ERROR 
SYNC: PARITY ERROR 
IF ENABLED OR 
DLE DETECT 
OVERRUN DETECTED RESET ERROR CMD OR DISABLE 
RECEIVER 
ASYNC: FRAMING 
ERROR 
SYNC: SYN DETECT 
COMPLEMENT OF N/A 
DCD INPUT 


COMPLEMENT OF N/A 
DSR INPUT 


WRITING TO TxHR 
READING STATUS REGISTER 


RESET ERROR CMD 


DISABLE RECEIVER 

P.E, RESET BY: RESET ERROR CMD 
AND DISABLE RECEIVER 

DLE DETECT RESET BY: NEXT 
CHARACTER LOADING INTO RxHR 


RESET ERROR CMD OR DISABLE 
RECEIVER 

READ STATUS REGISTER OR 
DISABLE RECEIVER 


BBR 
MASTER RESET) -| -|0|0]|0]| 0] 0] 0| 
RESET ERROR CMD| -| -|0/0]0|-|-| -| 


— SYMBOL INDICATES NO EFFECT 


Figure 5. Status Register 
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Absolute Maximum Ratings* 


Symbol | Allowable Range 


—0.3V to +7.0V 
—0.3V to +7.0V 
O°C 10: 70°C 
—55°C to 150°C 


Supply Voltage 


Input/Output Voltage 


Operating Temperature 


Storage Temperature 


D.C. Characteristics 


Input Leakage Current 
VIN = 0 to 5.5V 


Input Leakage Current for High 


Impedance State 


Power Dissipation (Vac = 5.25V) 


Receiver/Transmitter Signal Timing 


Clocks 


frit 


BRCLK 


oO 
RxD 4 OP PPP VY Y 
2. 


RxC (1X) 


[Oupurtigh Votesetoap=—a0na | vont 2 | 
[vo 
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Comment* 


All inputs contain protection circuitry to prevent damage to high 
static charges. Care should be exercised to prevent unnecessary 
application of voltages in excess of the allowable limits. 


Stresses above those listed under “Absolute Maximum Ratings” 
may cause permanent damage to the device. This is a stress rating 
only and functional operation of the device at these or any other 
conditions above those indicated in the operational sections of this 
specification is not implied. 


Vec = 5.0V + 5%, Ty = 0-70°C, unless otherwise noted 


V 


Pes 
Pt fie fw 


lIN 


ITSI 


uA 
Led 
Lae 
| pF 


20 


Transmit Timing 


1.16 OR 64 CLOCKS ————_____ 


TxC 
(INPUT) 


Ttxp Ttxp 


TxD 


Txt 
(OUTPUT) 


Tres 


[Srmbor] cherecernie [win | TYP _| WAX | 


TxC or RxC HIGH 
TxC or RxC LOW 
TxC or RxC freq. 
BRCLK HIGH 
BRCLK LOW 
BRCLK frea. [1] 
RxD SETUP 

RxD HOLD 

TxD DELAY FROM TxC 
Cy = 150 pF 

SKEW TxD vs TxC 

CL = 150 pF 


ns 


ns 


Note: 
1. Ferg = 4.9152 applicable for -1 and -2, FarG = 5.0688 for -3. 
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Read/Write Timing Characteristics 
Vcc = 5.0V + 5%, Ta = 0-70°C, unless otherwise noted 


Tcep 
Teg ———> 
— 
: 
a CE Pulse Width 250 
cE CE to CE Del 600 
(e) elay 
Address and R/W 
Set Up 
5005) OOOO IO OOOOH IOS D 
Ao. Ay SON Serer: Address and R/W Hold 
aw SS Sotetetotonetesecateseconatesstsentet : 
es etete! cere secese cece cetececetetetetetetotete, Write Data Set Up 
Tub Write Data Hold 
Read Data Delay 
-0°0%e rer e%e! 000.0070 |) mummmmmmmmnn NE oro. % 2004919. 9,9,9 9, OPP? = 
Do-D, Seomeienn Ss eL Tey Rr 
WRITE See ) seesesesensnesesesececeststecestetetaten READ DATA HOLD 
SOC EI eeceresesecetetececetetetetatettetetets 
Toe C. = 150 pF 
=— Tp 


ON AAA X XX 


Do-D7 eeecesesececosegees 
READ NOT VALID VALID 
LOO OOO 
Tp 


F 


Table 3. Effect of MR17 and MR16 on Character Fill and Character Stripping (Synchronous Mode) 
Synchronizing Character(s) 
MR17 Sequence _ Character Fill Stripped CR7 = 0, CR6 =1 
Double SYN SYN1-SYN2 SYN1-SYN2 SYN1 
Normal SYN1-SYN2(1) 


Single SYN SYN1 SYN1 SYN1I11 . 
Normal 
6) Double SYN SYN1-SYN2 DLE-SYN1 DLE-SYN111) 
Transparent SYN1-SYN2I1] (Only Initial Synchronizing 


ioe) 
ce 
ene, 
ow 
cas 
Ow 
ne i 
4 
[oa 
[oa 


Sequence) 

DLE (also Sets SR3 if Parity Disabled and 
it is not Following a DLE or SYN1) 

In a DLE-DLE Sequence Only the First DLE 
is Stripped 


Single SYN SYN1 DLE-SYN1 DLE-SYN1I1) 
Transparent SYN1 (only Initial Synchronizing Sequence) 
DLE and DLE-DLE same as Double SYN 
Transparent 
Note: 


1. Symbol indicates SYN DET status set upon detection of initial synchronizing characters and after SYNC has been achieved by detection of a 
DLE-SYN1 pair. 


Test Load 


OPEN COLLECTOR 
OUTPUT TEST LOAD 


5V 


3KQ 


PIN PIN 


100 pF 


IK 


C = 130 pF MAX. FOR DBO-DB7 
C = 30 pF MAX. FOR ALL OTHER OUTPUTS = 
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i 
ajc 
RxD DATAN FOES DATA N+1 DATAN+2 - DATA N+3 
nto 
RxEN OR 
SR BIT 6 (DCD) 
RxRDY | | | | 


CE READ READ READ 
DATAN DATA N+1 DATA N+2 


Figure 8. Asynchronous Receiver Operation with Loss of DCD or Disabling RxEN 


MISSING STOP BIT 
FALSE START BIT 


SR BIT5 
FRAMING ERROR 
BKDET : | 


Figure 9. Framing Error and Break Detection Timing 


Package Availability 40 Pin Ceramic 
40 Pin Cerdip 
40 Pin Plastic 


Ordering Information 


SYP2661-X Plastic 
SYD2661-X Cerdip 
SYC2661-X Ceramic 


X=1,20r3 
(See Table 1) 
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8-Bit Microprocessor 
Family 


Features 


Single 5 V +5% power supply 

N channel, silicon gate, depletion load technology 
Eight bit parallel processing 

56 Instructions 

Decimal: and binary arithmetic 

Thirteen addressing modes 


Instruction decoding and control 

Addressable memory range of up to 65 K bytes 
“Ready” input 

Direct memory access capability 

Bus compatible with MC6800 

Choice of external or on-board clocks 

True indexing capability 1 MHz, 2 MHz, 3 MHz and 4 MHz operation 
Programmable stack pointer On-chip clock options 

Variable length stack * External single clock input 

Interrupt capability * Crystal time base input 

Non-maskable interrupt 40 and 28 pin package versions 

Use with any type or speed memory Pipeline architecture 

Bi-directional Data Bus 


Description 


The SY6500 Series Microprocessors represent the first totally software compatible microprocessor family. This family of 
products includes a range of software compatible microprocessors which provide a selection of addressable memory range, 
interrupt input options and on-chip clock oscillators and drivers. All of the microprocessors in the SY6500 family are 
software compatible within the group and are bus compatible with the MC6800 product offering. 


The family includes six microprocessors with on-board clock oscillators and drivers and four microprocessors driven by 
external clocks. The on-chip clock versions are aimed at high performance, low cost applications where single phase inputs 
or crystals provide the time base. The external clock versions are geared for the multi-processor system applications where 
maximum timing control is mandatory. All versions of the microprocessors are available in 1 MHz, 2 MHz, 3 MHz and 
4 MHz maximum operating frequencies. 


Members of the Family Ordering Information 


SY6502 


SY6503 : No Suffix = 1 MHz 
SY6504 ° NO PREFIX A= 2 MHz 
SY6505 OC to 70°C B= 3 MHz 
SY6506 " C=4 MHz 
SY6507 ~ PACKAGE TYPE 

SY6512 | External P = Plastic 

SY6513 i D = CERDIP 

SY6514 = C = Ceramic SPECIFIC TYPE 


SY6515 i 02-07 
65XX FAMILY 12-15 


PART SY P6502A 
meee af vo |aponessine 7 | 
SYNERTEK INC SPEED 


Only 6502 and 6512 are available in 3 and 4 MHz 


3-35 


Syneriek SY6500 


Comments on the Data Sheet 


The data sheet is constructed to review first the basic ‘‘Common Characteristics’ — those features which are common to 
the general family of microprocessors. Subsequent to a review of the family characteristics will be sections devoted to each 
member of the group with specific features of each. 


SY6500 Internal Architecture 


REGISTER SECTION CONTROL SECTION ——_————————"> 


ABO INDEX / 
REGISTER 
Y 
AB1 
AB2 INDEX 
REGISTER 
x 
AB3 
ABL 
STACK 
AB4 POINTER 
REGISTER 
(S) 
AB5 . 
AB6 | 


RES iRO NMi 


INTERRUPT 
LOGIC 


RDY 


PULL 


INSTRUCTION 
DECODE 


US 


” 
=) 
a 
< 
- 
< 
ADDRESS = 
BUS z 
Fs 
<= 2 w 
a) Q 
q < - 
AB8 J i a 
z q 
2 2 
a ig 
ABO he he 
Z 2 
AB10 
AB11 
AB12 GENERATOR noe ereoon 
INPUT DATA 
TCH 
AB13 ee 0, OUT 
0, OUT 
AB14 R/W 
DATA BUS INSTRUCTION DBE 
AB15 BUFFER REGISTER 
DBO 
7 DB2 
=, = 8 BIT LINE 
a a 
DATA BUS 
—— = 1BITLINE DB4 
DBS 
DB6 
DB7 
NOTE: 


1. CLOCK GENERATOR IS NOT INCLUDED ON SY651X. 
2. ADDRESSING CAPABILITY AND CONTROL OPTIONS VARY WITH 
EACH OF THE SY6500 PRODUCTS. 
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Dynamic Operating Characteristics 
(Vcc = 5.0 + 5%, Ta = 0° to 70°C) 


651X 
Cycle Time 


0, Pulse Width 

9. Pulse Width 

Delay Between @, and 0, 

0, and 0, Rise and Fall Times!) 


650X 
Cycle Time 


xin) Low Timel2] 

Bain) High Timel2! 

0, Neg to @, Pos Delay/5! 
0, Neg to 8 Neg Delay/5) 
0, Pos to 0, Neg Delay(5l 
@,; Pos to 0» Pos Delay!®! 
O xin) Rise and Fall Timel!) 
9,(ouT) Pulse Width 
®2/ouT) Pulse Width 

Delay Between @, and @, 
®, and @, Rise and Fall Times!1.3] 


650X, 651X 
R/W Setup Time 


R/W Hold Time 
Address Setup Time 
Address Hold Time 
Read Access Time 


MICRO- 
PROCESSORS 


Read Data Setup Time 
Read Data Hold Time 
Write Data Setup Time 
Write Data Hold Time 
Sync Setup Time 


Sync Hold Time 


RDY Setup Timel4] 
NOTES: 
1. Measured between 10% and 90% points. 6. The 2 MHz devices are identified by an “A” 
2. Measured at 50% points. suffix. 
3. Load = 1 TTL load +30 pF. 7. pe 3 MHz devices are identified by a “B”’ 
xX. 
4 itch stat ithin T,. to 
Se ae need atten Ve RS 8. The 4 MHz devices are identified by a ‘“‘C” 
end of Q,. 
suffix. 


5. Load = 100 pF. 


TIMING DIAGRAM NOTE: 

Because the clock generation for the SY650X and SY651X< is different, the two clock timing sections are referenced to the 
main timing diagram by three reference lines marked REF ‘A’, REF ‘B’ and REF ‘C’. Reference between the two sets of 
clock timings is without meaning. Timing parameters are referred to these lines and scale variations in the diagrams are of 
no consequence. 
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Programming Characteristics 


INSTRUCTION SET — ALPHABETIC SEQUENCE 


ADC Add Memory to Accumulator with Carry Load Accumulator with Memory 
AND “AND” Memory with Accumulator LDX Load Index X with Memory 
ASL Shift left One Bit (Memory or Accumulator) LDY Load Index Y with Memory 
BCC Branch on Carry Clear LSR_ Shift One Bit Right (Memory or Accumulator) 


BCS Branch on Carry Set NOP No Operation 
BEQ Branch on Result Zero 
BIT Test Bits in Memory with Accumulator 


ORA “OR” Memory with Accumulator 


BMI Branch on Result Minus PHA Push Accumulator on Stack 

BNE Branch on Result not Zero PHP Push Processor Status on Stack 

BPL Branch on Result Plus PLA Pull Accumulator from Stack 

BRK Force Break PLP Pull Processor Status from Stack 

BVC Branch on Overflow Clear ROL Rotate One Bit Left (Memory or Accumulator) 

BVS Branch on Overflow Set ROR Rotate One Bit Right (Memory or Accumulator) 

CLC Clear Carry Flag RT! Return from Interrupt 

CLD Clear Decimal Mode RTS Return from Subroutine 

CLI Clear Interrupt Disable Bit SBC Subtract Memory from Accumulator 

CLV Clear Overflow Flag with Borrow 

CMP Compare Memory and Accumulator SEC Set Carry Flag 

CPX Compare Memory and Index X 

CPY Compare Memory and Index Y SED Set Decimal Mode oe 

DEC Decrement Memory by One SEI Set Interrupt Disable Status a 3 

DEX Decrement Index X by One STA Store Accumulator in Memory cn 

‘DEY Decrement Index Y by One STX Store Index X in Memory =S 
| STY Store Index Y in Memory a 


EOR “Exclusive-or’’ Memory with Accumulator 


TAX Transfer Accumulator to Index X 


INC Increment Memory by One TAY Transfer Accumulator to Index Y 
INX Increment Index X by One . TSX Transfer Stack Pointer to Index X 
INY Increment Index Y by One TXA Transfer Index X to Accumulator 
JMP Jump to New Location TXS_ Transfer Index X to Stack Pointer 


JSR Jump to New Location Saving Return Address TYA Transfer Index Y to Accumulator 


ADDRESSING MODES 


Accumulator Addressing 


This form of addressing is represented with a one byte Page, Y.” The effective address is calculated by adding the 
instruction, implying an operation on the accumulator. second byte to the contents of the index register. Since this 
is a form of ‘Zero Page” addressing, the content of the 


immediate Addressin 
second byte references a location in page zero. Additionally 


In immediate addressing, the operand is contained in the due to the “Zero Page” addressing nature of this mode, no 
second byte of the instruction, with no further memory carry is added to the high order 8 bits of memory and 
addressing required. crossing of page boundaries does not occur. 


poe ene Indexed Absolute Addressing — (X, Y indexing) 


In absolute addressing, the second byte of the instruction - 
specifies the eight low order bits of the effective address This form of addressing is used in conjunction with X and Y 
while the third byte specifies the eight high order bits. index register and is referred to as “Absolute, X,"" and 


Thus, the absolute addressing mode allows access to the “Absolute, Y."” The effective address is formed by adding 
entire 65K bytes of addressable memory. the contents of X or Y to the address contained in the 


second and third bytes of the instruction. This mode allows 


Zero page Addressing the index register to contain the index or count value and 


The zero page instructions allow for shorter code and the instruction to contain the base address. This type of 
execution times by only fetching the second byte of the indexing allows any location referencing and the index to 
instruction and assuming a zero high address byte. Careful modify multiple fields resulting in reduced coding and 
use of the zero page can result in significant increase in execution time. 

code efficiency. Implied Addressing 

Indexed Zero Page Addressing — (X, Y indexing) In the implied addressing mode, the address containing the 
This form of addressing is used in conjunction with the operand is implicitly stated in the operation code of the 
index register and is referred to as ‘Zero Page, X" or ‘Zero instruction. 
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Relative Addressing 


Relative addressing is used only with branch instructions 
and establishes a destination for the conditional branch. 


The second byte of the instruction becomes the operand 
which is an “Offset” added to the contents of the lower 
eight bits of the program counter when the counter is 
set at the next instruction. The range of the offset is 
~128 to +127 bytes from the next instruction. 


Indexed Indirect Addressing 


In indexed indirect addressing (referred to as (Indir- 
ect,X)), the second byte of the instruction is added to 
the contents of the X index register, discarding the 
carry. The result of this addition points to a memory 
location on page zero whose contents is the low order 
eight bits of the effective address. The next memory 
location in page zero contains the high order eight bits 
of the effective address. Both memory locations specify- 
ing the high and low order bytes of the effective address 
must be in page zero. 


Programming Characteristics 


PROGRAMMING MODEL 
7 i] 
7 6 
7 8 
15 7 g 
[ PCH PCL PROGRAM COUNTER “PC” 
7 6 


STACK POINTER 
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Indirect Indexed Addressing 


In indirect indexed addressing (referred to as (Indir- 
ect),Y), the second byte of the instruction points to a 
memory location in page zero. The contents of this 
memory location is added to the contents of the Y index 
register, the result being the low order eight bits of the 
effective address. The carry from this addition is added 
to the contents of the next page zero memory location, 
the result being the high order eight bits of the effective 
address. 


Absolute Indirect 


The second byte of the instruction contains the low 
order eight bits of a memory location. The high order 
eight bits of that memory location is contained in the 
third byte of the instruction. The contents of the fully 
specified memory location is the low order byte of the 
effective address. The next memory location contains 
the high order byte of the effective address which is 
loaded into the sixteen bits of the program counter. 


PROCESSOR STATUS REG “’P” 


CARRY 1= TRUE 

ZERO 1 = RESULT ZERO 
IRQ DISABLE 1 = DISABLE 
DECIMAL MODE 1= TRUE 
BRK COMMAND 1= BRK 
OVERFLOW 1= TRUE 
NEGATIVE 1=NEG. 


pynerick, SY6500 


INSTRUCTION SET — OP CODES, EXECUTION TIME, MEMORY REQUIREMENTS 


v 


ADC} A+M+C—A (4) (1) 6D 
AAM-A (1) 
caf; ojo 

BRANCH ON C=@ (2) 
BRANCH ON C=1 (2) 
BRANCH ON 2=1 
AAM 
BRANCH ON N=1 
BRANCH ON 2=@ (2) 
BRANCH ON N=@ 
(See Fig. 1) 
BRANCH ON V=@ (2) 
BRANCH ON V=1 (2) 
@-c 
@-D 


nt TET 
o6l6 | 2/bel7 13 
5514/2|/50/4/3/59/4 | 3 
t Fel6 | 2/Fe|7 | 3 
cB} 2 | 
| 
20/6/3 
3 B1/5| 2185/4 | 2Iepl4|3/B9/4| 3 


| 
M—> x (aal2 f2laela | alae 
MY (fael2|2{acla}3laa 
o>? ole 416 | 3/46 2 
NO OPERATION 2 
AVM—A 09 2/@D/4 | 3) @5 
48 
08 
68 
28 
Ke d<{cl<! 2 


40 
60 
2 
38 
F8 
78 
8D 3] 85/3] 2 
8E 3] 86/3] 2 
8C 3] 84/3) 2 


(1) ADD 1 TON” IF PAGE BOUNDARY IS CROSSED INDEX X + ADD - NOT MODIFIED 


x 
(2) ADD 1 TO “N” IF BRANCH OCCURS TO SAME PAGE ‘Y INDEX ¥ -- SUBTRACT M, MEMORY BIT 7 
ADD 2 TO "N” IF BRANCH OCCURS TO DIFFERENT PAGE A ACCUMULATOR 
M 


w 


ea eK 
Y+ti-y 
JUMP TO NEW LOC 

(See Fig. 2) JUMP SUB 
MA 


> 
ie) 
w 
w 


(1) 


Ne) 
> 
o 
S 
> 
a 
w 
nN 


PROCESSORS 


(RESTORED) 
vvv 
Lf YS = = 
RESTORED) 


(See Fig. 1) RTRN INT. 
(See Fig. 2) RTRN SUB 

A-M-C—A (1) 
1—-C 
1-0 


A AND Mg MEMORY BIT 6 
(3) CARRY NOT = BELOW MEMORY PER EFFECTIVE ADDRESS Vv OR N NO CYCLES 
(4) IF IN DECIMAL MODE Z FLAG IS INVALID Ms MEMORY PER STACK POINTER v EXCLUSIVE OR # NO BYTES 
ACCUMULATOR MUST BE CHECKED FOR ZERO RESULT y MODIFIED 
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SY6502 — 40 Pin Package 


Features 


e 65K Addressable Bytes of Memory 
e IRO Interrupt e NMI Interrupt 
e On-the-chip Clock 

/ TTL Level Single Phase Input 

J Crystal Time Base Input 


e SYNC Signal 
(can be used for single instruction execution) 


e RDY Signal 
(can be used for single cycle execution) 


e Two Phase Output Clock for Timing of Support Chips 


ae b al Sa Features 

Vss CJ 2 27 (1) B, (IN) 

TRG CJ 3 26 L)R/W 

NMi(C] 4 25 [_] DBO 

Vec C} 5 24 7 ps1 e 4K Addressable Bytes of Memory (ABO0-AB11) 
aso] 6 F] pB2 

aBiC] 7 7 7 pB3 e On-the-chip Clock 

ae : a ae e [RO Interrupt 

ie 7 . it e NMI Interrupt 


ABG LJ 12 17 LJ AB11 e 8 Bit Bi-Directional Data Bus 
AB7 1413 16 | AB10 


ABS] 14 15 LJ ABS 


AES C1 28 [()8, (OUT) Features 


Vss CJ 2 27 [8% (IN) 
*1RG or RDY [] 3 26 LJ R/W sai 
Vec C1 4 7 pBo e 1RQ Interrupt (6504 only) 
aso (] 5 24) DB1 ; 
asice 93 Fe2 e RDY Signal (6507 only) 
aB2(] 7 22 []0B3 
asa 91 pes e 8K Addressable Bytes of Memory (ABO0-AB12) 
ere 7 = at e On-the-chip Clock . 
a 7 an are e 8 Bit Bi-Directional Data Bus 
17 
ass (] 13 16 [JAB11 
ABS [5 14 15 1] AB10 
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Synertek. SY6500 


SY6505 — 28 Pin Package 


Features 


e 4K Addressable Bytes of Memory (ABO0-AB11) 
e On-the-chip Clock 


e IRQ Interrupt 


oO On OD NM & WD = 


e RDY Signal 


e 8 Bit Bi-Directional Data Bus 


Features 


e 4K Addressable Bytes of Memory (AB00-AB11) 


ro) 
Psa 
ram) 
= 


PROCESSORS 


e On-the-chip Clock 


e IRO Interrupt 
e Two phases off 


e 8 Bit Bi-Directional Data Bus 


Features 


e 65K Addressable Bytes of Memory 
e IRO Interrupt 

e NMI Interrupt 

e RDY Signal 

e 8 Bit Bi-Directional Data Bus 

e SYNC Signal 

e Two phase input 


e Data Bus Enable 
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SY6513 — 28 Pin Package 


Features 


e 4K Addressable Bytes of Memory (ABO0-AB11) 
e Two phase clock input 
e |RO Interrupt 


e NMI Interrupt 
e 8 Bi 


t Bi-Directional Data Bus 


Features 


e 8K Addressable Bytes of Memory (ABO0-AB12) 
e Two phase clock input 


e [RO Interrupt 


e 8 Bit Bi-Directional Data Bus 


Features 


e 4K Addressable Bytes of Memory (ABOO-AB11) 
e Two phase clock input 


e |RO Interrupt 


e 8 Bit Bi-Directional Data Bus 
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Clock Generation Circuits* *For further details refer to Synertek SY6500 Applications Information Note AN2. 
Crystals used are CTS Knight MP Series or equivalents. (Series Mode) 


[ OSCILLATOR CIRCUIT DIVIDE BY 2 OR 4 CIRCUIT | 
(ONE TTL PACKAGE REQUIRED) (ONE TTL PACKAGE REQUIRED) | 


0.05 uF 


0, (650x) 


1.5K 0, (651X) 


| 

| 

| 

| 

| 

| TA rea 74LS04 
| ° [| : 0+ O5 0, (651X) 
| , 

| 

| 

| 


+5V +5V 


JUMPER “A” =+4 
JUMPER “B” = = 


FREquency[ 2 | 4 


oO 
oo 
ra) 
= 


PROCESSORS 


SY650X 


33K 


+5V 
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SYE6500/SYE6500A 


8-Bit Microprocessor 
Family 


Extended Temperature Range (-40°C to +85°C) 


Features 

Single 5 V +5% power supply 

N channel, silicon gate, depletion load technology 
Eight bit parallel processing 

56 Instructions 

Decimal and binary arithmetic 
Thirteen addressing modes 

True indexing capability 
Programmable stack pointer 
Variable length stack 

Interrupt capability 

Non-maskable interrupt 

Use with any type or speed memory 
Bi-directional Data Bus 


Description 


Instruction decoding and control 
Addressable memory range of up to 65 K bytes 
“Ready” input 

Direct memory access capability 

Bus compatible with MC6800 

Choice of external or on-board clocks 
1 MHz and 2 MHz operation 

On-chip clock options 

* External single clock input 

* Crystal time base input 

40 and 28 pin package versions 
Pipeline architecture 

Operation over wide temperature range 
(-40°C to +85°C) 


The SYE6500 Series Microprocessors represent the first totally software compatible microprocessor family. This family of 

products includes a range of software compatible microprocessors which provide a selection of addressable memory range, 
interrupt input options and on-chip clock oscillators and drivers. All of the microprocessors in the SYE6500 family are 

software compatible within the group and are bus compatible with the MC6800 product offering. 


The family includes six microprocessors with on-board clock oscillators and drivers and four microprocessors driven by 
external clocks. The on-chip clock versions are aimed at high performance, low cost applications where single phase inputs 
or crystals provide the time base, The external clock versions are geared for the multi-processor system applications where 
maximum timing control is mandatory. All versions of the microprocessors are available in 1 MHz and 2 MHz maximum 


operating frequencies. 


Members of the Family 


CLOCKS ADDRESSING 


PART NUMBERS 
Plastic 


SY EP6502 
SYEP6503 
SY EP6504 
SYEP6505 
SY EP6506 
SY EP6507 
SY EPG512 
SYEP6513 
SYEP6514 
SYEP6515 


SY ED6502 
SYED6503 
SYED6504 
SYED6505 
SYED6506 
SY ED6507 
SYED6512 
SYED6513 
SYED6514 
SYED6515 


SY EC6502 
SY EC6503 
SYEC6504 
SYEC6505 
SY EC6506 
SY EC6507 
SYEC6512 
SYEC6513 
SYEC6514 
SYEC6515 
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16 (64 K) 
12 (4 K) 
13 (8 K) 
12 (4 K) 
12 (4 K) 
13 (8 K) 
16 (64 K) 
12 (4K) 
13 (8 K) 
12 (4 K) 


Cp) 


rtek. SYE6500/SYE6500A 


Absolute Maximum Ratings* Comment* 


This device contains input protection against damage due to high 
static voltages or electric fields; however, precautions should be 
taken to avoid application of voltages higher than the maximum 
rating. 


D.C. Characteristics (Vo, = 5.0V + 5%, Ty = -40°C to +85°C) 
($1, $2 applies to SYE651X, $0 (in) applies to SYE650X) 


Characteristic 


Vin Input High Voltage 
Logic, 0, (in) (650X) 
1" (651X) 
Vie Input Low Voltage 
Logic, @, (in) (650X) 
1" 0, (651X) 
nt Input Loading 


(V._ =OV, Vee = 5.25 V) 

RDY,S.O. 

Input Leakage Current 
(V._ = 010 0.25 V, Vee= 0) 

Logic (Excl. RDY, S.O.) 

Q,. 0, (651X) 

(650X) 


0 (in) . 

Three-State (Off State) Input Current 
(V, = 0.4 to 2.4 V, Vo, = 5.25 V) 
DBO-DB7 


Vou Output High Voltage 
(1 oaD = -100uAdc, Vec = 4.75 V) 
SYNC, DBO-DB7, AO-A15, R/W : V 


Output Low Voltage 


= 1,6mAdc, Veg = 4.75 V) 
SYNC, DBO-DB7, A0-A15, R/W 
Vec= 5.25V 


(lh oap 


Power Dissipation 
1 MHz and 2 MHz 


Capacitance 
(V,,=0,T, =25°C,f=1MHz) 
RES, NMI, RDY, IRO, S.O., DBE 10 
DBO-DB7 15 
A0-A15, R/W, SYNC | 12 pF 
B, tin) (650X) 15 
0, (651X) 50 
0, (651X) 80 


Note: [RQ and NMI require 3 K pull-up resistors. 
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Features 


@ Direct Replacement for MC6820 

@ Single +5V Power Supply 

® Two 8-bit Bi-directional I/O Ports with Individual 
Data Direction Control 

@ CMOS-Compatible Peripheral Port A Lines 


Description 


The SY6520 Peripheral Interface Adapter (PIA) is de- 
signed to provide a broad range of peripheral control 
to microcomputer systems. Control of peripheral de- 
vices is accomplished through two 8-bit bi-directional 


Pin Configuration 


1 

2 
3 
4 
5 
6 
7 
8 
2 


SY6520/SY6520A 


SY6820/SY68B20 © 
Peripheral Interface 
- Adapter (PIA) 


Automatic ‘‘Handshake” Control of Data Transfers 
Programmable Interrupt Capability 

Automatic Initialization on Power Up 

1 and 2 MHz Versions 


1/O ports. Each 1/O line may be programmed to be 
either an input or an output. In addition, four peri- 
pheral control lines are provided to perform “‘hand- 
shaking” during data transfers. 


Basic SY6520 Interface Diagram 


CONTROL 
8-BIT 
DATA BUS 
8-BIT 
MICRO- DATA PORT| PERIPHERAL 
PROCESSORS DEVICES — 
SY650X PRINTERS, 
8-BIT DISPLAYS, ETC. 
DATA PORT 
CONTROL 


CONTROL 
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SY6520/SY6520A 
Synertek, SY6820/SY68B20 


Absolute Maximum Ratings* Comment* 


This device contains circuitry to protect the inputs. 
against damage due to high static voltages, however, 
it is advised that normal precautions be taken to avoid 


application of any voltage higher than maximum rated 
Operating : paedee - voltages to this circuit. 
Temperature Range i 
Storage 5 
Temperature Range noe ele 


D.C. Characteristics (Vcc = 5.0V + 5%, Vss = 0, Ta = 0-70°C unless otherwise noted) 


Characteristic | Symbol | Min. | Max. Unit 
Input High Voltage Vec V 
Input Low Voltage +0.8 V 


Input Leakage Current | HA 
Vin = 0 to 5.0 V #2 ,5 
R/W, Reset, RSg, RS;, CSg, CS;, CS2, CA;, CBy, $2 
Three-State (Off State Input Current) Its! 
(Vin = 0.4 to 2.4 V, Vec = max), Do-D7, PBg-PB7, 
CBo +10 vA 
Input High Current . 
(Vin = 2.4 V), PAg-PA7, CA2 hy -100 = UA 


Input Low Current | 

(Vib = 0.4 V), PAg-PA7, CA2 Ne 1.6 mA. 
Output High Voltage Vou 

(Vcc = min, IOH = -100 LA) 2.4 _ V 


Output Low Voltage VoL 
(Vec = min, lo_ = 1.6mA) +0.4 V 
Output High Current (Sourcing) lou 
(Von = 2.4 V) -100 MA 
(Vo = 1.5 V, the current for driving other than TTL, 
e.g., Darlington Base ), PBg-PB7, CBo -1.0 mA 


Output Low Current (Sinking) lo. 
(VoL = 0.4 V) 1,6 mA 
Output Leakage Current (Off-State), IROA, |RQB | iors | — | 


Power Dissipation (Veg = 6.25 VI p>. |= | 500 | mw 


Input Capacitance Cin pF 
(Vin — 0, Ta = 25°C, f = 1.0 MHz) 
Dp-D7, PAg-PA7, PBg-PB7, CAz, CB2 10 
R/W, Reset, RSo, RS;, CSg, CS1, CSo, 7.0 
CA,, CBy, $2 20 
Output Capacitance i 
(Vin — 0, Ta = 25°C, f = 1.0 MHz) 


Note: Negative sign indicates outward current flow, positive indicates inward flow. 


10 pF 
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SY6520/SY6520A 
Synertek. SY6820/SY68B20 


02 
0.4V 


PERIPHERAL / 2.0V 
DATA 0.8V 


2.0V tn 
DATA BUS ( » 


tca2 trs1 


2.0V 


CA2 
(PULSE OUT) 


CA1 


CA2 2.0V 
(HAND SHAKE) 


Figure 1. Read Timing Characteristics 


2 
taew 


ADDRESS 4 pay 
0.8V 


: ~ Z| 
2.0V 
DATA BUS ( 0.8V 


Vec 
OV 
PERIPHERAL DATA ( . 
0.8V 
tep2 trsi 
CB 2 (PULSE OUT) 2.0V 
toc tty 
2.0V 
cB ee 
trs2 
2.0V 2.0V 


CB 2 (HAND SHAKE) 


Figure 2. Write Timing Characteristics 
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SY6520/SY6520A 
aunarick, _ S¥6820/SY68B20 


Switching Characteristics (Voc = +5V + 5%, Ty = 0-70°C, unless otherwise noted) 


SY6520 SY6520A 
(1 MHz) (2 MHz) 
Symbol 


| Min, | Max. | Min. | Max. | Unit 


Characteristic 
READ TIMING CHARACTERISTICS 


Delay Time, Address Valid to $5 Positive Transition ns 
Delay Time, $2 Positive Transition to Data Valid on Bus ns 
Peripheral Data Setup Time ns 
Data Bus Hold Time ns 
Delay Time, 62 Negative Transition to CA2 Negative Transition Us 
Delay Time, $2 Negative Transition to CA2 Positive Transition Us 
Rise and Fall Time for CA1 and CA2 Input Signals Us 
Delay Time from CA1 Active Transition to CA2 Positive 
Transition Us 
Rise and Fall Time for 2 Input ns 
WRITE TIMING CHARACTERISTICS 
2 Pulse Width Us 
Delay Time, Address Valid to $5 Positive Transition ns } ce 
Delay Time, Data Valid to ¢2 Negative Transition ns = ze 
Delay Time, Read/Write Negative Transition to $5 Positive 5 = 
Transition ns = 
Data Bus Hold Time ns 
Delay Time, ¢2 Negative Transition to Peripheral Data Valid Us 
Delay Time, 6 Negative Transition to Peripheral Data Valid 
CMOS (Vcc - 30%) PAO-PA7, CA2 Us 
Delay Time, $2 Positive Transition to CB2 Negative Transition Us 
Delay Time, Peripheral Data Valid to CB2 Negative Transition Us 
Delay Time, $2 Positive Transition CB2 Positive Transition Us 
Rise and Fall Time for CB1 and CB2 Input Signals Us 
Delay Time, CB1 Active Transition to CB2 Positive Transition Us 
Delay Time, $2 Negative Transition to Read/Write Positive 
Transition ns 2 
Test Load 
OUTPUT TEST LOAD 
5V 
3KQ 


PIN 


100 pF 


IK 


C = 130 pF MAX. FOR DBO-DB7 
C = 30 pF MAX. FOR ALL OTHER OUTPUTS = 
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Interface Signal Description 
RES (Reset) 
This signal is used to initialize the PIA. A low signal 


on the RES input causes all internal registers to be 
cleared. 


$2 (Input Clock) 


This input is the system @2 clock and is used to trig- 
ger all data transfers between the microprocessor and 
the PIA. 


R/W (Read/Write) 

This signal is generated by the microprocessor and is 
used to control the direction of data transfers. A high 
on the R/W signal permits the processor to read data 
supplied by the PIA; a low on the R/W signal permits 
the processor to Write into the PIA. 


IROA, |ROB (Interrupt Requests) 


IROA and IROB are interrupt lines generated by the 
PIA for ports A and B respectively. These signals are 
active low signals and have open-drain outputs, thus 
allowing multiple |RQ signals from multiple PIA’s to 
be wire-ORed together before connecting to the pro- 
cessor IRQ signal input. 


DO 
D1 
D2 
D3 


DATA BUS 
BUFFERS 
(DBB) 


Ds 


CONTROL 
REGISTER A 
—= (CRA) 


SY6520/SY6520A 
SY6820/SY68B20 


Do-D7 (Data Bus) 

These eight data bus lines are used to transfer data 
information between the processor and the PIA. These 
signals are bi-directional and are normally high- 
impedance except when selected for a read operation. 


CSO, CS1, CS2 (Chip Selects) 

The PIA is selected when CSO and CS1 are high and 
CS2 is low. These three chip select lines are normally 
connected to the processor address lines either dir- 
ectly or through external decoder circuits. 


RSO, RS1 (Register Selects) 


These two signals are used to select the various regis- 
ters inside the PIA. 


Internal Architecture 


The SY6520 is organized into two independent sec- 
tions referred to as the ‘‘A Side” and the ‘’B Side.” 
Each section consists of a Control Register (CRA, 
CRB), Data Direction Register (DDRA, DDRB), Out- 
put Register (ORA, ORB), Interrupt Status Control 
and the buffers necessary to drive the Peripheral Inter- 
face buses. Figure 3 is a block diagram of the SY6520. 


INTERRUPT STATUS 
CONTROL A 


DATA DIRECTION 
REGISTER A 
(DDRA) 


CAI 
CA2 


OUTPUT | scourpureus, 


D5 
PERIPHERAL 
ea REGISTER A INTERFACE 
D7 (ORA) BUFFER 
A 
DATA INPUT 
REGISTER 
(DIR) PERIPHERAL 
OUTPUT PERIPHERAL 
an are INTEREACE 
(ORB) mad BUFFER 
cso 
CS1 
CS2 
RSO 
RS1 
DATA DIRECTION 
R/W CONTROL CONTROL REGISTER B 
See REGISTER: fe oe 
RESET (CRB) 
CB1 
INTERRUPT STATUS 
IROB CONTROL B j———» CB2 


Figure 3. SY6520 Block Diagram 
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CRA 


ae 
p72 |e 
IROB1 IRQB2 


Figure 4. Control Registers 


CRB 


CA2 Control 
-———___1_____, Access 


CB2 Control DDRB CB1 Control 
-—_———__—_—__, Access (oe 


SY6520/SY6520A 
SY6820/SY68B20 


2 [to 
DDRA CA1 Control 


Data Input Register 

When the microprocessor writes data into the SY6520, 
the data which appears on the data bus during the 
Phase Two clock pulse is latched into the Data Input 
Register. It is then transferred into one of six internal 
registers of the SY6520 after the trailing edge of Phase 
Two. This assures that the data on the peripheral out- 
put lines will make smooth transitions from high to 
low or from low to high and the voltage will remain 
stable except when it is going to the opposite polarity. 


Control Registers (CRA and CRB) 


Figure 4 illustrates the bit designation and functions 
in the Control Registers. The Control Registers allow 
the microprocessor to control the operation of the 
Interrupt Control inputs (CA1, CA2, CB1, CB2), and 
Peripheral Control outputs (CA2, CB2). Bit 2 in 
each register controls the addressing of the Data Dir- 
ection Registers (DDRA, DDRB) and the Output Reg- 
isters (ORA, ORB). In addition, two bits (bit 6 and 
7) are provided in each control register to indicate the 
status of the interrupt input lines (CA1, CA2, CB1, 
CB2). These interrupt status bits (IROA1, |ROB1) 
are normally interrogated by the microprocessor dur- 
ing the interrupt service routine to determine the 
source of an active interrupt. These are the interrupt 
lines which drive the interrupt input (TRO, NMI) of 
the microprocessor. 


Data Direction Registers (DDRA, DDRB) 


The Data Direction Registers allow the processor to 
program each line in the 8-bit Peripheral 1/O port to 
be either an input or an output. Each bit in DDRA 
controls the corresponding line in the Peripheral A 
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port and each bit in DDRB controls the corresponding 
line in the Peripheral B port. Placing a “0” in a bit 
position in the Data Direction Register causes the 
corresponding Peripheral 1/O line to act as an input; 
a ‘’1” causes it to act as an output. 


Peripheral Output Registers (ORA, ORB) 


The Peripheral Output Registers store the output data 
which appears on the Peripheral I/O port. Writing a 
“0” into a bit in ORA.causes the corresponding line 
on the Peripheral A port to go low (< 0.4V) if that 
line is programmed to act as an output. A “1”’ causes 
the corresponding output to go high. The lines of the 
Peripheral B port are controlled by ORB in the same 
manner. 


Interrupt Status Control 


The four interrupt/peripheral control lines (CA1, CA2, 
CB1, CB2) arecontrolled by the Interrupt Status Con- 
trol logic (A, B). This logic interprets the contents of 
the corresponding Control Register, detects active 
transitions on the interrupt inputs and performs those 
operations necessary to assure proper operation of 
these four peripheral interface lines. 


Peripheral Interface Buffers (A, B) and Data Bus 
Buffers (DBB) 


These Buffers provide the necessary current and 
voltage drive on the peripheral I/O ports and data 
bus to assure proper system operation and to meet 
the device specifications. 
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Functional Description 


Bit 2 (DDR) in each Control Register (CRA and 
CRB) controls the accessing to the Data Direction 
Register or the Peripheral interface. If bit 2 is a a 
a Peripheral Output register (ORA, ORB) is selected, 
and if bit 2isa “0”, a Data Direction Register (DDRA, 
DDRB) is selected. The Data Direction Register Access 
Control bit, together with the Register Select lines 
(RSO, RS1) selects the various internal registers as 
shown in Figure 5. 


In order to write data into DDRA, ORA, DDRB, or 
ORB registers, bit 2 in the proper Control Register 
must first be set. The desired register may then be 
accessed with the address determined by the address 
interconnect technique used. 


Register Select Lines (RSO), (RS1) 


These two register select lines are used to select the 
various registers inside the SY6520. These input lines 
are used in conjunction with internal control regis- 
ters to select a particular register that is to be ac- 
cessed by the microprocessor. These lines are normal- 
ly connected to microprocessor address output lines. 
These lines operate in conjunction with the chip-select 
inputs to allow the microprocessor to address a single 
8-bit register within the microprocessor address space. 
This register may be an internal register (CRA, ORA, 
etc.) or it may be a Peripheral 1/O port. 


The processor may write directly into the Control 
Registers (CRA, CRB), the Data Direction Registers 
(DDRA, DDRB) and the Peripheral Output Registers 
(ORA, ORB). In addition, the processor may directly 
read the contents of the Control Registers and the 
Data Direction Registers. Accessing the Peripheral Out- 
put Register for the purpose of reading data back into 
the processor operates differently on the ORA and the 
ORB registers and therefore are discussed separately 
below. 


Register Data Direction 

Select Register Access 

Pin Control Bit 
rst_| rso |  CcRA2 | CRB2 
o fo fot fe 
o {[ o {| oo | - | 
o ft [ - | = | 
1 fo J - ft 
1 fo ff - fo | 
a ee a a 


Figure 5. Register Addressing 
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Reading the Peripheral A 1/O Port 


The Peripheral A I/O port consists of 8 lines which 
can be programmed to act as inputs or outputs. When 
programmed to act as outputs, each line reflects the 
contents of the corresponding bit in the Peripheral 
Output Register. When programmed to act as inputs, 
these lines will go high or low depending on the input 
data. The Peripheral Output Register (ORA) has no 
effect on those lines programmed to act as inputs. The 
eight lines of the Peripheral A 1/O port therefore con- 
tain either input or output data depending on whether 
the line is programmed to act as an input or an output. 


Performing a Read operation with RS1 = 0, RSO=0 
and the Data Direction Register Access Control bit 
(CRA-2) = 1, directly transfers the data on the Pe- 
ripheral A 1/O lines into the processor (via the data 
bus). This will contain both the input and output 
data. The processor must be programmed to recognize 
and interpret only those bits which are important to 
the particular peripheral operation being performed. 


Since the processor always reads the Peripheral A 1/0 
port pins instead of the actual Peripheral Output Reg- 
ister (ORA), it is possible for the data read into the 
processor to differ from the contents of the Peripheral 
Output Register for an output line. This is true when 
the 1/O pin is not allowed to go to a full +2.4V DC 
when the Peripheral Output register contains a logic 1. 
In this case, the processor will read a O from the 
Peripheral A pin, even though the corresponding bit 
in the Peripheral Output register is a 1. 


Reading the Peripheral B 1/O Port 


Reading the Peripheral B I/O port yields a combina- 
tion of input and output data in a manner similar to 
the Peripheral A port. However, data is read directly 
from the Peripheral B Output Register (ORB) for 


Register Selected 
Peripheral Interface A 
Data Direction Register A 
Control Register A 
Peripheral Interface B 
Data Direction Register B 
Control Register B 
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those lines programmed to act as outputs. It is there- 
fore possible to load down the Peripheral B Output 
lines without causing incorrect data to be transferred 
back into the processor on a Read operation. 


Interrupt Request Lines (IROA, |ROB) 


The active low Interrupt Request lines (IROA and 
(ROB) act to interrupt the microprocessor either di- 
rectly or through external interrupt priority circuitry. 
These lines are “open drain’ and are capable of sink- 
ing 1.6 milliamps from an external source. This per- 
mits all interrupt request lines to be tied together in a 
“wired-OR"’ configuration. The “A” and ‘‘B”’ in the 
titles of these lines correspond to the “‘A”’ peripheral 
port and the “’B”’ peripheral port. Hence each inter- 
rupt request line services one peripheral data port. 


Each Interrupt Request line has two interrupt flag 
bits which can cause the Interrupt Request line to go 
low. These flags are bits 6 and 7 in the two Control 
Registers. These flags act as the link between the 
peripheral interrupt signals and the microprocessor 
interrupt inputs. Each flag has a corresponding inter- 
rupt disable bit which allows the processor to enable 
or disable the interrupt from each of the four inter- 
rupt inputs (CA1, CA2, CB1, CB2). 


The four interrupt flags are set by active transitions 
of the signal on the interrupt input (CA1, CA2, CB1, 
CB2). 


Control of IROA 


Control Register A bit 7 is always set by an active 
transition of the CA1 interrupt input signal. Interrupt- 
ing from this flag can be disabled by setting bit O in 
the Control Register A (CRA) to a logic 0. Likewise, 
Control Register A bit 6 can be set by an active tran- 
sition of the CA2 interrupt input signal. Interrupting 
from this flag can be disabled by setting bit 3 in the 
Control Register to a logic 0. 


Both bit 6 and bit 7 in CRA are reset by a ‘Read 
Peripheral Output Register A’’ operation. This is de- 
fined as an operation in which the proper chip-select 
and register-select signals are provided to allow the 
processor to read the Peripheral A I/O port. 


Control of [ROB 


Control of IROB is performed in exactly the same 
manner as that described above for |ROA. Bit 7 in 
CRB is set by an active transition on CB1; interrupt- 
ing from this flag is controlled by CRB bit 0. Like- 
wise, bit 6 in CRB is set by an active transition on 
CB2; interrupting from this flag is controlled by CRB 
bit 3. 


Also, both bit 6 and bit 7 are reset by a ‘Read Periph- 
eral B Output Register’’ operation. 
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SUMMARY: 


!ROQA goes low when CRA-7= 1 and CRA-0= 1 or 
when CRA-6= 1 and CRA-3= 1 


[ROB goes low when CRB-7 = 1 and CRB-0= 1 or 
when CRB-6 = 1 and CRB-3 = 1 


It should be stressed at this point that the flags act as 
the link between the peripheral interrupt signals and 
the processor interrupt inputs. The interrupt disable 
bits allow the processor to control the interrupt func- 
tion. 


Interface Between SY6520 and Peripheral Devices 


The SY6520 provides two 8-bit bi-directional ports 
and 4 interrupt/control lines for interfacing to periph- 
eral devices. These ports and the associated interrupt/ 
control lines are referred to as the ‘’A’’ side and the 
“‘B'’ side. Each side has its own unique characteristics 
and will therefore be discussed separately below. 


Peripheral |/O Ports 


The Peripheral A anci Peripheral B !/O ports allow the 
microprocessor to interface to the input lines on the 
peripheral device by loading data into the Peripheral 
Output Register. They also allow the processor to 
interface with the peripheral device output lines by 
reading the data on the Peripheral Port input lines 
directly onto the data bus and into the internal regis- 
ters of the processor. 


Peripheral A 1/O Port (PAO-PA7) 


Each of the Peripheral 1/O lines can be programmed 
to act as an input or an output. This is accomplished 
by setting a ‘’1” in the corresponding bit in the Data 
Direction Register for those lines which are to act as 
outputs. A “0” in a bit of the Data Direction Register 
causes the corresponding Peripheral I/O lines to act 
as an input. 


The buffers which drive the Peripheral A 1/O lines 
contain “‘passive’’ pull-ups as shown in Figure 6. These 
pull-up devices are resistive in nature and therefore 
allow the output voltage to go to Vcc for a logic 1. 
The switches can sink a full 1.6mA, making these 
buffers capable of driving one standard TTL load. 


In the input mode, the pull-up devices shown in Fig- 
ure 6 are still connected to the I/O pin and still supply 
current to this pin. For this reason, these lines rep- 
resent one standard TTL load in the input mode. 


Peripheral B I/O Port (PBO-PB7) 


The Peripheral B !/O port duplicates many of the 
functions of the Peripheral A port. The process of 
programming these lines to act as an input or an out- 
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put has been discussed previously. Likewise, the effect 
of reading or writing this port has been discussed. 
However, there are several characteristics of the buff- 
ers driving these lines which affect their use in periph- 
eral interfacing. 


The Peripheral B !/O port buffers are push-pull de- 
vices as shown in Figure 7. The pull-up devices are 
switched “‘OFF” in the “0” state and “ON’’ for a 
logic 1. Since these pull-ups are active devices, the 
logic ‘“1’’ voltage is not guaranteed to go higher than 
+2.4V. They are TTL compatible but are not CMOS 
compatible. 


However, the active pull-up devices can source up to 


PASSIVE 
PULL-UP 
RESISTOR 


OUTPUT 


FROM CHIP se! 


SY6520 | 


OUTPUT MODE 


ee ee! canary ae ee | 


Figure 6. Port A Buffer Circuit (PAg-PA7) 
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Figure 7. Port B Buffer Circuit (PBg-PB7) 
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1mA at 1.5V. This current drive capability is pro- 
vided to allow direct connection to Darlington tran- 
sistor switches. This allows very simple control of 
relays, lamps, etc. 


Because these outputs are designed to drive tran- 
sistors directly, the output data is read directly from 
the Peripheral Output Register for those lines pro- 
grammed to act as inputs. 


The final characteristic which is a function of the 
Peripheral B push-pull buffers is the high-impedance 
input state. When the Peripheral B I/O lines are pro- 
grammed to act as inputs, the output buffer enters 
the high impedance state. 


TO CHIP 
INPUT 
INPUT MODE 
RESISTOR PULL-UP REMAINS IN CIRCUIT 
a ee ee eee 
+5V 
| 
| 
| 
\ 
| 
| 
| TO CHIP 
| 
| 
INPUT eer | 
| 
| 
| 
| 
| = 
Usain iin coee el eh ee nee se ee 
INPUT MODE 


- NO PULL-UP IN CHIP 
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Interrupt Input/Peripheral Control Lines (CA1, CA2, 
CB1, CB2) 


The four interrupt input/peripheral control lines pro- 
vide a number of special peripheral control functions. 
These lines greatly enhance the power of the two gen- 


eral purpose interface ports (PAQ-PA7, PBO-PB7). 


Figure 8 summarizes the operation of these control 
lines. 


Peripheral A Interrupt Input/Peripheral Control Lines 
(CA1, CA2) 


CA1 is an interrupt input only. An active transition 
of the signal on this input will set bit 7 of the Control 
Register A to a logic 1. The active transition can be 
programmed by setting a “0” in bit 1 of the CRA if 
the interrupt flag (bit 7 of CRA) is to be set on a nega- 
tive transition of the CA1 signal or a “1” if it is to be 
set on a positive transition. 


NOTE: A negative transition is defined as a transition 
from a high to a low, and a positive transition is de- 
fined as a transition from a low to a high voltage. 


Setting the interrupt flag will interrupt the processor 
through IROQA if bit 0 of CRA is a 1 as described 
previously. 


CA2 can act as a totally independent interrupt input 
or as a peripheral control output. As an input (CRA, 
bit 5=0) it acts to set the interrupt flag, bit 6 of CRA, 
to a logic 1 on the active transition selected by bit 4 
of CRA. 


These control register bits and interrupt inputs serve 
the same basic function as that described above for 
CA1. The input signal sets the interrupt flag which 
serves as the link between the peripheral device and 
the processor interrupt structure. The interrupt dis- 
able bit allows the processor to exercise control over 
the system interrupts. 


3-59 


SY6520/SY6520A 
SY6820/SY68B20 


In the Output mode (CRA, bit 5 = 1), CA2 can oper- 
ate independently to generate a simple pulse each 
time the microprocessor reads the data on the Peri- 
pheral A I/O port. This mode is selected by setting 
CRA, bit 4 to a “‘0” and CRA, bit 3 to a “1”. This 
pulse output can be used to control the counters, 
shift registers, etc. which make sequential data avail- 
able on the Peripheral input lines. 


A second output mode allows CA2 to be used in con- 
junction with CA1 to “handshake’’ between the pro- 
cessor and the peripheral device. On the A side, this 
technique allows positive control of data transfers 
from the peripheral device into the microprocessor. 
The CA1 input signals the processor that data 13 avail- 
able by interrupting the processor. The processor reads 
the data and sets CA2 low. This signals the peripheral 
device that it can make new data available. 


The final output mode can be selected by setting bit 4 
of CRA to a 1. In this mode, CA2 is a simple peri- 
pheral control output which can be set high or low by 
setting bit 3 of CRA toa 1 or aO respectively. 


Peripheral B Interrupt Input/Peripheral Control Lines 
(CB1, CB2) 


CB1 operates as an interrupt input only in the same 
manner as CA1. Bit 7 of CRB is set by the active 
transition selected by bit 0 of CRB. Likewise, the CB2 
input mode operates exactly the same as the CA2 
input modes. The CB2 output modes, CRB bit 5 = 1, 
differ somewhat from those of CA2. The pulse out- 
put occurs when the processor writes data into the 
Peripheral B Output Register. Also, the ‘handshaking’ 
operates on data transfers from the processor into the 
peripheral device. 
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CA1/CB{1 Control 
CRB : mix 
= IROA (IROB) Interrupt Outputs 
0 | 0 | Negative Disable — remain high | 
0 Negative Enable — goes low when bit 7 in CRA (CRB) is set by active 
7] = | transition of signal on CA1 (CB1) 
1 | 0 | Positive | Disable — remain high 
1 | 1 | Positive Enable — as explained above 


*Note: Bit 7 of CRA (CRB) will be set toa logic 1 by an active transition of the CA1 (CB1) signal. This is independent of the 
state of Bit 0 in CRA (CRB). 


CA2/CB2 Input Modes 
CRA (CRB) Active Transition 
Bit5 | Bit4 | Bit3 | of Input Signal* IRQA (IRQB) Interrupt Outputs 
o | o | 0 | Negative | Disable ~ remains high 
0 Negative Enable — goes low when bit 6 in CRA (CRB) is set by active 
transition of signal on CA2 (CB2) 
o | 1 | 0 | Positive | Disable — remains high 
o | 1 | 1 [Positive | Enable ~ as explained above 


*Note: Bit 6 of CRA (CRB) will be set to a logic 1 by an active transition of the CA2 (CB2) signal. This is independent of the 
state of Bit 3 in CRA (CRB). 


CB2 Output Modes 
CRA 


Bit 5 | Bit4 | Bits | Description 


1 “Handshake” CA2 is set high on an active transition of the CA1 interrupt 
on Read input signal and set low by a microprocessor ‘‘Read A Data’ 
operation. This allows positive control of data transfers from 
the peripheral device to the microprocessor. 
1 


Pulse Output CA2 goes low for one cycle after a ‘Read A Data”’ operation. 
This pulse can be used to signal the peripheral device that 
data was taken. 


1 CA2 set low 
1 Manual Output CA2 set high 
CA2 Output Modes 
CRB 
Bit 5 a Description 
1 “Handshake” CB2 is set low on microprocessor ‘‘Write B Data’’ operation 


on Write and is set high by an active transition of the CB1 interrupt 
input signal. This allows positive control of data transfers 
from the microprocessor to the peripheral device. 


Pulse Output CB2 goes low for one cycle after a microprocessor ‘‘Write B 
Data’’ operation. This can be used to signal the peripheral 
device that data is available. 


Manual Output CB2 set low 
Manual Output CB2 set high 


Figure 8. Summary of Operation of Control Lines 


3-60 


SY6520/SY6520A 
Synertek. SY6820/SY68B20 


Package Availability 40 Pin Ceramic 
40 Pin Cerdip 
40 Pin Plastic 


Ordering Information 


SYC6520/6820 
SY D6520/6820 
SYP6520/6820 
SYC6520A/68B20 
SYD6520A/68B20 
SYP6520A/68B20 
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Perioheral Interface 


Adapter (PIA) 
Extended Temperature Range (-40°C to +85°C) 


Features 
®@ Direct Replacement for MC6820 @ Programmable Interrupt Capability 
@ Single +5V Power Supply @ Automatic Initialization on Power Up 
® Two 8-bit Bi-directional |/O Ports with Individual @ 1 and 2 MHz Versions 

Data Direction Control @ Operation over wide temperature range 
@ CMOS-Compatible Peripheral Port A Lines (-40°C to +85°C) 


@ Automatic ‘‘Handshake’’ Control of Data Transfers 


Description 


The SY E6520 Peripheral Interface Adapter (PIA) is de- I/O ports. Each 1/O line may be programmed to be 
signed to provide a broad range of peripheral control either an input or an output. In addition, four peri- 
to microcomputer systems. Control! of peripheral de- pheral control lines are provided to perform “hand- 
vices is accomplished through two 8-bit bi-directional shaking’ during data transfers. 


Pin Configuration Basic SY6520 Interface Diagram 


CONTROL 


8-BIT 
DATA BUS 


8-BIT 
MICRO- DATA PORT] PERIPHERAL 
PROCESSORS DEVICES — 
SY650X PRINTERS, 
8-BIT DISPLAYS, ETC. 
DATA PORT 
CONTROL 


1 
2 
3 
4 
5 
6 
7 
8 
9 


= 
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CONTROL 
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NM 


a SYE6520/SYE6820/SYE6520A/SYE68B20 
Absolute Maximum Ratings* Connient ; — 


[Rating | Symbot] Value [Unit 
Supply Voltage -0.3 to +7.0 
Input Voltage -0.3 to +7.0 


| 
Operating P 
Temperature Range ea tO SES 
Storage | | oo 

- + 
Temperature Range pace ei 


D.C. Characteristics (Vcc =5.0V + 5%, Vsg = 0, Ta = -40°C to +85°C unless otherwise noted) 


Characteristic . Symbol | Min. 
| Vin | 2.0 | 


This device contains circuitry to protect the inputs 
against damage due to high static voltages, however, 
it is advised that normal precautions be taken to avoid 
application of any voltage higher than maximum rated 
voltages to this circuit. 


Input High Voltage 
Input Low Voltage Vit -0.3 


Input Leakage Current 
Vin = 0 to 5.0 V 
R/W, Reset, RSo, RS, CSo, CS;, CS2, CA;, CB1, $2 
Three-State (Off State Input Current) ITsI 
(Vin = 0.4 to 2.4 V, Vee = max), Dg-D7, PBo-PB7, 
, CBo 
Input High Current | 
(Vin = 2.4 V), PAp-PA7, CA2 hy 
Input Low Current | 
(Vit = 0.4 V), PAg-PA7, CAs hie : 
Output High Voltage | Vou 
(Vec = min, lon = -100 yA) 2.4 ~ V 
Output Low Voltage VoL 
(Vcc = min, Io_ = 1.6mA) +0.4 V 


Output High Current (Sourcing) lou 
(VoH = 2.4 V) LA 
(Vo = 1.5 V, the current for driving other than TTL, 
e.g., Darlington Base ), PBg-PB7, CB2 mA 


Output Low Current (Sinking) lon 
(VoL = 0.4 V) 
Output Leakage Current (Off-State), TROA, !ROB | tore | — | 10 


Power Dissipation Vc¢ = 5.25V 


Input Capacitance Cin 
(Vin — 0, TA = 25 G, f = 1.0 MHz) 
Do-D7, PAp-PA7, PBp-PB7, CA, CBz 
R/W, Reset, RSo, RS1, CSo, CS;, CSo, 
CA1, CBy, $2 


Output Capacitance Cout 
(Vin — 0, Ta = 25 C, f = 1.0 MHz) 


Note: Negative sign indicates outward current flow, positive indicates inward flow. 
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Features 


@ Extended Performance Version of SY6520 
Single +5V Power Supply 
Two 8-bit Bi-directional |/O Ports with 
Individual Data Direction Control 
CMOS-Compatible Peripheral Port A lines 
Automatic ‘‘Handshake’”’ Control of 
Data Transfers 


Description 

The SY6521 Peripheral Interface Adapter (PIA) is de- 
signed to provide a broad range of peripheral control 
to microcomputer systems. It is functionally com- 
patible with the SY6520, but with more drive capa- 
bility and improved performance. Control of peri- 


Pin Configuration 


oO ON Dom fF WwW DY = 


MICRO- 
PROCESSORS 
SY650X 


SY6524/SY6821 
SY6521A/SY68B21 


Peripheral Interface 
Adapter (PIA) 


Programmable Interrupt Capability 
Automatic Initialization on Power Up 
1 and 2 MHz Versions 

Direct Replacement for MC6821 


pheral devices is accomplished through two 8-bit bi- 
directional 1/O ports. Each I/O line may be program- 
med to be either an input or an output. In addition, 
four peripheral control lines are provided to perform 
“handshaking” during data transfers. 


Basic SY6521 Interface Diagram 


CONTROL 
8-BIT 
DATA BUS 
8-BIT 
DATA PORT| PERIPHERAL 
DEVICES — 
PRINTERS, 
3-BIT DISPLAYS, ETC. 
DATA PORT 
CONTROL 


CONTROL 
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Absolute Maximum Ratings* Comment* 


SYMBOL VALUE 
against damage due to high static voltages, however, 
+ oh os ; 2 : 
a are it is advised that normal precautions be taken to avoid 


V application of any voltage higher than maximum rated 


voltages to this circuit. 
TA 0 to +70 
TsTcG -55 to +150 


RATING This device contains circuitry to protect the inputs 


Supply Voltage 


Input Voltage 


Operating 
Temperature Range 


Storage 
Temperature Range 


D.C. Characteristics = (voc = 5.0V + 5%, Vgg = 0, Ta = 0°C to 70°C unless otherwise noted) 


Vin Input High Voltage | 420 | Veo V 
VIL Input Low Voltage | -03 | 08 V 


lin Input Leakage Current 
Vin = 0 to 5.0V +2.5 LA 
RW, Reset, RSo, RS, ; CSo, CS;, CS, CA1, CBi, 2 

ItTs1 Three-State (Off-State Input Current) 


(Vin = 0.4 to 2.4V, Vcc = max), Do-D7, PBo-PB7, CB> 


hy Input High Current 

(Vin = 2.4V), PAg-PAz, CAz -200 LA 
hie Input Low Current 

(Vit. = 0.4V), PAg-PA7, CAz 2.4 mA 
VoL Output Low Voltage 

(IL = 3.2 mA), IROA, [ROB V 
Vou Output High Voltage 

, (I, =-205 uA), Do-D7 2.4 V 

VoL Output Low Voltage 

(IL = 3.2mA), PAg-PA7, PBo-PB7, CAz, CB V 
VoH Output High Voltage 

(ly = -200uA), PAg-PA;7, PBo-PB7, CAd, CBz V 


Output High Current 
(Direct Transistor Drive Outputs) 
(Vout = 1.5V), PBg-PB7, CB 


lOFF Output Leakage Current (Off-State), IROA LA 


Pp Power Dissipation (Vcc = 5.25V) on mW 


Input Capacitance 

(Vin = 0, Ta a 25°C, f = 1.0 MHz) 
Do-D7, PAg-PA7, PBg-PB7, CA>, CB 
RM, Reset, RSg, RS;, CSg, CS;, CSo, 
CA, CBy, $2 


CoutT Output Capacitance 
(Vin = 0, Ta = 25°C, f = 1.0 MHz) pF 


Note: Negative sign indicates outward current flow, positive indicates inward flow. 
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CS, RS, R/W 


Dyg-D7 


Figure 1. Read Timing Characteristics 
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Figure 2. Write Timing Characteristics 


—~+| PDSU 


Figure 3. Peripheral Data Setup Time 
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CA2 
(HIGH-TO-LOW) , 
trs1—— 
CA2 
(LOW-TO-HIGH) 


Figure 4, CAzg Timing 


CA1 
- tas2 ——> 
CA2 


Figure 5. CA4/CA2 Timing 
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92 
- tcp2 


CB2 
(HIGH-TO-LOW) 
tas1——> 
CB2 
(LOW-TO-HIGH) 


Figure 6. CBg Timing 


Figure 7. CB4/CB2 Handshake Timing 
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PAg-PA?7 
CA2 
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Figure 8. PA Port Delay Time 


$2 
PBo-PB7 
<— teow 
CB2 
toc 
Figure 9. PB Port Delay Time 
Pwi 
CA1, CA2Z 
CB1, CB2 
iROA, ROB 
trs3 
Figure 10. Interrupt Timing 
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Figure 11. Interrupt Clear Timing 
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Processor Interface Timing (Voc = 5V + 5%, Ta = 0°C to 70°C unless otherwise noted) 
Symbol Parameter | Min. | Max. | Min. | Max. — Unit 
Peripheral Interface Timing (Voc = 5V + 5%, Ta = 0°C to 70°C unless otherwise noted) 
Symbol Parameter | Min, | Max. | Min. | Max. | Unit 
trso CAz Delay Time, Handshake Mode Fo = [| 20 [| - [10 | Us 
tcp2 CB Delay Time, High-to-Low Fo - | 10 | - [os | Us 
tasi__| OB, Delay Time,LowtoHigh «| _- | 10 | - [os | 
tesa | Interrupt ResponseTime =| = (| 10] - (10 | 
tr, tr Rise and Fall Times — CA,, CAz, CB, CB } = | to | - | 10 | us 
Test Load 
OPEN COLLECTOR 
SV OUTPUT TEST LOAD 
BV 
3K2 
PIN 


C = 130 pF MAX. FOR DB0O-DB7 
C = 30 pF MAX. FOR ALL OTHER OUTPUTS = 
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Interface Signal Description 
RES (Reset) 
This signal is used to initialize the PIA. A low signal 


on the RES input causes all! internal registers to be 
cleared. 


$2 (Input Clock) 
This input is the system $2 clock and is used to trig- 


ger all data transfers between the microprocessor and 
the PIA. 


R/W (Read/Write) 

This signal is generated by the microprocessor and is 
used to control the direction of data transfers. A high 
on the R/W signal permits the processor to read data 
supplied by the PIA; alow on the R/W signal permits 
the processor to Write into the PIA. : 


IROA, IROB (Interrupt Requests) 


IROA and IROB are interrupt lines generated by the 
PIA for ports A and B respectively. These signals are 
active low signals and have open-drain outputs, thus 
allowing multiple [RQ signals from multiple PIA’s to 
be wire-ORed together before connecting to the pro- 
cessor IRQ signal input. 
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Do-D7 (Data Bus) 

These eight data bus lines are used to transfer data 
information between the processor and the PIA. These 
signals are bi-directional and are normally high- 
impedance except when selected for a read operation. 


CSO, CS1, CS2 (Chip Selects) 

The PIA is selected when CSO and CS1 are high and 
CS2 is low. These three chip select lines are normally 
connected to the processor address lines either dir- 
ectly or through external decoder circuits. 


RSO, RS1 (Register Selects) 


These two signals are used to select the various regis- 
ters inside the PIA. ‘ 


Internal Architecture 


The SY6520 is organized into two independent sec- 
tions referred to as the ‘’A Side” and the ‘’B Side.” 
Each section consists of a Control Register (CRA, 
CRB), Data Direction Register (DDRA, DDRB), Out- 
put Register (ORA, ORB), Interrupt Status Control 
and the buffers necessary to drive the Peripheral Inter- 
face buses. Figure 12 is a block diagram of the SY6521. 


: INTERRUPT STATUS CAI 
CONTROL A CA2 
CONTROL 
necistena [| 
(CRA) DATA DIRECTION 
DO REGISTER A 
D1 
a OUTPUT BUS 
D3 DATA BUS 
D4 <« BUFFERS nab 
(DBB) ies 
D5 
PERIPHERAL PA2 
7 terrace ne 
ot ged BUFFER PAG 
A ————— PAG 
PAG 
PA7 
DATA INPUT _ 
REGISTER es 
mi: PERIPHERAL <———_——> PBZ 
INTERFACE PB3 
BUFFER <q—-———» PRB4 
B PB5 
aid <> PB6 
csi <—_——> pp7 
cS2 
RSO 
RS1 
CONTROL me DATA DIRECTION 
R 
es CONTROL REGISTER B 
ENABLE (DDRB) 
RESET a 
CB1 
ae INTERRUPT STATUS 
IGE CONTROL B ; ea 


Figure 12, SY6521 Block Diagram 


Figure 13. Control Registers 
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CA1 Control 


| CB1 Control 
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Data Input Register 

When the microprocessor writes data into the SY6521 
the data which appears on the data bus during the 
Phase Two clock pulse is latched into the Data Input 
Register. It is then transferred into one of six internal 
registers of the SY6521 after the trailing edge of Phase 
Two. This assures that the data on the peripheral out- 
put lines will make smooth transitions from high to 
low or from low to high and the voltage will remain 
stable except when it is going to the opposite polarity. 


Control Registers (CRA and CRB) 


Figure 4 illustrates the bit designation and functions 
in the Control Registers. The Control Registers allow 
the microprocessor to control the operation of the 
Interrupt Control inputs (CA1, CA2, CB1, CB2), and 
Peripheral Control outputs (CA2, CB2). Bit 2 in 
each register controls the addressing of the Data Dir- 
ection Registers (DDRA, DDRB) and the Output Reg- 
isters (ORA, ORB). In addition, two bits (bit 6 and 
7) are provided in each control register to indicate the 
status of the interrupt input lines (CA1, CA2, CB1, 
CB2). These interrupt status bits (IROA1, |ROB1) 
are normally interrogated by the microprocessor dur- 
ing the interrupt service routine to determine the 
source of an active interrupt. These are the interrupt 
lines which drive the interrupt input (IRQ, NMI) of 
the microprocessor. 


Data Direction Registers (DDRA, DDRB) 


The Data Direction Registers allow the processor to 
program each line in the 8-bit Peripheral 1/O port to 
be either an input or an output. Each bit in DDRA 
controls the corresponding line in the Peripheral A 
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Port and each bit in DDRB controls the corresponding 
line in the Peripheral B port. Placing a “0” in a bit 
Position in the Data Direction Register causes the 
corresponding Peripheral 1/O line to act as an input; 
a ‘’1"’ causes it to act as an output. 


Peripheral Output Registers (ORA, ORB) 


‘The Peripheral Output Registers store the output data 


which appears on the Peripheral I/O port. Writing a 
“0” into a bit in ORA causes the corresponding line 
on the Peripheral A port to go low (< 0.4V) if that 
line is programmed to act as an output. A ‘’1”’ causes 


the corresponding output to go high. The lines of the 


Peripheral B port are controlled by ORB in the same 
manner. 


Interrupt Status Control 


The four interrupt/peripheral control lines (CA1, CA2, 
CB1, CB2) arecontrolled by the Interrupt Status Con- 
trol logic (A, B). This logic interprets the contents of 
the corresponding Control Register, detects active 
transitions on the interrupt inputs and performs those 
operations necessary to assure proper operation of 
these four peripheral interface lines. 


Peripheral Interface Buffers (A, B) and Data Bus 
Buffers (DBB) 


These Buffers provide the necessary current and 
voltage drive on the peripheral !/O ports and data 
bus to assure proper system operation and to meet 
the device specifications. 


MICRO- 
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Functional Description 


Bit 2 (DDR) in each Control Register (CRA and 
CRB) controls the accessing to the Data Direction 
Register or the Peripheral interface. If bit 2 is a ‘1’; 
a Peripheral Output register (ORA, ORB) is selected, 
and if bit2isa “0”, a Data Direction Register (DDRA, 
DDRB) is selected. The Data Direction Register Access 
Control bit, together with the Register Select lines 
(RSO, RS1) selects the various internal registers as 
shown in Figure 14. 


In order to write data into DDRA, ORA, DDRB, or 
ORB registers, bit 2 in the proper Control Register 
must first be set. The desired register may then be 
accessed with the address determined by the address 
interconnect technique used. 


Register Select Lines (RSO), (RS1) 


These two register select lines are used to select the 
various registers inside the SY6521. These input lines 
are used in conjunction with internal control regis- 
ters to select a particular register that is to be ac- 
cessed by the microprocessor. These lines are normal- 
ly connected to microprocessor address output lines. 
These lines operate in conjunction with the chip-select 
inputs to allow the microprocessor to address a single 
8-bit register within the microprocessor address space. 
This register may be an internal register (CRA, ORA, 
etc.) or it may be a Peripheral I/O port. 


The processor may write directly into the Control 
Registers (CRA, CRB), the Data Direction Registers 
(DDRA, DDRB) and the Peripheral Output Registers 
(ORA, ORB). In addition, the processor may directly 
read the contents of the Control Registers and the 
Data Direction Registers. Accessing the Peripheral Out- 
put Register for the purpose of reading data back into 
the processor operates differently on the ORA and the 
ORB registers and therefore are discussed separately 
below. 


Register Data Direction 
Select Register Access 
Pin 


0 | 0 
9 fo 
1 fo 
(fo 
repo 


Figure 14. Register Addressing 


Control Bit 


SY6521/SY6521A 


Reading the Peripheral A I/O Port 


The Peripheral A I/O port consists of 8 lines which 
can be programmed to act as inputs or outputs. When 
programmed to act as outputs, each line reflects the 
contents of the corresponding bit in the Peripheral 
Output Register. When programmed to act as inputs, 
these lines will go high or low depending on the input 
data. The Peripheral Output Register (ORA) has no 
effect on those lines programmed to act as inputs. The 
eight lines of the Peripheral A I/O port therefore con- 
tain either input or output data depending on whether 
the line is programmed to act as an input or an output. 


Performing a Read operation with RS1 = 0, RSO=0 
and the Data Direction Register Access Control bit 
(CRA-2) = 1, directly transfers the data on the Pe- 
ripheral A I/O lines into the processor (via the data 
bus). This will contain both the input and output 
data. The processor must be programmed to recognize 
and interpret only those bits which are important to 
the particular peripheral operation being performed. 


Since the processor always reads the Peripheral A |/O 
port pins instead of the actual Peripheral Output Reg- 
ister (ORA), it is possible for the data read into the 
processor to differ from the contents of the Peripheral 
Output Register for an output line. This is true when 
the I/O pin is not allowed to go to a full +2.4V DC 
when the Peripheral Output register contains a logic 1. 
In this case, the processor will read a O from the 
Peripheral A pin, even though the corresponding bit 
in the Peripheral Output register is a 1. 


Reading the Peripheral B !/O Port 


Reading the Peripheral B I/O port yields a combina- 
tion of input and output data in a manner similar to 
the Peripheral A port. However, data is read directly 
from the Peripheral B Output Register (ORB) for 


Register Selected 
Peripheral Interface A 
Data Direction Register A 
Control Register A 
Peripheral Interface B 
Data Direction Register B 
Control Register B 
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those lines programmed to act as outputs. It is there- 
fore possible to load down the Peripheral B Output 
lines without causing incorrect data to be transferred 
back into the processor on a Read operation. 


Interrupt Request Lines (IROA, IROB) 


The active low Interrupt Request lines (IROA and 
IROB) act to interrupt the microprocessor either di- 
rectly or through external interrupt priority circuitry. 
These lines are “open drain”’ and are capable of sink- 
ing 1.6 milliamps from an external source. This per- 
mits all interrupt request lines to be tied together ina 
“wired-OR"’ configuration. The “A” and ‘‘B” in the 
titles of these lines correspond to the ‘‘A”’ peripheral 
port and the “’B” peripheral port. Hence each inter- 
rupt request line services one peripheral data port. 


Each Interrupt Request line has two interrupt flag 
bits which can cause the Interrupt Request line to go 
low. These flags are bits 6 and 7 in the two Control 
Registers. These flags act as the link between the 
peripheral interrupt signals and the microprocessor 
interrupt inputs. Each flag has a corresponding inter- 
rupt disable bit which allows the processor to enable 
or disable the interrupt from each of the four inter- 
rupt inputs (CA1, CA2, CB1, CB2). 


The four interrupt flags are set by active transitions 
of the signal on the interrupt input (CA1, CA2, CB1, 
CB2). 


Control of IROA 


Control Register A bit 7 is always set by an active 
transition of the CA1 interrupt input signal. Interrupt- 
ing from this flag can be disabled by setting bit O in 
the Control Register A (CRA) to a logic 0. Likewise, 
Control Register A bit 6 can be set by an active tran- 
sition of the CA2 interrupt input signal. Interrupting 
from this flag can be disabled by setting bit 3 in the 
Control Register to a logic 0. 


Both bit 6 and bit 7 in CRA are reset by a ‘Read 
Peripheral Output Register A’’ operation. This is de- 
fined as an operation in which the proper chip-select 
and register-select signals are provided to allow the 
processor to read the Peripheral A I/O port. 


Control of |ROB 


Control of ROB is performed in exactly the same 
manner as that described above for I|ROA. Bit 7 in 
CRB is set by an active transition on CB1; interrupt- 
ing from this flag is controlled by CRB bit 0. Like- 
wise, bit 6 in CRB is set by an active transition on 
CB2; interrupting from this flag is controlled by CRB 
bit 3. 


Also, both bit 6 and bit 7 are reset by a ‘Read Periph- 
eral B Output Register” operation. 


3-71 


SY6521/SY6521A 


SUMMARY: 


IROQA goes low when CRA-7= 1 and CRA-0= 1 or 
when CRA-6= 1 and CRA-3= 1 


!RQB goes low when CRB-7 = 1 and CRB-0= 1 or 
when CRB-6 = 1 and CRB-3= 1 


It should be stressed at this point that the flags act as 
the link between the peripheral interrupt signals and 
the processor interrupt inputs. The interrupt disable 
bits allow the processor to control the interrupt func- 
tion. 


Interface Between SY6521 and Peripheral Devices 


The SY6521 provides two 8-bit bi-directional ports 
and 4 interrupt/control lines for interfacing to periph- 
eral devices. These ports and the associated interrupt/ 
control lines are referred to as the “A” side and the 
““B”’ side. Each side has its own unique characteristics 
and will therefore be discussed separately below. 


Peripheral |/O Ports 


The Peripheral A and Peripheral B I/O ports allow the 
microprocessor to interface to the input lines on the 
peripheral device by loading data into the Peripheral 
Output Register. They also allow the processor to 
interface with the peripheral device output lines by 
reading the data on the Peripheral Port input lines 
directly onto the data bus and into the internal regis- 
ters of the processor. 


Peripheral A 1/O Port (PAO-PA7) 


Each of the Peripheral 1/O lines can be programmed 
to act as an input or an output. This is accomplished 
by setting a ‘’1”’ in the corresponding bit in the Data 
Direction Register for those lines which are to act as 
outputs. A “0” in a bit of the Data Direction Register 
causes the corresponding Peripheral I/O lines to act 
as an input. 


The buffers which drive the Peripheral A 1!/O lines 
contain “‘passive’’ pull-ups as shown in Figure 15. These 
pull-up devices are resistive in nature and therefore 
allow the output voltage to go to Vcc for a logic 1. 
The switches can sink a full 1.6mA, making these 
buffers capable of driving one standard TTL load. 


In the input mode, the pull-up devices shown in Fig- 
ure 15 are still connected to the I/O pin and still supply 
current to this pin. For this reason, these lines rep- 
resent one standard TTL load in the input mode. 


Peripheral B 1/O Port (PBO-PB7) 


The Peripheral B I/O port duplicates many of the 
functions of the Peripheral A port. The process of 
programming these lines to act as an input or an out- 


oO 
[oan 
ra) 
= 


PROCESSORS 


Synertek. 


put has been discussed previously. Likewise, the effect 
of reading or writing this port has been discussed. 
However, there are several characteristics of the buff- 
ers driving these lines which affect their use in periph- 
eral interfacing. 


The Peripheral B I/O port buffers are push-pull de- 
vices as shown in Figure 16. The pull-up devices are 
switched “OFF” in the “0” state and “ON” for a 
logic 1. Since these pull-ups are active devices, the 
logic ‘1’ voltage is not guaranteed to go higher than 
+2.4V. They are TTL compatible but are not CMOS 
compatible. 


However, the active pull-up devices can source up to 
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1mA at 1.5V. This current drive capability is pro- 
vided to allow direct connection to Darlington tran- 
sistor switches. This allows very simple control of 
relays, lamps, etc. 


Because these outputs are designed to drive tran- 
sistors directly, the output data is read directly from 
the Peripheral Output Register for those lines pro- 
grammed to act as inputs. 


The final characteristic which is a function of the 
Peripheral B push-pull buffers is the high-impedance 
input state. When the Peripheral B I/O lines are pro- 
grammed to act as inputs, the output buffer enters 
the high impedance state. 


PASSIVE 
PULL-UP 
RESISTOR 


OUTPUT 


FROM CHIP mt 
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Figure 15. Port A Buffer Circuit (PAg-PA7) 
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Figure 16. Port B Buffer Circuit (PBo-PB7) 
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Interrupt Input/Peripheral Control Lines (CA1, CA2, 
CB1, CB2) 


The four interrupt input/peripheral control lines pro- 
vide a number of special peripheral control functions. 
These lines greatly enhance the power of the two gen- 


eral purpose interface ports (PAQ-PA7, PBO-PB7). 


Figure 17 summarizes the operation of these control 
lines. 


Peripheral A Interrupt Input/Peripheral Control Lines 
(CA1, CA2) 


CA1 is an interrupt input only. An active transition 
of the signal on this input will set bit 7 of the Control 
Register A to a logic 1. The active transition can be 
programmed by setting a “0” in bit 1 of the CRA if 
the interrupt flag (bit 7 of CRA) is to be set on a nega- 
tive transition of the CA1 signal or a 1” if it is to be 
set On a positive transition. 

NOTE: A negative transition is defined as a transition 


from a high to a low, and a positive transition is de- 
fined as a transition from a low to a high voltage. 


Setting the interrupt flag will interrupt the processor 
through IROQA if bit 0 of CRA is a 1 as described 
previously. 


CA2 can act as a totally independent interrupt input 
Or as a peripheral control output. As an input (CRA, 
bit 5=0) it acts to set the interrupt flag, bit 6 of CRA, 
to a logic 1 on the active transition selected by bit 4 
of CRA. 


These control register bits and interrupt inputs serve 
the same basic function as that described above for 
CA1. The input signal sets the interrupt flag which 
serves as the link between the peripheral device and 
the processor interrupt structure. The interrupt dis- 
able bit allows the processor to exercise control over 
the system interrupts. 
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In the Output mode (CRA, bit 5 = 1), CA2 can oper- 
ate independently to generate a simple pulse each 
time the microprocessor reads the data on the Peri- 
pheral A 1/O port. This mode is selected by setting 
CRA, bit 4 to a “0” and CRA, bit 3 to a “1”. This 
pulse output can be used to control the counters, 
shift registers, etc. which make sequential data avail- 
able on the Peripheral input lines. 


A second output mode allows CA2 to be used in con- 
junction with CA1 to “handshake” between the pro- 
cessor and the peripheral device. On the A side, this 
technique allows positive control of data transfers 
from the peripheral device into the microprocessor. 
The CA1 input signals the processor that data is avail- 
able by interrupting the processor. The processor reads 
the data and sets CA2 low. This signals the peripheral 
device that it can make new data available. 


The final output mode can be selected by setting bit 4 
of CRA to a 1. In this mode, CA2 is a simple peri- 
pheral control output which can be set high or low by 
setting bit 3 of CRA toa 1 or a0 respectively. 


Peripheral B Interrupt Input/Peripheral Control! Lines 
(CB1, CB2) 


CB1 operates as an interrupt input only in the same 
manner as CA1. Bit 7 of CRB is set by the active 
transition selected by bit 0 of CRB. Likewise, the CB2 
input mode operates exactly the same as the CA2 
input modes. The CB2 output modes, CRB bit 5 = 1, 
differ somewhat from those of CA2. The pulse out- 
put occurs when the processor writes data into the 
Peripheral B Output Register. Also, the “handshaking” 
operates on data transfers from the processor into the 
peripheral device. 
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CA41/CB4 Control 


CRA (CRB) Active Transition 
Bit 1 | Bito | of Input Signal* IROA (IRQB) Interrupt Outputs 


0 Disable — remain high 


0 Negative Enable — goes low when bit 7 in CRA (CRB) is set by active 
transition of signal on CA1 (CB1) 
1 | 4 | Positive Enable — as explained above 


*Note: Bit 7 of CRA (CRB) will be set to a logic 1 by an active transition of the CA1 (CB1) signal. This is independent of the 
state of Bit 0 in CRA (CRB). 


CA2/CB2 Input Modes 


CRA (CRB) Active Transition . 
Bit5 | Bit4 | Bit3 | of Input Signal* IROA (IROQB) Interrupt Outputs 
fo | 0 | Negative | Disable — remains high | 
0 Negative Enable — goes low when bit 6 in CRA (CRB) is set by active 
transition of signal on CA2 (CB2) 
1 [0 [Positive | Disable ~ remains high 
Lit [it [Positive | Enable — as explained above 


*Note: Bit 6 of CRA (CRB) will be set to a logic 1 by an active transition of the CA2 (CB2) signal. This is independent of the 
state of Bit 3 in CRA (CRB). 


CA2 Output Modes 


CRA 
on Read input signal and set low by a microprocessor ‘Read A Data”’ 
1 Pulse Output CA2 goes low for one cycle after a ‘Read A Data” operation. 
This pulse can be used to signal the peripheral device that 
; data was taken. 


Bit 5 | Bit4 | Bit Description 
1 “Handshake” CA2 is set high on an active transition of the CA1 interrupt 
operation. This allows positive control of data transfers from 
the peripheral device to the microprocessor. 
1 [a @ 3 Manual Output CA2 set low 
1 Lat et | Manual Output CA2 set high 


CB2 Output Modes 
CRB 
Bit 5 | Bit4 | Bit3 | Description 
1 “Handshake” CB2 is set low on microprocessor ‘Write B Data’’ operation 
on Write and is set high by an active transition of the CB1 interrupt 
input signal. This allows positive control of data transfers 
from the microprocessor to the peripheral device. 


1 Pulse Output CB2 goes low for one cycle after a microprocessor ‘‘Write B 
Data’’ operation. This can be used to signal the peripheral 
device that data is available. 


1 Lt | @. Manual Output CB2 set low 
1 [1 | 1 | Manual output | 82 set high 


Figure 17. Summary of Operation of Control Lines 
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Package Availability 40 Pin Ceramic 
40 Pin Cerdip 
40 Pin Plastic 


Ordering Information 


SYC6521 Ceramic 
SYD6521 Cerdip 
SYP6521 Plastic 
SYC6521A Ceramic 
SYD6521A Cerdip 
SYP6521A Plastic 
SYC6821 Ceramic 
SYD6821 Cerdip 
SYP6821 Pastic 
SYC68B21 Ceramic 
SYD68B21 Cerdip 
SYP68B21 Plastic 
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SYE6521A/SYE68B21 


Peripheral Interface 
Adapter (PIA) 
Extended Temperature Range (-40°C to +85°C) 


Features 


® Extended Performance Version of SY6520 

@ Single +5V Power Supply 

® Two &bit Bi-directional !/O Ports with 
Individual Data Direction Control Direct Replacement for MC6821 

@ CMOS-Compatible Peripheral Port A lines Operation over wide temperature range 

®@ Automatic “Handshake” Control of (-40°C to +85°C) 

Data Transfers 


Programmable Interrupt Capability 
Automatic Initialization on Power Up 
1 and 2 MHz Versions 


Description 


The SYE6521 Peripheral Interface Adapter (PIA) is de- pheral devices is accomplished through two 8-bit bi- 
signed to provide a broad range of peripheral control directional |/O ports. Each I/O line may be program- 
to microcomputer systems. It is functionally com- med to be either an input or an output. In addition, 
patible with the SYE6520, but with more drive capa- four peripheral control lines are provided to perform 


bility and improved performance. Control of peri- “handshaking’’ during data transfers. 


Pin Configuration Basic SY65214 Interface Diagram 


CONTROL 


8-BIT 
DATA BUS 


sco DATAPORT| PERIPHERAL 

PROCESSORS PRINTERS 

SY650X spit | DISPLAYS, ETC. 
DATA PORT 


CONTROL 


CONTROL 
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Absolute Maximum Ratings” 


RATING 


Supply Voltage 
Input Voltage 


Vcc 
VIN 


Operating 
Temperature Range 


Storage 
Temperature Range 


D.C. Characteristics 


Symbol 


lin Input Leakage Current 

Vin =0 to 5.0V 

RW, Reset, RSg, RS;, CSp, CS,, CS2, CA7, CBy, 9 
Its) Three-State (Off-State Input Current) 


(Vin = 0.4 to 2.4V, Voc = max), Do-D7, PBo-PB7, CBa 
NH Input High Current 
. (Vin = 2.4V), PAg-PA7, CAz2 -200 
Nie Input Low Current 
(Vip = 0.4V), PAg-PA7, CAz 
VoL Output Low Voltage 
(I, = 3.2 mA), IROA, IROB 
Vou Output High Voltage 
(I = 205 MA), Do-D7 
VoL Output Low Voltage 
(IL = 3.2mA), PAg-PA7, PBg-PB7, CA, CB 
Vou Output High Voltage 
(I}y = -200UA), PAg-PA7, PBo-PB7, CAz, CB 


SYE6521/SYE6821/SYE6521A/SYE68B24 


Comment* 


This device contains circuitry to protect the inputs 
against damage due to high static voltages, however, 
it is advised that normal precautions be taken to avoid 
application of any voltage higher than maximum rated 
voltages to this circuit. 


(Voc = 5.0V + 5%, Vsg = 0, Ta = -40°C to +85°C unless otherwise noted) 


Vin Input High Voltage +2.0 
VIL Input Low Voltage | 


[20 | vee |v 
[03 [os |v 


MA 


Lt SS 
So on 
= < § 


lOH Output High Current 
(Direct Transistor Drive Outputs) mA 
(Vout = 1.5V), PBo-PB7, CB 

loFF Output Leakage Current (Off-State), IROA, [ROB LA 


Pp Power Dissipation (Vcc = 5.25V) 


Cin Input Capacitance 
(Vin = 0, Ta = 25°C, f = 1.0 MHz) 
Do-D7, PAg-PA7, PBg-PB7, CAz, CB> 
RM, Reset, RS, RS;, CSg, CS;, CSo, 
CA, CBy, $2 
CoutT 


Output Capacitance 
(Vin = O, Ta = 25°C, f= 1.0 MHz) 


2 


“N= 
oo Oo 
0 Uo tb 
nn“: 


Note: Negative sign indicates outward current flow, positive indicates inward flow. 
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Synertek. SYE6521 /SYE6824 /SYE6521A/SYE68B21 


Package Availability 40 Pin Cerdip 
40 Pin Ceramic 
40 Pin Plastic 


Ordering Information 


Gna Feeney 


SYEC6521 Ceramic 
SYED6521 Cerdip 
SY EP6521 Plastic 
SYEC6521A Ceramic 
SYED6521A Cerdip 
SY EP6521A Plastic 


SYEC6821 Ceramic 
SY ED6821 Cerdip 
SY EP6821 Plastic 
SY EC68B21 Ceramic 
SY ED68B21 Cerdip 
SY EP68B21 Plastic 
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Features 


Two 8-Bit Bidirectional |/O Ports 

Two 16-Bit Programmable Timer/Counters 
Serial Data Port 

Single +5V Power Supply 

TTL Compatible 

CMOS Compatible Peripheral Port A lines 


Description 


The SY6522 Versatile Interface Adapter (VIA) is a 
very flexible 1/O control device. In addition, this de- 
vice contains a pair of very powerful 16-bit interval 
timers, a serial-to-parallel/parallel-to-serial shift re- 
gister and input data latching on the peripheral ports. 
Expanded handshaking capability allows control of 
bi-directional data transfers between V1IA’s in multiple 
processor systems. 

Control of peripheral devices is handled primarily 
through two 8-bit bi-directional ports. Each line can 


INTERRUPT 
CONTROL 


ENABLE 
(IER) 


DATA 
BUS 
BUFFERS 


PERIPHERAL 


AUXILIARY 
(ACR) 


FUNCTION 
CONTROL 


LATCH LATCH 
(T1L-H) (T1L-L) 


COUNTER COUNTER 


(T1C-H) (T1C-L) 
TIMER 1 


TIMER 2 


LATCH 
(T2L-L) 


COUNTER | COUNTER 


(T2C-H) { (T2C-L) 


SY6522/SY6522A 


Versatile Interface 
Adapter (VIA) 


@ Expanded ‘‘Handshake”’ Capability Allows Positive 
Control of Data Transfers Between Processor and 
Peripheral Devices 

@ Latched Output and Input Registers 

@ 1 MHz and 2 MHz Operation 


be programmed as either an input or an output. Several 
peripheral 1/O lines can be controlled directly from 
the interval timers for generating programmable fre- 
quency square waves or for counting externally gen- 
erated pulses. To facilitate control of the many power- 
ful features of this chip, an interrupt flag register, an 
interrupt enable register and a pair of function con- 
trol registers are provided. 


INPUT LATCH 


BUFFERS 
PAI a. PORT A 
DATA DIR. 
(DDRA) 


PORT A REGISTERS 


HANDSHAKE 
CONTROL 


SHIFT REG. ae 
(SR) 


PORT B REGISTERS 


INPUT LATCH 
(IRB) 


| tea K_> porte 


DATA DIR. 
(DDRB) 


Figure 1. SY6522 Block Diagram 
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Absolute Maximum Ratings* 


[Raving [Symbol] _ Value [Unit 


Supply Voltage -0.3 to +7.0 

Input Voltage -0.3 to +7.0 ¥ 

Operating Temperature 
Range 

Storage Temperature 

Range 


0 to +70 


-55 to +150 


Electrical Characteristics 


(Vcc = 5.0V + 5%, Ta 


SY6522/SY6522A 


Comment* 

This device contains circuitry to protect the inputs 
against damage due to high static voltages. However, 
it is advised that normal precautions be taken to 
avoid application of any voltage higher than maxi- 
mum rated voltages. 


= 0-70°C unless otherwise noted) 


Symbol [___Chavacteristio ——=S*T~SSOMins [Maxi 

Vin Input High Voltage (all except ¢2) 24 | Vee V 

lin Input Leakage Current — Viy = 0 to 5 Vde a LA 
R/W, RES, RSO, RS1, RS2, RS3, CS1, CS2, 
CA1, 62 

ItTs| Off-state Input Current — Vjy = .4 to 2.4V +10 LA 
Vec = Max, DO to D7 

NH Input High Current — Viy = 2.4V MA 
PAO-PA7, CA2, PBO-PB7, CB1, CB2 

Ne Input Low Current — Vi. = 0.4 Vde -1.6 mA 
PAO-PA7, CA2, PBO-PB7, CB1, CB2 

VoH Output High Voltage 2.4 V 
Vec = min, Noad = -100 wAdc 
PAO-PA7, CA2, PBO-PB7, CB1, CB2 

VoL Output Low Voltage V 
Vec = min, ligag = 1.6 mAdc 

lon Output High Current (Sourcing) 
VoH = 2.4V LA 
Von = 1.5V (PBO-PB7) mA 

lo. Output Low Current (Sinking) mA 
VoL = 0.4 Vdc 

loFF Output Leakage Current (Off state) LA 
IRQ 

Cin Input Capacitance — T, = 25°C, f = 1 MHz 
(R/W, RES, RSO, RS1, RS2, RS3, CS1, CS2, 7.0 pF 
DO-D7, PAO-PA7, CA1, CA2, PBO-PB7) 
(CB1, CB2) 10 pF 
(62 Input) 20 pF 

Cout Output Capacitance — Ty = 25°C, f= 1 MHz ae a ae pF 

Pp Power Dissipation (Vcc = 5.25V) P| 00 | mW 


3-80 


Synertek. SY6522/SY6522A 


Test Load 


OPEN COLLECTOR 
OUTPUT TEST LOAD 


PIN 


100 pF 


C = 130 pF MAX. FOR DBO-DB7 
C = 30 pF MAX. FOR ALL OTHER OUTPUTS = 


Figure 2. Test Load (for all Dynamic Parameters) 
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b2 
CLOCK 


PROCESSORS 
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Figure 3. Read Timing Characteristics 


DATA BUS 


Read Timing Characteristics (Figure 3) 


SY 6522 SY6522A 
Symbol Parameter Unit 


| Min. | Max. | Min. | Max. | 
a Ee a ee a a 
ee ae ee 
sa A  ( 
eee mes ee 
Toon | _DataBus Delay Time | = | |= | 200 
a a ee ee 


NOTE: tr, tf = 10 to 30ns. 
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www ewe mw @ewree@@ we ew = = Vor 


Figure 4. Write Timing Characteristics 


Write Timing Characteristics (Figure 4) 


Smerick SY6522/SY6522A 


= ee Interface Characteristics 


Symbol | Characteristic = Cid iti ee da re Figure 
tre ty Rise and Fall Time for CA1, CB1, CA2, and CB2 
Input Signals 
Tca2 Delay Time, Clock Negative Transition to CA2 5a, 5b 
Negative Transition (read handshake or pulse mode) 
Delay Time, Clock Negative Transition to CA2 Positive 
Transition (pulse mode) 
Trs2 Delay Time, CA1 Active Transition to CA2 Positive 
Transition (handshake mode) 
Twus Delay Time, Clock Positive Transition to CA2 or CB2 5c, 5d 
Negative Transition (write handshake) 
Tps Delay Time, Peripheral Data Valid to CB2 Negative 5c, 5d 
Transition 
Trs3 Delay Time, Clock Transition to CA2 or CB2 
Positive Transition (pulse mode) 


Delay Time, CA1 or CB1 Active Transition to CA2 or 
CB2 Positive Transition (handshake mode) 


To Delay Time Required from CA2 Output to CA1 5d 
Active Transition (handshake mode) 


‘Set-up Time, Peripheral Data Valid to CA1 or CB1 
Active Transition (input latching) 


Tsp} Shift-Out Delay Time — Time from ¢2 Falling Edge 5f 
to CB2 Data Out 
Tspr2 Shift-In Setup Time — Time from CB2 Data in to 5g 
$2 Rising Edge 
Tsr3 External Shift Clock (CB1) Setup Time Relative to 5g 
ei eee Trailing Edge 


Tipw Pulse Width — PB6 | Pulse Width—PB6 Input Pulse sid Pulse main Beet SS Se 5i 
Tat [Sat cae upnieeverwionmeamises [Te 60 | — {| Be 


TppH T Peripheral Data Hold After CA1, CB1 Transition Data Hold After CA1, CB1 | Peripheral Data Hold After CA1,CB1 Transition = 5e 


Tew Set Up Required on CA1, CB1, CA2 or CB2 Prior to Tc + ss 
Triggering Edge 
Shift Register Clock — Delay from $9 

Tppr to CB1 Rising Edge 

Topi to CB1 Falling Edge 


ro) 
on 
rz) 
— 


PROCESSORS 


3-83 


Synertek, SY6522/SY6522A 


2 


READ IRA 
OPERATION 


CA2 
“DATA TAKEN” 


Toa2 ——Trs1 


Figure 5a. CA2 Timing for Read Handshake, Pulse Mode 


2 


READ IRA 
OPERATION 


CA2 
“DATA TAKEN” 


Tca2 


CA1 
“DATA READY” 


ACTIVE 
TRANSITION 


Figure 5b. CA2 Timing for Read Handshake, Handshake Mode 


2 


WRITE ORA, ORB 
OPERATION 


CA2, CB2 
“DATA READY” 


‘ 


PA, PB 
PERIPHERAL 
DATA 


ss 


Figure 5c. CA2, CB2 Timing for Write Handshake, Pulse “lode 
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. CA2, 


Bex CD a. 


Ti 


CA1, CB1 
INPUT LA 
CONTROL 


Figure 5e. Peripheral Data Input Latching Timing 
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Tsr1 


OUTPUT) 
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- FLEE 


a ee aes 


BAIR DATA H_—||p 
oe ey 


Tgr3 


SETUP TIME MEASURED TO THE FIRST $2 
RISING EDGE AFTER CB1 RISING EDGE. 


Figure 5g. Timing for Shift In with Internal or External Shift Clocking 


CB1 
SHIFT CLOCK 
INPUT 


Ticw Ties 


Figure 5h. External Shift Clock Timing 


SSS Sc Ss SSS 


PBG 
PULSE COUNT 
INPUT 
Trew i 
Figure 5i. Pulse Count Input Timing 
02 | | | | | | | | | | 
Tewi 
CA1, CA2 
CB1, CB2 
INTERRUPT 
GENERATING cB1 
Topr Topc 
Figure 5j. Setup Time to Triggering Edge Figure 5k. Shift-in/out with Internal Clock 


Delay CD2 to CB1 Edge 
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Pin Descriptions 
RES (Reset) 


The reset input clears all internal registers to logic 0 
(except T1 and T2 latches and counters and the Shift 
Register). This places all peripheral interface lines in 
the input state, disables the timers, shift register, etc. 
and disables interrupting from the chip. 


$2 (Input Clock) 

The input clock is the system $2 clock and is used to 
trigger all data transfers between the system processor 
and the SY6522, — 


R/W (Read/Write) 


The direction of the data transfers between the 
SY6522 and the system processor is controlled by the 
R/W line. If R/W is low, data will be transferred out 
of the processor into the selected SY6522 register 
(write operation). If RAW ishigh and the chip is select- 
ed, data will be transferred out of the SY6522 (read 
operation). 


Register RS Coding Register 


SY6522/SY6522A 


DBO-DB7 (Data Bus) 

The eight bi-directional data bus lines are used to 
transfer data between the SY6522 and the system 
processor. During read cycles, the contents of the sel- 
ected SY6522 register are placed on the data bus lines 
and transferred into the processor. During write 
cycles, these lines are high-impedance inputs ‘and data 
is transferred from the processor into the selected re- 
gister. When the SY6522 is unselected, the data bus 
lines are high-impedance. 


CS1, C52 (Chip Selects) 

The two chip select inputs are normally connected to 
processor address lines either directly or through de- 
coding. The selected SY6522 register will be accessed 
when CS1 is high and CS2 is low. 


RSO-RS3 (Register Selects) 


The four Register Select inputs permit the system pro- 
cessor to select one of the 16 internal registers of the 
SY 6522, as shown in Figure 6. 


——— wie 
Read 


1 fpefefol[1 
> | ofol+[o 
3 
a 
5 
6 
7 fet+[s [a 
8 
) 

10 


Input Register “A” 
Data Direction Register ‘’B’’ 

fo | of 1) | 1 |DDRA | Data Direction Register ‘A’ 

0 | 1 | o | o |TicL | T1LowOrder Latches | T1 Low-Order Counter 
Lota |. O} * |riew | T1 High-Order Counter 

Ola 4 4 | oO TTL | T1 Low-Order Latches 

T1 High-Order Latches 

} 4 [| 0 | 0 | 0 |T2cL | T2Low-Order Latches | T2 Low-Order Counter 
| 1 | 0 | o | [ ¢ en | T2 High-Order Counter 

Pa fo [+ [0 [sk | shir Regn 


11 Fo a {oo ] 4 | 4 [acR | Auxiliary Control Register 


12 pte Peripheral Control Register 
13 ot f tf o | 1 fiFR | Interrupt Flag dca 


15 re ieee ey et ORA/IRA | Same as Reg 1 Except No “‘Handshake’”’ 


Figure 6. SY6522 Internal Register Summary 
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IRQ (Interrupt Request) 

The Interrupt Request output goes low whenever an 
internal interrupt flag is set and the corresponding in- 
terrupt enable bit is a logic 1. This output is ‘‘open- 
drain’ to allow the interrupt request signal to be 
“wire-or’ed’’ with other equivalent signals in the 
system. 


PAO-PA7_ (Peripheral _A_ Port) 

The Peripheral A port consists of 8 lines which can 
be individually programmed to act as inputs or out- 
puts under control of a Data Direction Register. The 
polarity of output pins is controlled by an Output 
Register and input data may be latched into an in- 
ternal register under control of the CA1 line. All of 
these modes of operation are controlled by the sys- 
tem processor through the internal control registers. 
These lines represent one standard TTL load in the 
input mode and will drive one standard TTL load in 
the output mode. Figure 7 illustrates the output 
circuit. 


CA1, CA2 (Peripheral A Control Lines) 

The two Peripheral A control lines act as interrupt in- 
puts or as handshake outputs. Each line controls an 
internal interrupt flag with a corresponding interrupt 
enable bit. In addition, CA1 controls the latching of 
data on Peripheral A port input lines. CA1 is a high- 


impedance input only; while CA2 represents one stan- 
dard TTL load in the input mode. CA2 will drive one 
standard TTL load in the output mode. 


+5V 


PAO-PA7, 
CA2 


{ 

1/0 CONTROL ! 
OUTPUT DATA I 
I 


INPUT DATA 


Figure 7. Peripheral A Port Output Circuit 


PBO-PB7 (Peripheral B Port) 

The Peripheral B port consists of eight bi-directional 
lines which are controlled by an output register and a 
data direction register in much the same manner as the 


SY6522/SY6522A 


PA port. In addition, the PB7 output signal can be 
controlled by one of the interval timers while the 
second timer can be programmed to count pulses 
on the PB6 pin. Peripheral B lines represent one 
standard TTL load in the input mode and will drive 
one standard TTL load in the output mode. In addi- 
tion, they are capable of sourcing 1.0mA at 1.5VDC 
in the output mode to allow the outputs to directly 
drive Darlington transistor circuits. Figure 8 is the 
circuit schematic. 


CB1, CB2 (Peripheral B Control Lines) 


The Peripheral B control lines act as interrupt inputs 
or as handshake outputs. As with CA1 and CA2, each 
line controls an interrupt flag with a corresponding in- 
terrupt enable bit. In addition, these lines act as a 
serial port under control of the Shift Register. These 
lines represent one standard TTL load in the input 
mode and will drive one standard TTL load in the 
output mode. Unlike PBO-PB7, CB1 and CB2 cannot 
drive Darlington transistor circuits. 


+5V 


INPUT/ 
OUTPUT 
CONTROL 


PBO-PB7, 
CB1, CB2 


OUTPUT 
DATA 


INPUT DATA 


Figure 8. Peripheral B Port Output Circuit 


FUNCTIONAL DESCRIPTION 


Port A and Port B Operation 

Each 8-bit peripheral port has a Data Direction Reg- 
ister (DDRA, DDRB) for specifying whether the peri- 
pheral pins are to act as inputs or outputs. A 0 in a 
bit of the Data Direction Register causes the corres- 
ponding peripheral pin to act as an input. A 1 causes 
the pin to act as an output. | 


When programmed as an output each peripheral pin 
is also controlled by a corresponding bit in the Out- 
put Register (ORA, ORB). A 1 in the Output Regis- 
ter causes the output to go high, and a ‘’0”’ causes the 
output to go low. Data may be written into Output 
Register bits corresponding to pins which are pro- 


Synertek. 


grammed as inputs. In this case, however, the output 
signal is unaffected. 


Reading a peripheral port causes the contents of the 
Input Register (IRA, IRB) to be transferred onto the 
Data Bus. With input latching disabled, !RA will always 
reflect the levels on the PA pins. With input latching 
enabled and the selected active transition on CA1 
having occurred, IRA will contain the data present 
on the PA lines at the time of the transition. Once 
IRA is read, however, it will appear transparent, re- 
flecting the current state of the PA lines until the 
next “‘latching”’ transition. 


The IRB register operates similar to the IRA register. 
However, for pins programmed as outputs there is a 
difference. When reading IRA, the level on the pin 
determines whether a0 ora 1 is sensed. When reading 
IRB, however, the bit stored in the output register, 
ORB, is the bit sensed. Thus, for outputs which have 
large loading effects and which pull an output “1” 
down or which pull an output ‘‘0”’ up, reading IRA 
may result in reading a ‘0’ when a “1” was actually 
programmed, and reading a ‘1’ when a 0” was pro- 
grammed. Reading IRB, on the other hand, will read 
the “1” or “0” level actually programmed, no matter 
what the loading on the pin. 


Figures 9,10, and 11 illustrate the formats of the port 
registers. In addition, the input latching modes are 
‘selected by the Auxiliary Control Register (Figure 
16.) 


Handshake Control of Data Transfers 


The SY6522 allows positive control of data transfers 
between the system processor and peripheral devices 


REG 0 — ORB/IRB 


BEBSECHo 


OUTPUT REGISTER “B” (ORB) 
OR 
INPUT REGISTER ‘B” (ORB) 


PB7 
Pin 
Data Direction WRITE 
Selection 
DDRB = “1” (OUTPUT) | MPU writes Output Level MPU reads output register bit 
(ORB) in ORB. Pin level has no affect. 
DDRB = “0” (INPUT) MPU writes into ORB, but | MPU reads input level on PB 
(Input latching disabled) |. no effect on pin level, until] pin. 
DDRB changed. 


MPU reads IRB bit, which is 
the level of the PB pin at the 
time of the last CB1 active 
transition. 


DDRB = “0” (INPUT) 
(Input latching enabled) 


Figure 9. Output Register B (ORB), 
Input Register B (IRB) 
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REG 1—ORA/IRA 


7{e[s}a]a[2]i}o 

PAO 

PAI 

PA2 

OUTPUT REGISTER “A” (ORA) 
PA3 
OR 

PA4| INPUT REGISTER “A” (IRA) 
PAS 

PAG 


PA7 


Pin 
Data Direction WRITE 
Selection 
DDRA = 1" (OUTPUT) | MPU writes Output Level | MPU reads level on PA pin. 


(Input latching disabled) | (ORA). 
MPU reads IRA bit which is 


DDRA = "1" (OUTPUT) 

(Input latching enabled) the level of the PA pin at the 
time of the last CA1 active 
transition. 

DDRA = “0” (INPUT) 

(Input latching disabled) 

DDRA = “0” (INPUT) 

(Input latching enabled) 


MPU reads level on PA pin. 
Figure 10. Output Register A (ORA), 
Input Register A (IRA) 


MPU writes into ORA, but 
no effect on pin level, until 
DDRA changed. 


MPU reads IRA bit which is 
the level of the PA pin at the 
time of the last CA1 active 
transition. 


REG 2 (DDRB) AND REG 3 (DDRA) 


BOOGDERED 


PBO/PAO 


Tf 


PB1/PA1 
PB2/PA2 


PB3/PA3! DATA DIRECTION REGISTER 


Lo pp aypag] “8” OR “A” (DDRB/DDRA) 


PB5/PAS 
PB6/PAG 
PB7/PA7 


“0” ASSOCIATED PB/PA PIN IS AN INPUT 
(HIGH-IMPEDANCE) 


"1" ASSOCIATED PB/PA PIN IS AN OUTPUT, 
WHOSE LEVEL IS DETERMINED BY 
ORB/ORA REGISTER BIT. 


Figure 11. Data Direction Registers (DDRB, DDRA) 


through the operation of “handshake” lines. Port A 
lines (CA1, CA2) handshake data on both a read and 
a write operation while the Port B lines (CB1, CB2) 
handshake on a write operation only. 


Read Handshake 


Positive control of data transfers from peripheral de- 
vices into the system processor can be accomplished 
very effectively using Read Handshaking. In this case, 
the peripheral device must generate the equivalent of 
a “Data Ready” signal to the processor signifying that 
valid data is present on the peripheral port. This signal 
normally interrupts the processor, which then reads 
the data, causing generation of a ‘‘Data Taken”’ signal. 
The peripheral device responds by making new data 
available. This process continues until the data trans- 
fer is complete. 


oO 
oe 
ra) 
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SY6522/SY6522A 


“DATA READY” 
(CA1) 


IRQ OUTPUT 


READ IRA OPERATION 


“DATA TAKEN” 
HANDSHAKE MODE 
(CA2) 


“DATA TAKEN” 
PULSE MODE 
(CA2) 


LLLLLLLLLILLL LA 


Figure 12. Read Handshake Timing (Port A, Only) 


WRITE ORA, ORB 
OPERATION 


“DATA READY” 
HANDSHAKE MODE 
(CA2, CB2) 


“DATA READY” 
PULSE MODE 
. (CA2, CB2) 


“DATA TAKEN 
(CA1, CB1) 


IRQ OUTPUT | j 


Figure 13. Write Handshake Timing 


In the SY6522, automatic ‘“Read’’ Handshaking is 
possible on the Peripheral A port only. The CA1 in- 
terrupt input pin accepts the ‘‘Data Ready”’ signal 
and CA2 generates the ‘Data Taken’’ signal. The 
“Data Ready” signal will set an internal flag which 
may interrupt the processor or which may be polled 
under program control. The “Data Taken” signal can 
either be a pulse or a level which is set low by the sys- 
tem processor and is cleared by the “Data Ready”’ 
signal. These options are shown in Figure 12 which 
illustrates the normal Read Handshaking sequence. 


Write Handshake 


The sequence of operations which allows handshaking 
data from the system processor to a peripheral device 


is very similar to that described for Read Handshaking. 


However, for Write Handshaking, the SY6522 gener- 
ates the ‘Data Ready” signal and the peripheral de- 
vice must respond with the ‘Data Taken”’ signal. This 
can be accomplished on both the PA port and the 
PB port on the SY6522. CA2 or CB2 act as a “Data 
Ready’’ output in either the handshake mode or pulse 
mode and CA1 or CB1 accept the ‘Data Taken” sig- 
nal from the peripheral device, setting the interrupt 
flag and cleaning the ‘Data Ready’’ output. This 
sequence is shown in Figure 13. 


Selection of operating modes for CA1, CA2, CB1, 
and CB2 is accomplished by the Peripheral Control 
Register (Figure 14). 


0 = NEGATIVE ACTIVE EDGE 
1 = POSITIVE ACTIVE EDGE 


[716] 5|OPERATION 

[0 |0|0| INPUT-NEGATIVE ACTIVE EDGE| 

PTT mereenareer 
INPUT-NEG EDGE 

[0|1|0 | INPUT-POSITIVE ACTIVE EDGE _| 

ES Aa 
INPUT-POS EDGE 

[1 {0 |O {HANDSHAKE OUTPUT 

pijolijPULSE OUTPUT 


[1)1/0/LOwOUTPUT 
11 ]1]1[HIGH OUTPUT 


Timer Operation 


Interval Timer T1 consists of two 8-bit latches and a 
16-bit counter. The latches are used to store data 
which is to be loaded into the counter. After loading, 
the counter decrements at $2 clock rate. Upon reach- 
ing zero, an interrupt flag will be set, and [RQ will go 
low if the interrupt is enabled. The timer will then 
disable any further interrupts, or (when programmed 
to) will automatically transfer the contents of the 
latches into the counter and begin to decrement 
again. In addition, the timer may be programmed to 
invert the output signal on a peripheral pin each time 
it ‘‘times-out’’. Each of these modes is discussed sep- 
arately below. 


The T1 counter is depicted in Figure 15 and the 
latches in Figure 16. 


REG 12 — PERIPHERAL CONTROL REGISTER 


Corentiebecc 


CA1 INTERRUPT CONTROL 


0 = NEGATIVE ACTIVE EDGE 
1 = POSITIVE ACTIVE EDGE 


CA2 CONTROL 


NDEPENDENT INTERRUPT . 
INPUT-POS EDGE 


CB1 INTERRUPT CONTROL 


11 {1}1] HIGH OUTPUT 


*SEE NOTE ACCOMPANYING FIGURE 25. 


Figure 14. CA1, CA2, CB1, CB2 Control 
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Two bits are provided in the Auxiliary Control Reg- 
ister (bits 6 and 7) to allow selection of the T1 oper- 


SY6522/SY6522A 


ating modes, The four possible modes are depicted 
in Figure 17. 


REG 4 — TIMER 1 LOW-ORDER COUNTER 


eae 


ee 

2 
4 
8 COUNT 
ie | VALUE 
32 
64 
128 


WRITE —8 BITS LOADED INTO T1 LOW-ORDER 
LATCHES. LATCH CONTENTS ARE 
TRANSFERRED INTO LOW-ORDER 
COUNTER AT THE TIME THE HIGH- 
ORDER COUNTER IS LOADED (REG 5). 


READ — 8 BITS FROM T1 LOW-ORDER COUNTER 
TRANSFERRED TO MPU. IN ADDITION, 
T1 INTERRUPT FLAG IS RESET (BIT 6 
IN INTERRUPT FLAG REGISTER). 


REG 5 — TIMER 1 HIGH-ORDER COUNTER 


256 
512 
1024 


2048 COUNT 
VALUE 
4096 


8192 
16384 
32768 


WRITE — 8 BITS LOADED INTO T1 HIGH-ORDER 
LATCHES. ALSO, AT THIS TIME BOTH 
HIGH AND LOW-ORDER LATCHES 
TRANSFERRED INTO T1 COUNTER, 
AND INITIATES COUNTDOWN. T1 
INTERRUPT FLAG ALSO IS RESET. 


READ — 8 BITS FROM T1 HIGH-ORDER COUNTER 
TRANSFERRED TO MPU. 


Figure 15. T1 Counter Registers 


REG 6 — TIMER 1 LOW-ORDER LATCHES 


EOGGHERE 


ook 


2 
4 

8 COUNT 
ig | VALUE 
32 

64 

128 


WRITE —8 BITS LOADED INTO T1 LOW-ORDER 
LATCHES. THIS OPERATION IS NO 
DIFFERENT THAT A WRITE INTO 
REG 4. 


READ — 8 BITS FROM T1 LOW-ORDER LATCHES 
TRANSFERRED TO MPU. UNLIKE REG 4 
OPERATION, THIS DOES NOT CAUSE 
RESET OF T1 INTERRUPT FLAG. 


REG 7 — TIMER 1 HIGH-ORDER LATCHES 


EOGRBERE 


- 


256 
512 
1024 


2048 | COUNT 
4oag | VALUE 


8192 
16384 
32768 


WRITE — 8 BITS LOADED INTO T1 HIGH-ORDER 
LATCHES. UNLIKE REG 4 OPERATION 
NO LATCH-TO-COUNTER TRANSFERS 
TAKE PLACE. 


READ — 8 BITS FROM T1 HIGH-ORDER LATCHES 
TRANSFERRED TO MPU. 


Figure 16. T1 Latch Registers 


REG 11 — AUXILIARY CONTROL REGISTER 


BOBDBGEo 
T1 TIMER rn os oer 


[7{6] OPERATION __| 


Pe7 

TIMED INTERRUPT 
EACH TIME T11!S 

ie LOADED DISABLED 
CONTINUOUS 
INTERRUPTS 
TIMED INTERRUPT | ONE-SHOT 
EACH TIME T1 1S OUTPUT 
LOADED 
CONTINUOUS SQUARE 
INTERRUPTS WAVE 


T2 TIMER CONTROL 


5 | OPERATION 
| 0] TIMED INTERRUPT 


COUNT DOWN WITH 
PULSES ON PB6 


PA LATCH ENABLE/DISABLE 


PB 0 = DISABLE 
1 = ENABLE LATCHING 


SHIFT REGISTER CONTROL 


fa[s[2]OreRATION. SS SCC*d 
fO[O/O;DISABLED) eC C—C(‘isCSCsisSY 
foo] 1|SHIFT IN UNDER CONTROL OF T2___| 
fo} 1[0|SHIFTIN UNDER CONTROL OF 02____| 
[0] 1| 1] SHIFT IN UNDER CONTROL OF EXT.CLK _ 
[1[0[0|SHIFT OUT FREE-RUNNING ATT2 RATE | 
Fr[o[ 1] SHIFT OUT UNDER CONTROL OF T2 
i]t [0|SHIFT OUT UNDER CONTROL OF 02 
fi[t [1 [SHIFT OUT UNDER CONTROL OF EXT. CLK, 


Figure 17. Auxiliary Control Register 


Note: The processor does not write directly into the low order counter (T1C-L). Instead, this half of the counter is loaded auto- 
matically from the low order latch when the processor writes into the high order counter. In fact, it may not be necessary to 
write to the low order counter in some applications since the timing operation is triggered by writing to the high order counter. 
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WRITE T1C-H 
OPERATION 


TRO OUTPUT 


PB7 OUTPUT 
(T1, ONLY) 


T1 COUNT 


T2 COUNT 


| N-2 | N-3 | 


N+ 1.5 CYCLES ee 


SY6522/SY6522A 


| o | Frer | frre | FrFD | FFFc | 


Figure 18. Timer 1 and Timer 2 One-Shot Mode Timing 


Timer 1 One-Shot Mode 


The interval timer one-shot mode allows generation 
of a single interrupt for each Timer load operation. 
In addition, Timer 1 can be programmed to produce 
a single negative pulse on PB7. 


To generate a single interrupt ACR bits 6 and 7 must 
be O then either TIL-L or TIC-L must be written with 
the low-order count value. (A write to TIC-L is effec- 
tively a Write to TIL-L). Next the high-order count 
value is written to TIC-H, (the value is simultan- 
eously written into TIL-H), and TIL-L is transferred 
to TIC-L. Countdown begins on the $2 following the 
write TIC-H and decrements at the $9 rate. T1 inter- 
rupt occurs when the counters reach 0. Generation 
of a negative pulse on PB7 is done in the same manner 
except ACR bit 7 must be a one. PB7 will go low 
after a Write TIC-H and go high again when the 
counters reach 0. 


The T1 interrupt flag is reset by either writing TIC-H 
(starting a new count) or by reading TIC-L. 


Timing for the one-shot mode is illustrated in 
Figure 18. 


Timer 1 Free-Run Mode 


The most important advantage associated with the 
latches in T1 is the ability to produce a continuous 
series of evenly spaced interrupts and the ability to 
produce a square wave on PB7 whose frequency is 
not affected by variations in the processor interrupt 
response time. This is accomplished in the “‘free- 
running” mode. 
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In the free-running mode, the interrupt flag is set and 
the signal on PB7 is inverted each time the counter 
reaches zero. However, instead of continuing to decre- 
ment from zero after a time-out, the timer automati- 
cally transfers the contents of the latch into the 
counter (16 bits) and continues to decrement from 
there. It is not necessary to rewrite the timer to en- 
able setting the interrupt flag on the next time-out. 
The interrupt flag can be cleared by reading TIC-L, 
by writing directly into the flag as described later, 
or if a new count value is desired by a write to TIC-H 


All interval timers in the SY6522 are “‘re-triggerable’’. 
Rewriting the counter will always re-initialize the 
time-out period. In fact, the time-out can be prevent- 
ed completely if the processor continues to rewrite 
the timer before it reaches zero. Timer 1 will operate 
in this manner if the processor writes into the high 
order counter (T1C-H). However, by loading the 
latches only, the processor can access the timer dur- 
ing each down-counting operation without affecting 
the time-out in process. Instead, the data loaded into 
the latches will determine the length of the next time- 
out period. This capability is particularly valuable in 
the free-running mode with the output enabled. In 
this mode, the signal on PB7 is inverted and the in- 
terrupt flag is set with each time-out. By responding 
to the interrupts with new data for the latches, the 
processor can determine the period of the next half 
cycle during each half cycle of the output signal on 
PB7. In this manner, very complex waveforms can be 
generated. Timing for the free-running mode is shown 
in Figure 19. 
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WRITE T1C-H 
OPERATION 


TRO OUTPUT 


PB7 OUTPUT 


Oo N+ 1.5 te + oy 


Note: A precaution to take in the use of PB7 as the timer output concerns the Data Direction Register contents for PB7. Both 
DDRB bit 7 and ACR bit 7 must be 1 for PB7 to function as the timer output. If either is a0, then PB7 functions as a normal 
output pin, controlled by ORB bit 7. 


Figure 19. Timer 1 Free-Run Mode Timing 


Timer 2 Operation Timer 2 One-Shot Mode 

Timer 2 operates as an interval timer (in the ‘‘one- As an interval timer, T2 operates in the ‘‘one-shot”’ 
slot’’ mode only), or as a counter for counting nega- mode similar to Timer 1. In this mode, T2 provides a 
tive pulses on the PB6 peripheral pin. A single con- single interrupt for each ‘write T2C-H’’ operation. 
trol bit is provided in the Auxiliary Control Register After timing out, (reading 0) the counters “roll-over”’ 
to select between these two modes. This timer is com- to all 1’s (FFFF4¢) and continue decrementing, al- 
prised of a “‘write-only’”’ low-order latch (T2L-L),a lowing the user to read them and determine how long 
“read-only’’ low-order counter and a read/write high T2 interrupt has been set. However, setting of the 
order counter. The counter registers act as a 16-bit interrupt flag will be disabled after initial time-out 
counter which decrements at ®2 rate. Figure 20 illus- so that it will not be set by the counter continuir g to 
trates the T2 Counter Registers. — decrement through zero. The processor must rewrite 


T2C-H to enable setting of the interrupt flag. The 
interrupt flag is cleared by reading T2C-L or by 
writing T2C-H. Timing for this operation is shown in 


Figure 18. 
REG 8 — TIMER 2 LOW-ORDER COUNTER REG 9 — TIMER 2 HIGH-ORDER COUNTER 
7ts{s]«{sf2[sfo BOooaano 
1 256 
2 512 
4 1024 
8 COUNT 2048 COUNT 
VALUE VALUE 
16 4096 
32 8192 
64 16384 
128 32768 
WRITE — 8 BITS LOADED INTO T2 LOW-ORDER WRITE — 8 BITS LOADED INTO T2 HIGH-ORDER 
LATCHES. COUNTER. ALSO, LOW-ORDER LATCHES 
READ— 8BITS FROM T2 LOW-ORDER COUNTER TRANSFERRED TO LOW-ORDER 
TRANSFERRED TO MPU. T2 INTERRUPT COUNTER. IN ADDITION, T2 INTERRUPT 
FLAG IS RESET. FLAG IS RESET. 
READ— 8BITS FROM T2 HIGH-ORDER COUNTER 


TRANSFERRED TO MPU. 


Figure 20. T2 Counter Registers 
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Timer 2 Pulse Counting Mode 


In the pulse counting mode, T2 serves primarily to 
count a predetermined number of negative-going 
pulses on PB6. This is accomplished by first loading 
a number into T2. Writing into T2C-H clears the in- 
terrupt flagand allows the counter to decrement each 
time a pulse is applied to PB6. The interrupt flag will 
be set when T2 reaches zero. At this time the counter 
will continue to decrement with each pulse on PB6. 
However, it is necessary to rewrite T2C-H to allow 
the interrupt flag to set on subsequent down-counting 
operations. Timing for this mode is shown in Figure 
21. The pulse must be low on the leading edge of ®2. 


Shift Register Operation 


The Shift Register (SR) performs serial data transfers 
into and out of the CB2 pin under control of an in- 
ternal modulo-8 counter. Shift pulses can be applied 
to the CB1 pin from an external source or, with the 
proper mode selection, shift pulses generated inter- 
nally will appear on the CB1 pin for controlling ex- 
ternal devices. 


The control bits which select the various shift register 
operating modes are located in the Auxiliary Control 
Register. Figure 22 illustrates the configuration of the 
SR data bits and the SR control bits of the ACR. 


Figures 23 and 24 illustrate the operation of the vari- 
ous shift register modes. 


WRITE T2C-H 
OPERATION 


PB6 INPUT 


IRQ OUTPUT 


N | 


N-1 | 


SY6522/SY6522A 


Interrupt Operation 


Controlling interrupts within the SY6522 involves 
three principal operations. These are flagging the in- 
terrupts, enabling interrupts and signaling to the pro- 
cessor that an active interrupt exists within the chip. 
Interrupt flags are set by interrupting conditions 
which exist within the chip or on inputs to the chip. 
These flags normally remain set until the interrupt 
has been serviced. To determine the source of an in- 
terrupt, the microprocessor must examine these flags 
in order from highest to lowest priority. This is ac- 
complished by reading the flag register into the pro- 
cessor accumulator, shifting this register either right 
or left and then using conditional branch instructions 
to detect an active interrupt. 


Associated with each interrupt flag is an interrupt 
enable bit. This can be set or cleared by the proces- 
sor to enable interrupting the processor from the cor- 


responding interrupt flag. If an interrupt flag is set to 


a logic 1 by an interrupting condition, and the corres- 
ponding interrupt enable bit is set to a 1, the Inter- 
rupt Request Output (IRQ) will go low. TRO is an 
“open-collector’’ output which can be ‘‘wire-or’ed’’ 
with other devices in the system to interrupt the 
processor. 


In the SY6522, all the interrupt flags are contained 
in one register. In addition, bit 7 of this register will 
be read as a logic 1 when an interrupt exists within 
the chip. This allows very convenient polling of sev- 
eral devices within a system to locate the source of 
an interrupt. 


N-2 // 


Figure 21. Timer 2 Pulse Counting Mode 


REG 10 — SHIFT REGISTER 


PTFE 
| 


SHIFT 
REGISTER 
BITS 


NOTES: 

1. WHEN SHIFTING QUT. BIT 7 IS THE FIRST BIT 
OUT AND SIMULTANEOUSLY IS ROTATED BACK 
INTO BIT 0. 

2. WHEN SHIFTING IN, BITS INITIALLY ENTER 
BIT 0 AND ARE SHIFTED TOWARDS BIT 7. 


REG 11 — AUXILIARY CONTROL REGISTER 


BEG BREE 


Ld 


| SHIFT REGISTER 


MODE CONTROL 


1413]2| OPERATION 

fofofo| DISABLED = — t—“‘CCSCSC‘s*C 
fo[O]1| SHIFTINUNDERCONTROLOFT2 | 
foli]o] SHIFTINUNDERCONTROLOF +2 | 
fo[1|1] SHIFTINUNDER CONTROL OF EXTCLK | 
1 1[o]0]| SHIFT OUT FREE-RUNNINGATT2RATE _| 
f1fo|1[ sSHiFTOUTUNDERCONTROLOFT2 | 
rf 1 [o| SHIFT OUT UNDER CONTROL OF v2 
Pf [1] shir our UNDER CONTROL OF EXTCLK | 


Figure 22. SR and ACR Control Bits 


3-94 


Synertek. SY6522/SY6522A 


SR Disabled (000) 

The 000 mode is used to disable the Shift Register. In this mode the microprocessor can write or read the SR, but the 
shifting operation is disabled and operation of CB1 and CB2 is controlled by the appropriate bits in the Peripheral 
Control Register (PCR). In this mode the SR Interrupt Flag is disabled (held to a logic 0). 


Shift in Under Control of T2 (001) 

In the 001 mode the shifting rate is controlled by the low order 8 bits of T2. Shift pulses are generated on the CB1 pin 
to control shifting in external devices. The time between transitions of this output clock is a function of the system 
clock period and the contents of the low order T2 latch (N). 


The shifting operation is triggered by writing or reading the shift register. Data is shifted first into the low order bit 
of SR and is then shifted into the next higher order bit of the shift register on the negative-going edge of each clock 
pulse. The input data should change before the positive-going edge of the CB1 clock pulse. This data is shifted into 
the shift register during the ¢2 clock cycle following the positive-going edge of the CB1 clock pulse. After 8 CB1 


clock pulses, the shift register interrupt flag will be set and [RO will go low. 


WRITE OR READ 
SHIFT REG. 


N+2 CYCLES N+2 


CYCLES 
CB1 OUTPUT 1 2 
SHIFT CLOCK 


para LLL WLLL —_ KL ED UMMM WM, ED a 


Semnmamnoieniissesis ssn 


Shift in Under Control of ¢2 (010) 

In mode 010 the shift rate is a direct function of the system clock frequency. CB1 becomes an output which 
generates shift pulses for controlling external devices. Timer 2 operates as an independent interval timer and has no 
effect on SR. The shifting operation is triggered by reading or writing the Shift Register. Data is shifted first into 

bit O and is then shifted into the next higher order bit of the shift register on the trailing edge of each $2 clock pulse. 
After 8 clock pulses, the shift register interrupt flag will be set, and the output clock pulses on CB1 will stop. 


| 
READ SR 
OPERATION 
CB1 OUTPUT 
SHIFT CLOCK 


| ; 
para LEIIITTIX *_X_ 2 X_= X= X= X= XK 7 X_= WML 


_ enema = 


Shift in Under Control of External CB1 Clock (011) 

In mode 011 CB1 becomes an input. This allows an external device to load the shift register at its own pace. The 
shift register counter will interrupt the processor each time 8 bits have been shifted in. However, the shift register 
counter does not stop the shifting operation; it acts simply as a pulse counter. Reading or writing the Shift 
Register resets the Interrupt flag and initializes the SR counter to count another 8 pulses. 
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Note that the data is shifted during the first system clock cycle following the positive-going edge of the CB1 shift 
pulse. For this reason, data must be held stable during the first full cycle following CB1 going high. 


D2. 


CB1 INPUT 1 2 3 4 8 
SHIFT CLOCK 


pata LLL LL 2__ ME *_M Wi 


aaa a 


Figure 23. Shift Register Input Modes 
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Shift Out Free-Running at T2 Rate (100) 
Mode 100 is very similar to mode 101 in which the shifting rate is set by T2. However, in mode 100 the SR Counter 
does not stop the shifting operation. Since the Shift Register bit 7 (SR7) is recirculated back into bit 0, the 8 bits 
loaded into the shift register will be clocked onto CR2 repetitively. In this mode the shift register counter is disabled, 
and IRQ is never set. 

bg 


WRITE SR 
OPERATION 


N+2 CYCLES | 
CB1 OUTPUT |: | | 2 | |: | Le f Le] L > | 


SHIFT CLOCK 


co Mie, GD, GD GED GS / DGD GE 


Shift Out Under Control of T2 (101) 

In mode 101 the shift rate is controlled by T2 (as in the previous mode). However, with each read or write of the shift 
register the SR Counter is reset and 8 bits are shifted onto CB2. At the same time, 8 shift pulses are generated on CB1 
to control shifting in external devices. After the 8 shift pulses, the shifting is disabled, the SR Interrupt Flag is set and 


CB2 remains at the last data level. 


*, 
co FLOLOLILOL LYELL LLL, LL Lk 


WRITE SR 
OPERATION 


N+2 CYCLES 
| 


N+2 CYCLES 


CB1 OUTPUT 1 2 3 8 
SHIFT CLOCK 


Bara T WWWX KK 


=< . ©. @ Woes 


Shift Out Under Control of ¢2 (110) | 
In mode 110, the shift rate is controlled by the ¢2 system clock. 


CLOCK | | | | 
WRITE SR | , 
OPERATION [ 
SHIET CLOCE L 2 ‘ L7 | |: | 
oy il TMX XOXO 


mo a 


Shift Out Under Control of External CB1 Clock (111) 

In mode 111 shifting is controlled by pulses applied to the CB1 pin by an external device. The SR counter sets the SR 
Interrupt flag each time it counts 8 pulses but it does not disable the shifting function. Each time the microprocessor 
writes or reads the shift register, the SR Interrupt flag is reset and the SR counter is initialized to begin counting the 
next 8 shift pulses on pin CB1. After 8 shift pulses, the interrupt flag is set. The microprocessor can then load the 
shift register with the next byte of data. 


WRITE SR 

OPERATION 
CB1 INPUT 1 | 2 ] 
SHIFT CLOCK 


para SQM Kt 


IRQ | 


Figure 24. Shift Register Output Modes 
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The Interrupt Flag Register (IFR) and Interrupt En- 
able Register (IER) are depicted in Figures 25 and 
26, respectively. 


The IFR may be read directly by the processor. In ad- 
dition, individual flag bits may be cleared by writing 
a ‘1" into the appropriate bit of the IFR. When the 
proper chip select and register signals are applied to 
the chip, the contents of this register are placed on 
the data bus. Bit 7 indicates the status of the |RQ out- 
put. This bit corresponds to the logic function: [RO = 
IFR6xlER6+IFR5~x IER5+IFR4x IER4+IFR3~x 
IER3 + IFR2x IER2+1FR1x IER1 + 1IFROx IERO. 
Note: X = logic AND, + = Logic OR. 


The IFR bit 7 is not a flag. Therefore, this bit is not 
directly cleared by writing a logic 1 into it. It can 
only be cleared by clearing all the flags in the register 
or by disabling all the active interrupts as discussed 
in the next section. 


REG 13 — INTERRUPT FLAG REGISTER 


GORRREEE 


SET BY CLEARED BY 


CA2 ACTIVE EDGE READ OR WRITE 
/~ | REG 1 (ORA)* 
CA1 ACTIVE EDGE READ OR WRITE 
REG 1(ORA 
COMPLETE 8 SHIFTS | READ OR WRITE 
SHIFT REG 


CB2 ACTIVE EDGE READ OR WRITE ORB* 
CB1 ACTIVE EDGE READ OR WRITE ORB 


WRITE T2 HIGH 
WRITE T1 HIGH 
INTERRUPT INTERRUPTS 
* IF THE CA2/CB2 CONTROL IN THE PCR IS SELECTED AS 
“INDEPENDENT” INTERRUPT INPUT, THEN READING OR 
WRITING THE OUTPUT REGISTER ORA/ORB WILL NOT 
CLEAR THE FLAG BIT. INSTEAD, THE BIT MUST BE 


CLEARED BY WRITING INTO THE IFR, AS DESCRIBED 
PREVIOUSLY. 


Figure 25. Interrupt Flag Register (IFR) 


For each interrupt flag in !FR, there is a corres- 
ponding bit in the Interrupt Enable Register. The 
system processor can set or clear selected bits in 
this register to facilitate controlling individual inter- 
rupts without affecting others. This is accomplished 
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by writing to address 1110 (IER address). If bit 7 of 
the data placed on the system data bus during this 
write operation is a 0, each 1 in bits 6 through 0 
clears the corresponding bit in the Interrupt Enable 
Register. For each zero in bits 6 through 0, the cor- 
responding bit is unaffected. 


Setting selected bits in the Interrupt Enable Register 
is accomplished by writing to the same address with 
bit 7 in the data word set to a logic 1. In this case, 
each 1 in bits 6 through 0 will set the corresponding 
bit. For each zero, the corresponding bit will be un- 
affected. This individual control of the setting and 
clearing operations allows. very convenient control of 
the interrupts during system operation. 


In addition to setting and clearing IER bits, the pro- 
cessor can read the contents of this register by placing 
the proper address on the register select and chip 
select inputs with the R/W line high. Bit 7 will be 
read as a logic 1. 


REG 14 — INTERRUPT ENABLE REGISTER 


CA2 

CA1 

SHIFT REG 

CB2 0= INTERRUPT DISABLED | 
CB1 1= INTERRUPT ENABLED 
TIMER 2 

TIMER 1 

SET/CLEAR 


NOTES: 

1, 1F BIT 71S A “0”, THEN EACH "1" IN BITS 0 - 6 DISABLES THE 
CORRESPONDING INTERRUPT. , 

2. 1F BIT 71S A “1”, THEN EACH “1” IN BITS 0 - 6 ENABLES THE 
CORRESPONDING INTERRUPT. 

3. IF A READ OF THIS REGISTER IS DONE, BIT 7 WILL BE “1” AND 
ALL OTHER BITS WILL REFLECT THEIR ENABLE/DISABLE STATE. 


Figure 26. Interrupt Enable Register (IER) 
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Pin Configuration 


Package Availability 40 Pin Plastic 
40 Pin Ceramic 


Ordering Information 


Order 
Number 


SYP 6522 
SYP G522A 


SYC 6522 
SYC 6522A 


Package 
Type 


Plastic 
Plastic 


Ceramic 
Ceramic 


3-98 


Frequency 
Option 


SY6522/SY6522A 


ertek. SYE6522/SYE6522A 


Versatile Interface 
Adapter (VIA) 


Extended Temperature Range 
(-40°C to +85°C) 


Features 


® Two 8-Bit Bidirectional |/O Ports Control of Data Transfers Between Processor and 
@ Two 16-Bit Programmable Timer/Counters Peripheral Devices 

@ Serial Data Port @ Latched Output and Input Registers 

@ Single +5V Power Supply @ 1 MHz Operation 

@ TTL Compatible @ Operation over wide temperature range 

® CMOS Compatible Peripheral Port A Lines (-40°C to +85°C) 

@ Expanded “Handshake” Capability Allows Positive 


Description 


The SYE6522 Versatile Interface Adapter (VIA) isa be programmed as either an input or an output. Several 
very flexible 1/O control device. In addition, this de- peripheral !/O lines can be controlled directly from 
vice contains a pair of very powerful 16-bit interval the interval timers for generating programmable fre- 
timers, a serial-to-parallel/parallel-to-serial shift re- quency square waves or for counting externally gen- 
gister and input data latching on the peripheral ports. erated pulses. To facilitate control of the many power- 
Expanded handshaking capability allows control of ful features of this chip, an interrupt flag register, an 
bi-directional data transfers between VIA’s in multiple interrupt enable register and a pair of function con- 
processor systems. trol registers are provided. 


Control of peripheral devices is handled primarily 
through two 8-bit bi-directional ports. Each line can 


Block Diagram CONTROL 


INPUT LATCH 


ENABLE 
(IER) 


BUFFERS 
Ce ra Go 


DATA DIR. 
(DDRA) 


DATA 
BUS 
BUFFERS 


PERIPHERAL 


AUXILIARY 


FUNCTION 
CONTROL 


HANDSHAKE 


: CONTROL 
LATCH 
T1iL- T1L- 
ee Pec SHIFT REG. CB1 
(SR) 
COUNTER COUNTER 


(T1C-H) (T1C-L) 


PORT B REGISTERS 


TIMER 1 


INPUT LATCH 


TIMER 2 


LATCH J] | #-------- 


(T2L-L) 

ee CTY PUEEERS KS pont 8 
! 

COUNTER 
(T2C-L) 


COUNTER 
(T2C-H) 


DATA DIR. 
(DDRB) 


Figure 1. SYE6522 Block Diagram 
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Absolute Maximum Ratings 


[Rating [Symbol] Value [Unit 


Supply Voltage -0.3 to +7.0| V 

Input Voltage -0.3 to +7.0} V 

Operating Temperature 
Range 

Storage Temperature 


-40 to +85 


SYE6522/SYE6522A 


This device contains circuitry to protect the inputs | 
against damage due to high static voltages. However, 
it is advised that normal precautions be taken to 
avoid application of any voltage higher than maxi- 
mum rated voltages. 


Ordering Information 


Gow Freauane 


Range -55 to +150 SYEC6522 Ceramic 
SYED6522 Cerdip 
SY EP6522 Plastic 


D.C. Characteristics (Vec = 5.0V + 5%, Ta = -40°C to +85°C unless otherwise noted) 


Input Leakage Current — Vin, =O to 5 Vde 
RM, RES, RSO, RS1, RS2, RS3, CS1, CS2, 
CA1, 2 


ItTsI Off-state Input Current — Vi, = .4 to 2.4V 
Vec = Max, DO to D7 


Input High Current — Vip = 2.4V 
PAO-PA7, CA2, PBO-PB7, CB1, CB2 


Input Low Current — Vi_ = 0.4 Vde 
PAO-PA7, CA2, PBO-PB7, CB1, CB2 
Output High Voltage 


Vec = min, ligag = -100 uAde 
PAO-PA7, CA2, PBO-PB7, CB1, CB2 


VoL Output Low Voltage 
Veco = min, ligag = 1.6 mAdc 


lOH Output High Current (Sourcing) 
Von = 2.4V 
Vou = 1.5V (PBO-PB7) 


loL Output Low Current (Sinking) 
Voi = 0.4 Vde 


loFF Output Leakage Current (Off state) 


IRQ 
Input Capacitance — Ta = 25°C, f = 1 MHz 
(R/W, RES, RSO, RS1, RS2, RS3, CS1, CS2, 
DO-D7, PAO-PA7, CA1, CA2, PBO-PB7) 
(CB1, CB2) 
(62 Input) 


Output Capacitance — Tp = 25°C, f = 1 MHz 


Power Dissipation Vcc = 5.25V 


22,0 


Characteristic | Max. | 
Vou Clock High Voltage 
VIL ‘Input Low Voltage 3 
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Memory, I/O, 
Timer Array 


Features 


@ 8 bit bi-directional Data Bus for direct communication 
with the microprocessor 

@® 1024 x8 ROM 

@ 64x 8 static RAM 


Programmable Interval Timer 
Programmable Interval Timer Interrupt 
TTL & CMOS compatible peripheral lines 
Peripheral pins with Direct Transistor Drive Capability 
® Two 8 bit bi-directional data ports for interface to High Impedance Three-State Data Pins 
peripherals Allows up to 7K contiguous bytes of ROM with no 
@ Two programmable |/O Peripheral Data Direction external decoding 
Registers 


Description 


The SY6530 is designed to operate inconjunction with ports allowing direct interfacing between the micro- 
the SY6500 microprocessor Family. Itiscomprised ofa processor unit and peripheral devices, anda software 
mask programmable 1024 x 8 ROM, a 64 x 8 static programmable interval timer with interrupt, capable of 
RAM, two software controlled 8 bit bi-directional data timing in intervals from 1 to 262,144 clock periods. 


Figure 1. SY6530 Block Diagram 


DATA 


OUTPUT PERIPHERAL ere PERIPHERAL OUTPUT 
CONTROL REGISTER DATA BUFFER DATA BUFFER REGISTER 
REGISTER A A TIMER B B 
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DATA 
CONTROL 
REGISTER 
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ADDRESS 
DECODER 


CS1 CS2 @2 R/W RES 
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Absolute Maximum Ratings* Comment* 

Supply Voltage (Vcc) .--- eect e eee -.3 to +7.0V Stresses above those listed under “Absolute Maximum 

Input/Output Voltage (Vin)... eee ees -.3 to +7.0V Ratings’’ may cause permanent damage to the device. This 

Operating Temperature (Top) ..---++++++>: 0 to 70°C is a stress rating only and functional operation of the de- 

Storage Temperature Range (Tsta).---- -55 to +150°C vice at these or any other conditions above those indicated 
in the operational sections of this specification is not 
implied. 


D.C. Characteristics (Vcc = 5.0V #5%, Vsg = OV, Ta = 0°C to 70°C) 


i 
< 
= 


-0.3 


Input Low Voltage VIL 
Input Leakage Current; VIN = VSS +5V 
AQ-AQ, RS, RW, RES, 02, PB6*, PB5* 
Input Leakage Current for High Impedence State 
(Three State); Vin = .4V to 2.4V; D@-D7 


Input High Current; VIN = 2.4V 

PAG-PA7, PB@-PB7 
Low Input Current; Vin = -4V 
PAQ-PA7, PB@-PB7 


IH 
NL 
Output High Voltage 
Vec = MIN, ILOAD 100uA (PAG-PA7, PB@-PB7, D@-D7) 


VOH V 
ee 2.4 
ILOAD <-3mA (PAG, PBO) 1.5 


Output Low Voltage 
Vcc = MIN, ILOAD <1.6mA 
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Output High Current (Sourcing); 1IOH 
VOH = 2.4V (PAG-PA7, PB@-PB7, DG-D7) -100 | -1000 LA 
> 1.5V Available for other than TTL 
; ; -5.0 mA 
(Darlingtons) (PA@, PB@) 
Output Low Current (Sinking); VOL < .4V IOL 1 ae 


Clock Input Capacitance 


ro) 
Sinjn n) > 


Input Capacitance 


Kear 
Output Capacitance 
aa 


xo) 


Power Dissipation (Vcc= 5.25V) 
*When Programmed as address pins All values are D.C. readings 


Write Timing Characteristics 


Characteristic 
Clock Period | TCYC 


Cc 
py 


Rise & Fall Times Tr, TF S 
Clock Pulse Width ns 
R/W valid before positive transition of clock TWCW 


THW 


Peripheral data valid after negative transition of clock driving CMOS | TCMOS 
(Level = Vcc -30%) 


w 
fo) 
fo) 


> 
“ 


” n ”n wn 


4| 
O|> 
a 1O 
ce 


R/W hold time after negative clock transition 


Address hold time 
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CLOCK INPUT 


R/W 


ADDRESS 


DATA BUS 


PERIPHERAL 
DATA 


CLOCK INPUT 


R/W 


ADDRESS 


PERIPHERAL 
DATA 


DATA BUS 


PB7(IRQ) 


SY6530 


Figure 2. Write Timing Characteristics 


TCYC 
TR Tc TF 
2.4V 
0.4V 
ae Tcww 
0.8V 
oye TCAH|i?— 


THW 
2.0V 5 
4 0.8V 
4 2.0V 
0.8V 
TCMOS 


Figure 3. Read Timing Characteristics 
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mex 
TPCR 
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0.8V 
TCDR 


Tic 


3-103 


Sw 
cc 
& 
ie) 
oe 
Lid 
ie 
S& 
Cc 
ioe 


Synertek. 


Test Load 


PIN 


C = 130 pF MAX. FOR DBO-DB7 
C = 30 pF MAX. FOR ALL OTHER OUTPUTS = 


Read Timing Characteristics 


Address hold time 


Loading = 30 pF + 1 TTL load for PA@-PA7, PB@-PB7 
= 130 pF + 1 TTL load for DO-D7 


Interface Signal Description 


Reset (RES) __ 
During system initialization a low(<0.4V) on the RES 
input will cause a zeroing of all four 1/O registers. This 
in turn will cause all |/O buses to act as inputs, 
protecting external components from possible dam- 
age and erroneous data while the system is being 
configured under software control. The Data Bus 
Buffers are put into an OFF-STATE during reset. 
Interrupt capability is disabled with the RES signal. 
The RES signal must be held low for at least one clock 
period when reset is required. 


Input Clock (¢ 2) 
The input clock is a system Phase Two clock. 


Read/Write (R/W) 

R/W is supplied by the microprocessor and is used to 
control the transfer of data to and from the SY6530.A 
high on the R/W pin allows the processor toread(with 
proper addressing) the SY6530. A lowon the R/W pin 
allows a write (with proper addressing) tothe SY6530. 


Interrupt Request (IRQ) 
The IRQ output is derived from the interval timer. The 
same line, if not used as an interrupt, can be used asa 
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OPEN COLLECTOR 
OUTPUT TEST LOAD 


5V 


3KQ 


PIN 


peripheral I/O (PB7). When used as an interrupt, the 
pin should be set to an input in the data direction 
register. As IRO the output willbe normally highwitha 
low indicating an interrupt from the SY6530. An 
external pull-up device is not required; however, if 


collector-OR’d with other devices, the internal pull-up 
may be omitted with a mask option. 


Data Bus (DO-D7) 

The SY6530 has eight bi-directional data lines (DO- 
D7). These lines connect to the system’s data bus and 
allow transfer of data to and from the microprocessor. 
The output buffers remain in the off state except when 
a Read operation occurs. 


Peripheral Data Ports (PAO-PA7, PBO-PB7) 

The SY6530 has two 8-bit peripheral I/O ports, PortA 
(lines PAO-PA7) and Port B (lines PBO-PB7). Each line 
is individually software programmable as either an 
input or an output. By writing a “O”’ toany bit position of 
the Data Direction Register (DDRA or DDRB) the 
corresponding line will be programmed as an input. 
Likewise, by writing ‘1°’ to any bit position inthe DDR 
will cause the corresponding line to act as an output. 


Synertek, 


When the Ports are programmed as inputs and their 
output registers (ORA and ORB) are read by the MPU, 
the level onthe portlines willbe transferred tothe Data 
Bus. When the ports are programmed as outputs the 
lines will reflect the data written by the MPU into the 
Output registers. 


PAO and PBO are capable of direct transistor drive 
(Source 3mA at 1.5V). 


Address and Select Lines (AO-AQ, RS, PB5 and PB6) 


AO-A9 and ROM SELECT (RS) are always used as 
addressing lines. There are 2 additional lines which 
are mask programmable and can be used either 
individually or together as CHIP SELECTS. They are 
PB5 and PB6. When used as peripheral data lines they 
cannot be used as chip selects. 


Internal Organization 


A block diagram of the internal architecture is shown 
in Figure 1. The SY6530 is divided into four basic 
sections, RAM, ROM, I/O and TIMER. The RAM and 
ROM interface directly with the microprocessor 
through the system data bus and address lines. The 
I/O section consists of two 8-bit halves. Each half 
contains a Data Direction Register (DDR) and an 1/O 
Register. 


ROM 1 K Byte (8 K Bits) 

The 8K ROM is in a 1024 x 8 configuration. Address 
lines AO-AQ, as well as RS are needed to address the 
entire ROM. With the addition of CS1 and CS2, seven 
SY6530’s may be addressed, giving 7168 x 8 bits of 
contiguous ROM. 


RAM-64 Bytes (512 Bits) 

A 64 x 8 static RAM is contained on the SY6530. It is 
addressed by AO-A5 (Byte Select), RS, A6, A7, A8, AQ, 
and, depending on the number of chips in the system, 
CS1 and CS2. 


Internal Peripheral Registers 

There are four 8-bit internal registers, two data 
direction registers (DDRA and DDRB) and two 
peripheral I/O data registers (ORA and ORB). The two 
data direction registers control the direction of the data 
into and out of the peripheral line. A ’1"’ written into 
the Data Direction Register sets up the corresponding 
peripheral buffer line as an output. Therefore, 
anything then written intothel/O Register willappear 
on that corresponding peripheral pin. A “O” written 
into the DDR inhibits the output buffer from 
transmitting data to or from the I/O Register. For 
example, a ‘'1" loaded into datadirectionA, position3, 
sets up peripheral line PA3 as an output. If a ‘‘O’’ had 
been loaded, PA3 would be configured as aninputand 
remaininthe highstate. The twodatal/Oregistersare 
used to latch data from the Data Bus during a Write 
operation until the peripheral device can read thedata 
supplied by the microprocessor. 


During a read operation by the microprocessor the 
SY6530 transfers the TTL level on the peripheral data 
lines to the data bus. For the peripheral data lines 
which are programmed as outputs the microprocessor 
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will read the corresponding data bits of the I/O 
Register. The only way the I/O Register data can be 
changed is by a microprocessor Write operation. The 
I/O Register is not affected by a Readofthedata onthe 
peripheral lines. 


Interval Timer 

The Timer section of the SY6530 contains three basic 
parts: preliminary divide down register, program- 
mable 8-bit register and interrupt logic. These are 
illustrated in Figure 4. 


The Interval Timer can be programmed to count up to 
256 time intervals. Each time intervalcanbe either 1 1; 
8T, 64T or 1024T increments, where T is the system 
clock period. When a full count is reached, the 
interrupt flag is set to a logic ‘1’’. After the interrupt 
flag is set the internal clock continues counting down 
at a 1T rate toa maximum of -255T. This allows the 
user to read the counter and then determine how long 
the interrupt has been set. 


The 8-bit system Data Bus is used to transfer data to 
and from the Interval Timer. If a count of 52 time 
intervals were to be counted, the pattern00110100 
would be put on the Data Bus and written into the 
Interval Time register. 


At the same time that data is being written into the 
Interval Timer, the counting intervals of 1,8, 64, 1024T 
are decoded from address lines AO and A1. During a 
Read or Write operation address line A3 controls the 
interrupt capability of PB7, i.e., A3 = 1 enablesiRO on 
PB7, A3= Odisables IRO on PB7. When PB7 is used as 
IRO with the Interval Timer it should be programmed 
as an input. If PB7 is enabled by A3 and an interrupt 
occurs PB7 will go low. When the Timer isread priorto 
the interrupt flag being set, the number of time 
intervals remaining will be read, i.e., 51, 50, 49, etc. 


When the Timer has counted down toO0000000an 
interrupt will occur on the next count and the counter 
will read 1111111 1. After interrupt, the timer 
register decrements at a divide by “1” rate of the 
system clock. If after interrupt, the Timer is readanda 
value of 1110011 1 isread, thetime since interruptis 
28T. The value read is in two's complement. 

Value Read = 11100100 

Complement = 00011011 

ADD 1 = 00011100 = 28. 
Thus, to arrive at the total elapsed time, merely doa 
two's complement and add to the original time written 
into the Timer. Again, assume time writtenasO0110 
100 (=52). With a divide by 8, total time to interrupt is 
(52 x 8) + 1 = 417T. Total elapsed time would be 
416T + 28T = 444T, assuming the value read after 
interrupt was 11100100. 


After an interrupt, whenever the Timer is written or 
read the interrupt is reset. However, the reading of the 
Timer at the same time the interrupt occurs will not 
reset the interrupt flag. 


Figure 5 illustrates an example of interrupt. 


oO 
cc 
eo 
= 


PROCESSORS 


Synertek. SY6530 


Figure 4. Basic Elements of Interval Timer 


R/W A3 D7 D6 D5 D4 D3 D2 D1 DO R/w Al AO 


INTERRUPT PROGRAMMABLE DIVIDE 


02 
si CONTROL REGISTER DOWN 
D7 D6 D5 D4 D3 D2 D1 DO 
Figure 5. Timer Interrupt Timing 
vein 0 1 2 3 213 214 415 416 500 501 
WRITE T 
iRQ 


1. Data written into Interval Timer isO00110100= 5249 
2. Data in Interval Timer is00011001 = 2519 
213 


52 oe 1 = 52-26-1 = 25 
3. Data in Interval Timer isO0OO0OQ00000=0 9 
52 ee = 52-51-1=0 


4. Interrupt has occured at $2 pulse #416 
Data in Interval Timer =11111111 
5, Data in Interval Timer is 10101100 
two's complement is0 1010100 = 8419 
84 + (52 x 8) = 50019 


When reading the Timer after an interrupt, A3 should be low so as to disable the IRO output. This is done so as to 
avoid future interrupts until another Write timer operation. 


Addressing 

Because the address decode matrix is maskable the options and act independently neither, either, or both 
SY6530 offers many variations to the user. RAM, may be masked as Chip Selects or Port B lines. 

ROM and the I/O — Interval Timer block may be 

enabled individually by any combination of A6-A9 plus One-Chip Addressing 

RS, CS1 and CS2 (refer to Figure 6 for a typical Figure 6 illustrates a 1-chip system for the SY6530, 
configuration). Because CS1 and CS2 are mask and Figure 8 details address decoding. 
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Figure 6. SY6530 One Chip Address Encoding Scheme 


CS2 


CS1 


RSO 


A9 


A8 


A7 


A6 


AS 
A4 
A3 
A2 
Al 
AO 


A. X indicates mask programming 
i.e. ROM select = CS1eRSO 


INTERVAL 


RAM select = CS1 eRSO*A9eA7 CAG 
1/O TIMER SELECT = CS1eRSOeAQeA8eA7eAG 


B. Notice that A8 is a don’t care for 


RAM select 


C. The CS2/PB5 pin functions as PBS in this example. 


Seven Chip Addressing 

In the 7-chip system the objective would be to have 7K 
of contiguous ROM, with RAM in low order memory. 
The 7K of ROM could be placed between addressés 
65,535 and 1024. Forthiscase, assume A13,A14,and 
A15 are all 1 when addressing ROM, and O when 
addressing RAM or I/O. This would place the 7K ROM 
between addresses 65,535 and 58,367. The 2 lines 
designated as chip-select or |/O would be mask 
programmed as chip select. RS would be connected to 
address line A10. CS1 and CS2 would be connected to 
address lines A11 andA12 respectively. See Figure 7. 


1/O Register — Timer Addressing 
The previous two examples have illustrated how to 
address the ROM, RAM and the general I/O Register 
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— Timer Block. AO thru A3 specify which of the four 
1/O registers are selected and select the modes of 
operation for the Timer. Figure 8 illustrates the internal 
decoding of these address bits and their function. 


Address line A2 selects |/O or Timer. If |/O-Timer 
Select is enabled and A2 is low the I/O registers are 
selected and bits AO and A1 are decoded to select the 
individual register. 


During a write when |/O-Timer Select is enabled and 
A2 is high the Timer is selected. Bits AO and A11 select 
the + by rate (the data lines should at this time have 
the count value to be written), and A3 determines if 
PB7 is to act as an IRO output. 


oO 
oe 
a 
= 


PROCESSORS 


Synertek. 


The addressing of the ROM select, RAM select and |/O timer select lines would be as follows: 
Figure 7. SY6530 Seven Chip Addressing Scheme 

CS2 
A12 


SY6530 #1, 


SY6530 #2, 


SY6530 #3, 


SY6530 #4, 


SY6530 #5, 


SY6530 #6, 


SY6530 #7, 


* RAM select for SY6530 #5 would read = Ai2eAlieAl0eA9e A8eA7e A6 


READ ROM 
WRITE RAM 
READ RAM 
WRITE DDRA 
READ DDRA 
WRITE DDRB 
READ DDRB 
WRITE ORA 
READ ORA 
WRITE ORB 
READ ORB 


WRITE TIMER 
47 
+8T 
+ 64T 
+ 1024T 


READ TIMER 


READ INTERRUPT FLAG 


ROM SELECT 
RAM SELECT 
I/O TIMER 
ROM SELECT 
RAM SELECT 
1/O TIMER 
ROM SELECT 
RAM SELECT 
1/O TIMER 
ROM SELECT 
RAM SELECT 
1/O TIMER 
ROM SELECT 
RAM SELECT 
1/O TIMER 
ROM SELECT 
RAM SELECT 
1/0 TIMER 
ROM SELECT 
RAM SELECT 
1/O TIMER 


CoOoO-oo-0o0o-0o0o-00 00 00 00 0 


CS1 
A11 


CoOo-0o0o-0o0000000-/00-000 


RS 
A10 


COoO-0o0000O-0a0000 -0C0C0 0 00 - 


> 
fe) 


=aoxKx-0ox-0ox-0xXx-OxX-OXKX-O xX 


Figure 8. Addressing Decode for I/O Register and Timer 


ROM 
SELECT 


— 


oooo9qoo co co & 


oo O00 CO Oo 


X = Don’t care condition 
* A3 = 1 Enables [RO to PB7 
A3 = 0 Disables [RO to PB7 


0 


ooooooe0eoe9e°0oefH-- 


oo 0oO0 CO OO 


RAM 
SELECT 
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1/O-TIMER 
SELECT 


oO 
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- o-orfro0o-0eo- 0 


oO Oo Oo 
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RW A3 
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> 
N 
> 
o>) 


oox-m = xo0oxfr]-xKoOOxXxH KH xKOOXK 


Al AO 
X X 
X X 
X X 
0 1 
0 1 
1 1 
1 1 
0 0) 
0 0 
1 0 
1 0 
0 0 
0 1 
1 0 
1 1 
X 0 
X 1 


Synertek. 


Pin Configuration 


SY6530 


Vss L} 1 40f_]PA1 
Pao [] 2 39["] Pa2 
02 L] 3 381_] pa3 
Rs L}4 37;_] PA4 
AIL] 5 36] pas 
A8 351_} PAG 
A7 34{_] PA7 
AG 33[_] p¢ 
R/W 32[7) p1 
A5 31}_J D2 
A4 30{_] p3 
A3 291_] D4 
A2 28f_] D5 
Al 27{_] pe 
AO 26[_] b7 
RES Si_JPsBo 
IRQ /PB7 2¢1_|pp1 ” 
csi/pB6 L418 23{_]PB2 2 é 
cs2/pB5 [19 22|_]PB3 = = 
Vcc [920 211 _]ppa a 


Programming Instructions 
The SY6530 utilizes computer aided techniques to manufacture and test custom ROM patterns. The pattern and 
address coding is supplied to Synertek in any of several formats. 


1) 2708-type EPROMs. 
2) Synertek data card formats. 
3) Other input formats, providing they can be translated into one of the above. 


Synertek Data Card Format 
A. The format for the first and all succeeding records, except for the last record in a file is as follows: 
;NiNo — A3A2A1Ag = (D{Do)1 = (D1Dol2.—- X3X2X1X0 
where: 
All characters (N,A,D,X) are the ASCII! characters 0 through F, each representing a hexadecimal digit. 
; is a record mark indicating the start of a record. 


N1No = the number of bytes of data in this record (in hexadecimal). Each pair of hexadecimal characters 
(DD) represents a single byte in the record. 

4. A3A2A AQ = the hexadecimal starting address for the record. A3 represents address bits 15 through 12, etc. 
The 8-bit byte represented by (D4DQ)1 is stored in address A3A2A1AQ; (D1DQ)2 is stored in (A3A2A7AQ) 
+ 1, etc. 

5. (D1Do) = two hexadecimal digits representing an 8-bit byte of data. (D1 = high order 4 binary bits and Do = 
low-order 4 bits). A maximum of 18 (Hex) or 24 (decimal) bytes of data per record is permitted. 

6. X3X2X1Xo = record check sum. This is the hexadecimal sum of all characters in the record, including NjNo 
and A3A2A Ap but exclucing the record mark and the check sum characters. To generate the check sum, each 
byte of data (represented by two ASCII characters), is treated as 8 binary bits. The binary sum of these 8-bit 
bytes is truncated to 16 binary bits (4 hexadecimal digits) and is then represented in the record as four ASCI! 
characters (X3X2X 4X Q). 


3-109 


Synertek. SY6530 


B. The format for the last record in a file is as follows: 
00 C3C2C1Co X3X2X1X9 
1. 0O0O= zero bytes of data in this record. This identifies this as the final record in a file. 
2. C€3C2C1Co = the total number of records (in hexadecimal) in this file, including the last record. 
3. X3X 2X 1Xg = check sum for this record. 


C. Example 


The following example illustrates the exact format of the hex interface file in both listing and punched paper tape 
form. 


-18FOOOCA86004CO0FOFDF9212021FF292DBF2161F5F7FF657D67700D040 
-18F018E564672DFD7575E50000CF4112F800925198D0200539192F20C98 
-18F03008DB02880810DE12D0894189AC2830E9800FBBE6232F087FE50AA5 
-18FO48036E20EF2FA58D4465E8 FDFI3DE775EF257FB520ED6465/7C0DEB 
-18F0607F11D05A1EDF0250B0 DAFE009252909912DB108A0298DE080C0D 
-18F078D95058DF8202D79A00ED65E68724EE05212764A5F5BDASO5SO0E2C 
-18FO90EC20FF652525246933213F20FF31293B7E18D65042DE40500A92 
-18F0A81E5E5B02534A53 DE4A9B189259969F589E5E920F52 DEI EX ADCA2 
-18FO0CO00B3268D2400EF6765E7A0B5606725217D20AF35EDF5202F0C08 
°-18F0D8692525342B35256CDF12F2785FFF547FD2E2D6525BDF5A720D26 
;10F0F012DB020F1A1ABF86 D2 DAS ADAC8 DECAIBO0A12 

;O0000B0008B 


Additional Pattern Information 


In addition to the ROM data patterns, it is necessary to provide the information outlined below. 


CUSTOMER NAME 

CUSTOMER PART NO. 

CUSTOMER CONTACT (NAME) 

CUSTOMER TELEPHONE NO. 

CS1/PB6 (ENTER “‘CS1” OR “’PB6”’) 

CS2/PB5 (ENTER “CS2"” OR “‘PB5") 

PULL-UP RESISTOR ON PB7 (“YES” OR “‘NO"’) 
LOGIC FORMAT (“POS” OR “NEG”) 


DEVICE ADDRESSING (Enter “‘H” for High, “‘L”’ for Low, or ‘‘N”’ for don’t care) 


ROM SELECT 


RAM SELECT 
1/0 TIMER SELECT 


Send Information To: 


Synertek — ROM 
P.O. Box 552 
Santa Clara, CA 95052 


3-110 


SY6530 Customer Specification Form 


1. Date. 
2. Customer name. 


3. Customer part no. 
(maximum 10 digits) 


4. Synertek ‘‘C’’ number. 
5. Customer Contact. 
6. Customer phone number 


7. Chip Select Code 
(Check one square in each block) 


CS1} | -1cS2) PULL UP YES 
PB] PBS] | ONPB7 | NO 


8. ROM/RAM/I-O SELECTS (Specify H or L or N (don’t care) in each box. 


Com) 
cc 
a) 
= 


PROCESSORS 


RS 
ROMSELECT | | 


RAMSELECT | | 
1/O SELECT | | 


9. Customer’s Input 


Punched Cards (© 
Punched Tape (O 


10. Data Format 
MOS Technology O 
Intel Hex O 
Intel BPNF O 
Binary CO 
11. Logic Format 


Positive 
Negative O 


12. Verification Status 


Hold C] 
Not Required O 
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RAM, I/O, 
Timer Array 


Features 


8 bit bi-directional Data Bus for direct communication 
with the microprocessor 

Programmable edge-sensitive interrupt 

128 x 8 static RAM 

Two 8 bit bi-directional data ports for interface to 
peripherals 

Two programmable I/O Peripheral Data Direction 
Registers 


Programmable Interval Timer 

Programmable Interval Timer Interrupt 

TTL & CMOS compatible peripheral lines 

Peripheral pins with Direct Transistor Drive Capability 
High Impedance Three-State Data Pins 


Description 


The SY6532 is designed to operate in conjunction with the SY6500 Microprocessor Family. It is comprised of a 

128 x 8 static RAM, two software controlled 8 bit bi-directional data ports allowing direct interfacing between the 
microprocessor unit and peripheral devices, a software programmable interval timer with interrupt capable of timing in 
various intervals from | to 262,144 clock periods, and a programmable edge-detect interrupt circuit. 


Block Diagram 


DATA DATA 


DIRECTION 
REGISTER 
A 


DATA 
BUS 
BUFFER 


OUTPUT 
REGISTER 
A 


ADDRESS 
DECODER 


PERIPHERAL 
DATA BUFFER 


PERIPHERAL 
DATA BUFFER 
Ay B 


CHIP SELECT 
LOGIC 


cs1 CS2 


@2 R/W RES 
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INTERRUPT 
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DIRECTION 
REGISTER 
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RATING SYMBOL VOLTAGE UN 


Supply Voltage 
TOP 


V 
[Operating Temperature Range ——=S~S~S~sTOp dw TO dLC 


D.C. Characteristics = (Vcc = 5.0V + 5%, Vgg = OV, Ta = 0 - 70°C) 


CHARACTERISTIC 


Input Low Voltage 

Input Leakage Current; VIN = Vss + 5V 

AQ-A6, RS, R/W, RES, 02, CS1, CS2 

Input Leakage Current for High Impedance State ITS] +1.0 +10.0 LA 
(Three State); VIN = .4V to 2.4V; D@-D7 hoa 


Input High Current; VIN = 2.4V IlH ~100. -300. UA 
PAQ-PA7, PBQ-PB7 


Output High Voltage 

Vcc = MIN, ILOAD < -100uA (PAQ-PA7, PBQ-PB7, DQ-D7) 

ILOAD < 3 MA (PBQ-PB7) 
Output Low Voltage 

Vcc = MIN, ILOAD S1.6MA 

Output High Current (Sourcing); 

VOH 2 2.4V (PAQ-PA7, PB@-PB7, D@-D7) 

= 1.5V Available for direct transistor 

drive (PBQ@-PB7) 


_ | ma 
| Clock Input Capacitance Ck | 80 
Input Capacitance CIN Pt 0p 
| Output Capacitance | Cur 10h 
Power Dissipation (Vac= 5.25V) | Py {| | | 680] mW 


All inputs contain protection circuitry to prevent damage due to high static charges. Care should be exercised to pre- 
vent unnecessary application of voltage outside the specification range. 


Test Load OPEN COLLECTOR 


OUTPUT TEST LOAD 
5V 


ie) 
[oa 
_ 
own 
cw 
Oo ws 
=— > 
— 
cc 
[om 


3KQ2Q 


PIN 


100 pF 


T-— 


C = 130 pF MAX. FOR DBO-DB7 
C = 30 pF MAX. FOR ALL OTHER OUTPUTS = 
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Write Timing Characteristics 


2 
CLOCK 


oe paz 


™ smi 
PERIPHERAL ; ; 


Read Timing Characteristics 


CLOCK 


ah 
a 
so 2S 
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Write Timing Characteristics 


Symbol 


Pte | e2Putewian «dtm 
[Tac | Adres Secu Tine | _160 
“Tea | Adres HolsTime «ds 
Two | RA SetUp Tine «dt 
365 
7 
= 


Tocw Data Bus Set-Up Time 
THw Data Bus Hold Time 
Peripheral Data Delay Time 


NOTE: tr, tf = 10 to 30ns. 


Read Timing Characteristics 


SY6532A 
Cycle Time 


Data Bus Delay Time } = | 340 | = | 200 
Tur Data Bus Hold Time | 10 | a ae 
NOTE: tr, tf = 10 to 30ns. 


Interface Signal Description 


Reset (RES) 

During system initialization a Logic “0” on the RES input will cause a zeroing of all four I/O registers. This in turn 
will cause all I/O buses to act as inputs thus protecting external components from possible damage and erroneous data 
while the system is being configured under software control. The Data Bus Buffers are put into an OFF-STATE during 
Reset. Interrupt capability is disabled with the RES signal. The RES signal must be held low for at least one clock 
period when reset is required. 


Input Clock 

Lhe input clock is a system Phase Two clock which can be either a low level clock (Vj, < 0.4, VJH{ > 2.4) or high 
level clock (Vj, < 0.2, VIH{ = Vec ay 

Read/Write (R/W) 

The R/W signal is supplied by the microprocessor and is used to control the transfer of data to and from the SY6532. 


A high on the R/W pin allows the processor to read (with proper addressing) the SY6532. A low on the R/W pin 
allows a write (with proper addressing) to the SY6532. 


Interrupt Request (IRQ) 

The IRQ output is derived from the interrupt control logic. It will normally be high with a low indicating an __ 
interrupt from the SY6532. IRQ is an open-drain output, permitting several units to be wire-or’ed to the common IRQ 
microprocessor input pin. The IRQ output may be activated by a transition on PA7 or timeout of the Interval Timer. 
Data Bus (DO-D7) 


The SY6532 has eight bi-directional data lines (DO-D7). These lines connect to the system’s data bus and allow transfer 
of data to and from the microprocessor. The output buffers remain in the off state except when a Read operation occurs. 
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Peripheral Data Ports (PAO-PA7, PBO-PB7) 


The SY6532 has two 8-bit peripheral I/O Ports, Port A (lines PAO-PA7 ) and Port B (lines PBO-PB7). Each line is 
individually programmable as either an input or an output. By writing a “0” to any bit position of the Data Direction 
Register (DDRA or DDRB) the corresponding line will be programmed as an input. Likewise, by writing a “1” to any 
bit position in DDRA or DDRB will cause the corresponding line to act as an output. 


When a Port line is programmed as an input and its ouput register (ORA or ORB) is read by the MPU, the TTL level on 
the Port line will be transferred to the data bus. When the Port lines are programmed as outputs, the lines will reflect the 
data written by the MPU into the output registers. See Edge Sense Interrupt Section for an additional use of PAT. 


Address and Select Lines (AO-A6, RS, CS1 and CS2) 


AO-A6 and RS are used to address the RAM, I/O registers, Timer and Flag register. CS1 and CS2 are used to select 
(enable access to) the SY6532. 


Internal Organization 


A block diagram of the internal architecture is shown in Figure 1. The SY6532 is divided into four basic sections: 
RAM, I/O, Timer, and Interrupt Control. The RAM interfaces directly with the microprocessor through the system 
data bus and address lines. The I/O section consists of two 8-bit halves. Each half contains a Data Direction Register 
(DDR) and an I/O register. | 

RAM 128 Bytes (1024 Bits) 


A 128 x 8 static RAM is contained on the SY6532. It is addressed by AO-A6 (Byte Select), RS, CS1, and CS2. 
Internal Peripheral Registers 


There are four 8-bit internal registers: two data direction registers and two output registers. The two data direction 
registers (A side and B side) control the direction of the data into and out of the peripheral I/O. A logic zero in a bit 
of the data direction register (DDRA and DDRB) causes the corresponding line of the I/O port to act as an input. A 
logic one causes the corresponding line to act as an output. The voltage on any line programmed as an output is deter- 
mined by the corresponding bit in the output register (ORA and ORB). 


Data is read directly from the PA lines during a peripheral read operation. For a PA pin programmed as an output, the 
data transferred into the processor will be the same as the data in the ORA only if the voltage on the line is allowed to 
be 2 2.4 volts for a logic one and < 0.4 volts for a zero. If the loading on the line does not allow this, then the data 
resulting from the read operation may not match the contents of ORA. 


The output buffers for the PB lines are somewhat different from the PA buffers. The PB buffers are push-pull devices 
which are capable of sourcing 3 mA at 1.5 volts. This allows these lines to directly drive transistor circuits. To assure that 
the processor will read the proper data when performing a peripheral read operation, logic is provided in the peripheral 

B port to permit the processor to read the contents of ORB, instead of the PB lines. 


Interval Timer 
The Timer section of the SY6532 contains three basic parts: preliminary divide down register, programmable 8-bit register 


and interrupt logic. These are illustrated in Figure 2. 


The Interval Timer can be programmed to count up to 256 time intervals. Each time interval can be either 1T, 8T, 64T, or 
1024T increments, where T is the system clock period. When a full count is reached, the interrupt flag is set to a logic 
“1”, After the interrupt flag is set the internal clock continues counting down, but at a 1T rate to a maximum of -255T. 
This allows the user to read the counter and then determine how long the interrupt has been set. 


The 8-bit system Data Bus is used to transfer data to and from the Interval Timer. If a count of 52 time intervals were 
to be counted, the pattern 0 0 1 1 0 1 0 0 would be put on the Data Bus and written into the Interval Time register. 
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At the same time that data is being written to the Interval Timer, the counting intervals of 1, 8, 64, 1024T are decoded 
from address lines AO and Al. During a Read or Write operation address line A3 controls the interrupt capability of 
TRQ, i.e., A3 = 1 enables IRQ, A3 =0 disables IRO. In either case, when timeout occurs, bit 7 of the Interrupt Flag 
Register is set. This flag is cleared when the Timer register is either read from or written to by the processor. If IRQ is 
enabled by A3.and an interrupt occurs IRQ will go low. When the Timer is read prior to the interrupt flag being set, the 
number of time intervals remaining will be read, i.e., 51, 50, 49, ete. 


When the Timer has counted down to 000000 0 0 an interrupt will occur on the next count time and the counter will 
read 11111111. After interrupt, the Timer register decrements at a divide by “1” rate of the system clock. If after 
interrupt, the Timer is read and a value of 1 110010 0 is read, the time since interrupt is 28T. The value read is in two’s 


complement. 
Value read =11100100 
Complement =00011011 
Add 1 =00011100=28. 
Figure 2. BASIC ELEMENTS OF INTERVAL TIMER 
R/W PAZ A3 D7 D6 DS D4 D3 D2 D1 DO R/W Al AO 
ino INTERRUPT PROGRAMMABLE DIVIDE 02 


CONTROL REGISTER DOWN 


oe | 


D7 D6 D5 D4 D3 D2 D1 DO 


Thus, to arrive at the total elapsed time, merely do a two’s complement and add. to the original time written into the Timer. 
Again, assume time written as 00110100 (=52). With a divide by 8, total time to interrupt is (52 x 8) + 1 =417T. 
Total elapsed time would be 416T + 28T = 444T, assuming the value read after interrupt was 11100100. 


After an interrupt, whenever the Timer is written or read the interrupt is reset. However, the reading of the Timer at the 
same time the interrupt occurs will not reset the interrupt flag. 


Figure 3 illustrates an example of interrupt. 


Figure 3. TIMER INTERRUPT TIMING 


02 IN [> | [> | mi [= | [as | [ 2 | [ «5 | [ 236 | [ 500 | [ sor | 
WRITE T | | 


3 
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1. Data written into Interval TimersisO0110100-=52139 4. Interrupt has occurred at $2 pulse #416 
2. Data in pete timer isO0011001=25j9 Data in Interval Timer = 11111111 
Sd gh 52261 $95 5. Data in Interval ace 10101100 
two’s complement is0 1010100=84j9 
3. Data in inter Timer is00000000=049 84 + (52 x 8) = 50019 


S2= g ml =o2-5l-1=0 


When reading the Timer after an interrupt, A3 should be low so as to disable the IRQ pin. This is done so as to avoid 
future interrupts until after another Write operation. 


Interrupt Flag Register 


The Interrupt Flag Register consists of two bits: the timer interrupt flag and the PA7 interrupt flag. When a read 
operation is performed on the Interrupt Flag Register, the bits are transferred to the processor on the data bus, as 
the diagram below, indicates. ; 


Figure 4. INTERRUPT FLAG REGISTER 


7}e}s{s}]3i2irjo 
| cla iaiaaliel ec aaa 
Ay 0’ 
PA7 FLAG 


TIMER FLAG 


The PA7 flag is cleared when the Interrupt Flag Register is read. The timer flag is cleared when the timer register is 
either written or read. 


Addressing 


Addressing of the SY6532 is accomplished by the 7 address inputs, the RS input and the two chip select inputs CS1 and 
CS2. To address the RAM, CS1 must be high with CS2 and RS low. To address the I/O and Interval Timer CS1 and RS must 
be high with CS2 low. As can be seen to access the chip CS1 is high and CS2 is low. To distinguish between RAM or 
I/O-Timer Section the RS input is used. When this input is low the RAM is addressed, when high the I/O Interval Timer 
section is addressed. To distinguish between Timer and I/O, address line A2 is utilized. When A2 is high the Interval Timer 
is accessed. When A2 is low the I/O section is addressed. Table 1 illustrates the chip addressing. 


Edge Sense Interrupt 


In addition to its use as a peripheral I/O line, PA7 can function as an edge sensitive input. In this mode, an active 
transition on PA7 will set the internal interrupt flag (bit 6 of the Interrupt Flag Register). When this occurs, and 
providing the PA7 interrupt is enabled, the IRQ output will go low. 


Control of the PA7 edge detecting logic is accomplished by performing a write operation to one of four addresses. 
The data lines for this operation are ‘‘don’t care” and the addresses to be used are found in Table 1. 


The setting of the internal interrupt flag by an active transition on PAT is always enabled, whether PAT is set up as an 
input or an output. 


The RES signal disables the PA7 interrupt and sets the active transition to the negative edge-detect state. During the 
reset operation, the interrupt flag may be set by a negative transition. It may, therefore, be necessary to clear the flag 
before its normal use as an edge detecting input is enabled. This can be achieved by reading the Interrupt Flag Register. 


1/O Register - Timer Addressing 


Table 1 illustrates the address decoding for the internal elements and timer programming. Address line A2 distin- 
guishes I/O registers from the Timer. When A2 is low and RS is high, the I/O registers are addressed. Once the I/O 
registers are addressed, address lines Al and AO decode the desired register. 


When the timer is selected Al and AO decode the “‘divide-by” matrix. This decoding is defined in Table 1. In addition, 
Address A3 is used to enable the interrupt flag to IRQ. 


3-118 


Synertek. : SY6532 


Table 1 ADDRESSING DECODE 


FuNcTION | ES 
RAM : 


ORA 

DDRA 

ORB 

DDRB 

Timer, +1, IRQ ON 
Timer, +8, IRQ ON 
Timer, +64, IRQ ON 
Timer, +1024, IRQ ON 
Timer, +1, IRQ OFF 
Timer, +8, IRQ OFF 
Timer, +64, IRQ OFF | 
Timer, +1024, IRQ OFF 
Read Timer, IRQ ON 
Read Timer, IRQ OFF 
Read Interrupt Flags 


PA7 IRQ OFF, NEG 
EDGE 


PA7 IRQ OFF, POS 
EDGE 


PA7 IRQ ON, NEG 
EDGE 


PA7 IRQ ON, POS 
EDGE 


NOTES: X=ADDRESS -= ADDRESS BITS DON’T CARE x*= DATA BITS ARE “DON’T CARE” 


4 SR SS 


aos es os = ee = me ee ee ae ae oe ea aa oe a 
rmeerrrrwterntrmtraierowe 


op) 
oc 
_O 
Ow 
cw 
OQ ws 
— co 
=o 
co 
ro 


Package Availabilify 40 Pin Ceramic 
40 Pin Cerdip 
40 Pin Plastic 


Ordering Information 


SYC6532 Ceramic 
SY D6532 Cerdip 
SYP6532 Plastic 
SYC6532A Ceramic 
SYD6532A Cerdip 
SYP6532A Plastic 
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RAM, I/O, 
Timer Array 


Extended Temperature Range (-40°C to +85°C) 


Features 


8 bit bi-directional Data Bus for direct communication Prograinmable Interval Timer 

with the microprocessor Programmable Interval Timer Interrupt 

Programmable edge-sensitive interrupt : TTL & CMOS compatible peripheral lines 

128 x 8 static RAM Peripheral pins with Direct Transistor Drive Capability 
e Two 8 bit bi-directional data ports for interface to High Impedance Three-State Data Pins 

peripherals . Operation over wide temperature range 

Two programmable I/O Peripheral Data Direction (-40°C to #85°C) 

Registers 


Description 


The SYE6532 is designed to operate in conjunction with the SYE6500 Microprocessor Family. It is comprised of a 
128 x 8 static RAM, two software controlled 8 bit bi-directional data ports allowing direct interfacing between the 
microprocessor unit and peripheral devices, a software programmable interval timer with interrupt capable of timing in 
various intervals from 1 to 262,144 clock periods, and a programmable edge-detect interrupt circuit. 


Block Diagram 


DATA DATA 
DIRECTION OUTPUT PERIPHERAL PERIPHERAL OUTPUT DIRECTION 


REGISTER REGISTER DATA BUFFER DATA BUFFER REGISTER REGISTER 
; A A B B = 


DATA 
Be ADDRESS CHIP SELECT eee pal etn ie INTERVAL 
DECODER LOGIC 


BUFFER RAM LOGIC TIMER 


CS1 CS2 @2 R/W RES 
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Absolute Maximum Ratings" 


RATING SYMBOL VOLTAGE 


Supply Voltage 
Input/Output Voltage 


Operating Temperature Range | 7 
Storage Temperature Range TSTG -55 to +150 


Pn [or 
Vcc 


D.C. Characteristics (Vo. = 5.0V + 5%, Vsg = OV, Ty = 25°C) 


CHARACTERISTIC 


Input High Voltage Vss + 2.4 
input Low Voltage 


Input Leakage Current; VIN = Vss + 5V Jai 
I 


l 
AQ-A6, RS, R/W, RES, $2, CS1, CS2 
(Three State); VIN = .4V to 2.4V; D@-D7 ian 

Input High Current; VIN = 2.4V IIH -100. -300 HA 
Input Low Current; VIN = .4V ih 1 1.6 mA 
Output High Voltage VOH V 
Vcc = MIN, ILOAD S -100uA (PAQ-PA7, PBQ-PB7 ,-D@-D7) Vsst 2.4 

ILOAD < 3 MA (PBQ-PB7) Vss t 1.5 


Output Low Voltage 
Vcc = MIN, ILOAD S1.6MA VOL 0.4 V 
Output High Current (Sourcing); IOH 
VOH 2 2.4V (PAQ@-PA7, PBO-PB7, D@-D7) | -100 -1000 uA | 
2 1.5V Available for direct transistor -3.0 -5.0 mA 
drive (PBQ-PB7) 
a 


Output Low Current (Sinking); VoL < 4V 


oO 
= 
ra 
= 


PROCESSORS 


cw | | 
Output Capacitance . COUT ae 


Power Dissipation Voq= 5.25V Pp 


All inputs contain protection circuitry to prevent damage due to high static charges. Care should be exercised to prevent 
unnecessary application of voltage outside the specification range. 


—y 

-) 
ae 

my] 


Ordering Information 


Cod Freauane 


SY EC6532 Ceramic 
SY ED6532 Cerdip 
SY EP6532 Plastic 


SYEC6532A Ceramic 
SY ED6532A Cerdip 
SY EP6532A Plastic 
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Features 


Single +5 volt (5%) power supply. 

Alphanumeric and limited graphics capabilities. 

Fully programmable display (rows, columns, blank- 
ing, etc.). 

Non-interlaced scan. 

50/60 Hz operation. 

Fully programmable cursor. 

External light pen capability. 


Description 


The SY6545-1 is a CRT Controller intended to provide 
capability for interfacing any microprocessor to CRT or 
TV-type raster scan displays. A unique feature is the inclu- 


Pin Configuration 


CCO/MA0O [| 
CC1/MA1 [| 


CC2/MA2 | 
CC3/MA3 (J 


CCc4/MA4 [] 


1 

2 
3 
4 
5 
6 
7 
8 
9 


cc6/MA6 [ 
CC7/MA7 [J 
CRO/MA8 [] 
cR1/MA9 [J 
CR2/MA10 [J 
CR3/MA11 [J 
CR4/MA12 [] 
CR5/MA13 (J 
DISPLAY ENABLE [| 


SY6545-1 
CRT Controller 


Capable of addressing up to 16K character Video 
Display RAM. 

No DMA required. 

Pin-compatible with MC6845. | 
Row/Column or straight-binary addressing for Video 
Display RAM. 

Internal status register. ; 

Video Display RAM may be configured as part of 
microprocessor memory field or independently 

slaved to 6545 (Transparent Addressing). 


sion of several modes of operation, so that the system 
designer can configure the system with a wide assortment 
of techniques. 


Interface Diagram 


CONTROL 


REGISTER 
GROUP 
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Absolute Maximum Ratings” Comment* 


Stresses above those listed under ‘‘Absolute Maximum Ratings’ 
Supply Voltage, V -0.3V to +7.0V 
pply g CC 0 may cause permanent damage to the device. These are stress 


Input/Output Voltage, Vin ~0.3V to 7tON ratings only. Functional operation of this device at these or any 

Operating Temperature, Top OCto7O0C other conditions above those indicated in the operational sec- 
3° 

Storage Temperature, TstcG -55°C to 150°C tions of this specification is not implied and exposure to absolute 


maximum rating conditions for extended periods may affect 


; ; ae devi liability. 
All inputs contain protection circuitry to prevent damage i 


due to high static discharges. Care should be exercised 
to prevent unnecessary application of voltages in excess 
of the allowable limits. 


D.C. Characteristics (Voc = 5.0V + 5%, GND = OV, Ty, = 0- 70°C, unless otherwise noted) 


Characteristic | Min, =| Max. | Unit 
—— Input Low Voltage -0.3 | 04 | vi | 
| tin | Input Leakage (42, R/w, RES, CS, RS, LPEN, CCLK) ee 


Its! Three-State Input Leakage (DBO-DB7) +10.0 
Vin = 0.4 to 2.4V 
Output High Voltage 
lLoap = ~205uA (DBO-DB7) 
lLoAD = ~100uA (all others) 


om) 
Cc 
a) 
— 


PROCESSORS 


ILOAD = 1.6mA 
ee ee 


Power Dissipation (Ty = 25°C), Voc = 5.25V 


Input Capacitance 
62, R/w, RES, CS, RS, LPEN, CCLK 
DBO-DB7 


Output Capacitance 


Cout 


Test Load 


Vec 


SY6545 PIN 


I 


R = 11KQ FOR DBg-DB7 

R = 24KQ FOR ALL OTHER OUTPUTS 
C = 130 pF TOTAL FOR Dg-D7 

C = 30 pF ALL OTHER OUTPUTS 
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MPU Bus Interface Characteristics 


e/a // 


RAW wen a ene tHe 


Write Timing Characteristics (Voc = 5.0V + 5%, Ta = 0-70°C, unless otherwise noted) 


Characteristic 


Cycle Time 


@2 Pulse Width 


Address Set-Up Time 


| Min. | Max. | Min. | Max. | 
ee 
fe ie se ee 
ee 
Mee Ce er a ae ae 
i a a ae 
[ee ea wee 
aie ke ae 
oe ee ee a 


(tr and t¢ = 10 to 30 ns) 


Read Timing Characteristics (Voc = 5.0V + 5%, Ta = 0-70°C, unless otherwise noted) 


(tr and t¢ = 10 to 30 ns) 
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Memory and Video Interface Characteristics 
(Vec = 5.0V + 5%, Ta = 0 to 70°C, unless otherwise noted) 


System Timing Transparent Addressing 
tev (64/2 Interleaving) 


trap trap 


CCLK 


x 
2 
OUTPUTS 
(SEE TABLE} 


MApj- ~—— DISPLAY 
MAq3 ADDR 


UPDATE (| DISPLAY 
ADDR . ADDR 


UPDATE 
ADDR 


aves [_sveseeat 
ee |: : 
tcc | GhrsterGosk yee Tine =| “00 
icon | charter ick Pose wie | 200 
[yas | _MABATSPropenion Oxley |= 
[Pinan | RAORAGProverionDaey | = | aw | - | 20 | 
[Patera [DISPLAY ENABLE Propeation Oday [| _— 

ane 

T= 

Le 

C= 


(X)tusp HSY NC Propagation Delay 


VSYNC Propagation Delay 
CURSOR Propagation Delay 


Light Pen Strobe Timing 


MAO-MA13 Switching Delay 


CCLK 
SEE NOTE 


LPEN 


MAg-MA, 3 n n+1 n+2 


NOTE: “Safe” time position for LPEN positive edge to cause 
address n+2 to load into Light Pen Register. 
tip2 and t,p; are time positions causing uncertain results. 


tr, t¢ = 20 ns (max) 
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MPU Interface Signal Description 
2 (Clock) 


The input clock is the system @2 clock and is used to 
trigger all data transfers between the system micropro- 
cessor and the SY6545. Since there is no maximum limit 
to the allowable @2 cycle time, it is not necessary for it 
to be a continuous clock. This capability permits the 
SY6545 to be easily interfaced to non-6500-compatible 
microprocessors. 


R/W (Read/Write) 


The R/W signal is generated by the microprocessor and is 
used to control the direction of data transfers. A high on 
the R/W pin allows the processor to read the data sup- 
plied by the SY6545; a low on the RAV pin allows a 
write to the SY6545. 


CS (Chip Select) 


The Chip Select input is normally connected to the pro- 
cessor address bus either directly or through a decoder. 
The SY6545 is selected when CS is low. 


RS (Register Select) 


The Register Select input is used to access internal re- 
gisters. A low on this pin permits writes into the Address 
Register and reads from the Status Register. The contents 
of the Address Register is the identity of the register 
accessed when RS is high. 


DBo-DB7 (Data Bus) 


The DBg-DB7 pins are the eight data lines used for trans- 
fer of data between the processor and the SY6545. These 
lines are bi-directional and are normally high-impedance 
except during read cycles when the chip is selected. 


Video Interface Signal Description 
HSYNC (Horizontal Sync) 


The HSYNC signal is an active-high output used to deter- 
mine the horizontal position of displayed text. It may 
drive a CRT monitor directly or may be used for com- 


posite video generation. HSYNC time position and width 
are fully programmable. 


VSYNC (Vertical Sync) 


The VSYNC signal is an active-high output used to 
determine the vertical position of displayed text. Like 
HSYNC, VSYNC may be used to drive a CRT monitor 
or composite video generation circuits. VSYNC position 
and width are both fully programmable. 


DISPLAY ENABLE 


The DISPLAY ENABLE signal is an active-high output 
and is used to indicate when the SY6545 is generating 
active display information. The number of horizontal 
displayed characters and the number of vertical displayed 
characters are both fully programmable and together 
are used to generate the DISPLAY ENABLE signal. 
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DISPLAY ENABLE may be delayed by one character 
time by setting bit 4of R8toa “1”. 


CURSOR 


The CURSOR signal is an active-high output and is used 
to indicate when the scan coincides with the programmed 
cursor position. The cursor position may be programmed 
to be any character in the address field. Furthermore, 
within the character, the cursor may be programmed to 


be any block of scan lines, since the start scan line and 
the end scan line are both programmable. The CURSOR 


position may be delayed by one character time by 
setting bit bof R8toa “1”. 

LPEN 

The LPEN signal is an edge-sensitive input and is used to 
load the internal Light Pen Register with the contents of 
the Refresh Scan Counter at the time the active edge 
occurs. The active edge of LPEN is the low-to-high tran- 
sition. 


CCLK 


The CCLK signal is the character timing clock input and 
is used as the time base for all internal count/control 
functions. 


RES 


The RES signal is an active-low input used to initialize 
all internal scan counter circuits. When RES is low, all 
internal counters are stopped and cleared, all scan and 
video outputs are low, and control registers are unaf- 
fected. RES must stay low for at least one CCLK period. 
All scan timing is initiated when RES goes high. In this 
way, RES can be used to synchronize display frame 
timing with line frequency. 


Memory Address Signal Description 
MA0-MA13 (Video Display RAM Address Lines) 


These signals are active-high outputs and are used to 
address the Video Display RAM for character storage 
and display operations. The starting scan address is fully 
programmable and the ending scan address is determined 
by the total number of characters displayed, which is 
also programmable, in terms of characters/line and lines/ 
frame. . 
There are two selectable address modes for MAO-MA13: 
®@® Binary 
Characters are stored in successive memory locations. 
Thus, the software must be developed so that row and 
column co-ordinates are translated to sequentially- 
numbered addresses for video display memory opera- 
tions. 


Row/Column 

In this mode, MAOQ-MA7 function as column addresses 
CCO-CC7, and MA8-MA‘13, -as row addresses CRO- 
CRb5. In this case, the software may handle addresses 
in terms of row and column locations, but additional 
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address compression circuits are needed to convert 
CCO-CC7 and CRO-CR5 into a memory-efficient 
binary scheme. 


RAO-RA4 (Raster Address Lines) 


These signals are active-high outputs and are used to 
select each raster scan within an individual character row. 
The number of raster scan lines is programmable and 
determines the character height, including spaces bet- 
ween character rows. 

The high-order line, RA4, is unique in that it can also 
function as a strobe output pin when the SY6545 is pro- 
grammed to operate in the ‘Transparent Address Mode”’. 
In this case the strobe is an active-high output and is true 
at the time the Video Display RAM update address is 
gated on to the address lines, MAO-MA13. In this way, 
updates and readouts of the Video Display RAM can be 
made under control of the SY6545 with only a small 
amount of external circuitry. 


Description of Internal Registers 


Figure 1 illustrates the format of a typical video display 
and is necessary to understand the functions of the 
various SY6545 internal registers. Figure 2 illustrates 
vertical and horizontal timing. Figure 3 summarizes the 
internal registers and indicates their address selection 
and read/write capabilities. 


Address Register 


This is a 5-bit register which is used as a ‘‘pointer’”’ to 
direct SY6545 data transfers to and from the system 
MPU. Its contents is the number of the desired register 
(0-31). When RS is low, then this register may be 
loaded; when RS is high, then the register selected is the 
one whose identity is stored in this register. 


Status Register 


This 3-bit register is used to monitor the status of the 


HOR TOTAL 
! 


| HOR DISPLAYED “ 


VERT 
DISPLAYED 
VERT 
TOTAL 
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CRTC, as follows: 


BOB EEIE 
LL NOT USED = 


VERTICAL BLANKING 
“0" Scan currently not in vertical blanking portion 
of its timing 
1” Scan currently is in its vertical blanking time. 


- LPEN REGISTER FULL 

“0” This bit goes to ‘‘0’’ whenever either register 
R16 or R17 is read by the MPU. 

“1 This bit goes to ‘1’ whenever a LPEN strobe 
occurs. 

UPDATE READY 

“0” This bit goes to ‘0’ when register R31 has 
been either read or written by the MPU. 

“1"" This bit goes to ‘1"’ when an Update Strobe 
occurs. 


Horizontal Total (RO) 


This 8-bit register contains the total of displayed and 
non-displayed characters, minus one, per horizontal line. 
The frequency of HSYNC is thus determined by this 
register. 


Horizontal Displayed (R1) 


This 8-bit register contains the number of displayed char- 
acters per horizontal line . 


Horizontal Sync Position (R2) 


This 8-bit register contains the position of the HSYNC 
on the horizontal line, in terms of the character location 
number on the line. The position of the HSYNC deter- 
mines the left-to-right location of the displayed text 
on the video screen. In this way, the side margins are 
adjusted. 


NUMBER OF 
SCAN LINES 
PER 
CHARACTER 
ROW 


TOTAL 
ADJUST 


Figure 1. Video Display Format 
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ELVW-OVIN 
INASH 
| | | 317aVN3 
; AV1dSIG 
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Figure 2. Vertical and Horizontal Timing 
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Horizontal and Vertical SYNC Widths (R3) 


This 8-bit register contains the widths of both HSYNC interfaced to a variety of CRT monitors, since the 
and VSYNC, as follows: HSYNC and VSYNC timing signals may be accommo- 


dated without the use of external one-shot timing. 
BBB ennno 


| | | | | Vertical Total (R4) 
8B 4 


2 1 8 4 2 1 


The Vertical Total Register is a 7-bit register containing 
the total number of character rows in a frame, minus 

VSYNC WIDTH* HSYNC WIDTH * : a * 
| | one. This register, along with R5, determines the overall 


(NUMBER OF SCAN (NUMBER OF CHARACTER frame rate, which should be close to the line frequency 

LINES) CLOCK. TIMES! to ensure flicker-free appearance. If the frame time is 

*IF BITS 4-7 ARE ALL “0”, THEN VSYNC WILL BE adjusted to be longer than the period of the line fre- 

Te Sean EINES IDE: quency, then RES may be used to provide absolute 
Control of these parameters allows the SY6545 to be synchronism. 


Nec auuninsiaaniaaa Name Stored Info. WR 7 {6 | aaaeae 


ele j6[5/4/3]2] 1/0 
ENN 


Oe EERE es em NN 
po fo [-f-f-}-[-] = [statusrea | [UTE VII 
ia 000 Co ee oe RIO 
ee ee J#Charac, eee ROO SO000u 


R2 |Horiz. Sync # Charac. 
Position 
R3 VSYNC, HSYNC # Scan Lines and 


| 0 | 1 fofoftfolol 4 |vert total= 1 ae RANO 

et riea it ope meee ame] 77) eles 
| 0 | 1 |ojo]i{1]o] R6 [vert isplayes | #Charac. Rows | | vV KNelelelelelele| 
| 9 | 1 fololi|i |i] a7 [vert synePosition |#charachows | | V Ne lelelelelele 
| | 1 folrfofolo} Rs |Modecontroi | TV [olelelelelolole 
| 0 | 1 [olijojo}i| Ro [scan tines-1  #scantines || V KW ele le [ele 
| 0 | 1 [olr}o}i}o} R10 cursor start [Sean Lineo, || V_ KNB Bol @ fo |@ [ee | 
| 0 | fojrfojrfs| art |cursorend [Sean tineno. || V Ae lelelele 


R12 |Display Start \\\\ 
a i SG 
papery Paget | sl 
Addr (L) 
| 0 | 1 folrfifrfo} R14 [cursor Position (H) | | | ¥ Ke lel le lele! 
Pt folsfifi[a] ris [cursorPositioni | | | V [olelelelelele| 
| 0 | 1 [1 Jo} ojo} ote ae ae Ree | ___ vs _Wereseieie 
To [+ [a fofofof x] a17 fens Pen Res (x) 


Update Address BA ct 
Reg (H) 
Update Address 
Seago a (L) 


R31 [Dummy Location _ Location ee A ei 


Notes: —" Designates binary bit 


Designates unused bit. Reading this bit is always ‘’0’’, except for 
R31, which does not drive the data bus at all, and for CS = “1"" 
which operates likewise. 


oe 
Cc 
om 
— a) 
nl 
O wi 
= > 
=o 
cc 
Qa. 


Figure 3. Internal Register Summary 
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Vertical Total Adjust (R5) 


The Vertical Total Adjust Register is a 5-bit write only 
register containing the number of additional scan ‘ines 
needed to complete an entire frame scan and is intended 
as a fine adjustment for the video frame time. 


Vertical Displayed (R6) 


This 7-bit register contains the number of displayed 
character rows in each frame. In this way, the vertical 
size of the displayed text is determined. 


Vertical Sync Position (R7) 


This 7-bit register is used to select the character row 
time at which the VSYNC pulse is desired to occur and, 
thus, is used to position the displayed text in the vertical 
direction. 


Mode Control (R8) 


This register is used to select the operating modes of the 
SY 6545 and is outlined as follows: 


RARE 


INTERLACE MODE CONTROL 


BIT 
im OPERATION. 


ayo] 
Px[0 | Non-eriace 
Px [1 [invalid (Do Norse! Sd 


VIDEO DISPLAY RAM ADDRESSING 
“0” for straight binary 
“1” for Row/Column 


. VIDEO DISPLAY RAM ACCESS 
“0” for shared memory 
“1” for transparent memory addressing. 


DISPLAY ENABLE SKEW 
0" for no delay 
“1 to delay Display Enable one character time 


CURSOR SKEW 
“0” for no delay 
“1” to delay Cursor one character time 


UPDATE STROBE (TRANSPARENT MODE, ONLY) 
“0” for pin 34 to function as memory address 
“1” for pin 34 to function as update strobe 


UPDATE/READ MODE {TRANSPARENT MODE, ONLY) 


“0” for updates to occur during horizontal and vertical 
blanking times with update strobe 
“1"' for updates to be interleaved in ¢2 portion of cycle 


Scan Line (R9) 


This 5-bit register contains the number of scan lines per 
character row, including spacing, minus 1. 
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Cursor Start (R10) and Cursor End (R11) 


These 5-bit registers select the starting and ending scan 
lines for the cursor. In addition, bits 5 and 6 of R10 are 
used to select the cursor mode, as follows: 


BIT 
CURSOR MODE 


1 
Do 
am 


Blink at 1/16 field rate 
Blink at 1/32 field rate 


Note that the ability to program both the start and end 
scan line for the cursor enables either block cursor or 
underline to be accommodated. Registers R14 and R15 
are used to control the character position of the cursor 
over the entire 16K address field. 


Display Start Address High (R12) and Low (R13) 


These registers together comprise a 14-bit register whose 
contents is the memory address of the first character of 
the displayed scan (the character on the top left of the 
video display, as in Figure 1). Subsequent memory 
addresses are generated by the SY6545 as a result of 
CCLK input pulses. Scrolling of the display is accom- 
plished by changing R12 and R13 to the memory address 
associated with the first character of the desired line of 
text to be displayed first. Entire pages of text may be 
scrolled or changed as well via R12 and R13. 


Cursor Position High (R14) and Low (R15) 


These registers together comprise a 14-bit register whose 
contents is the memory address of the current cursor 
position. When the video display scan counter (MA lines) 
matches the contents of this register, and when the scan 
line counter (RA lines) falls within the bounds set by 
R10 and R11, then the CURSOR output becomes active. 
Bit 5 of the Mode Control Register (R8) may be used 
to delay the CURSOR output by a full CCLK time to 
accommodate slow access memories. 


LPEN High (R16) and Low (R17) 


These registers together comprise a 14-bit register whose 
contents is the light pen strobe position, in terms of the 
video display address at which the strobe occurred. When 
the LPEN input changes from low to high, then, on the 
next negative-going edge of CCLK, the contents of the 
internal scan counter is stored in registers R16 and R17. 
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Update Address High (R18) and Low (R19) 


These registers together comprise a 14-bit register whose 
contents is the memory address at which the next read or 
update will occur (for transparent address mode, only). 
Whenever a read/update occurs, the update location 
automatically increments to allow for fast updates or 
readouts of consecutive character locations. This is 
described elsewhere in this document. 


Dummy Location (R31) 


This register does not store any data, but is required to 
detect when transparent addressing updates occur. This 
is necessary to increment the Update Address Register 
and to set the Update Ready bit in the status register. 


Detailed Description of Operation 


Register Formats 
Register pairs R12/R13, R14/R15, R16/R17, and R18/ 
R19 are formatted in one of two ways: 

1. Straight binary if register R8, bit 2 is a ‘’0”’. 


2. Row/Column if register R8, bit 2 is a ‘1’. In this 
case the low byte is the Character Column and the 
high byte is the Character Row. 


TOTAL = 90 


ma Liars 80 | 


maf ES 

“31 | 82 | 187 158 [159 | 160 | 161 |---| 169 | 
petmpet=ts|aabsbap t= 
ee mite 


= 24 


34 


TOTAL 
te DISPLAY 


rafal =| pe fafeal wal olf 
oof en elf woo] -— fa 
1320) 1921|1972|~~-]-- [1997] 1986| 1999 2000] 2001]-—-|2009 
ooo sone —-| [2720 or fale 


STRAIGHT BINARY ADDRESSING SEQUENCE 
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Figure 4 illustrates the address sequence for the video 
display control for each mode. 


Note from Figure 4 that the straight-binary mode has 
the advantage that all display memory addresses are 
stored in a continuous memory block, starting with 
address 0 and ending at 1919. The disadvantage with this 
method is that, if it is desired to change a displayed 
character location, the row and column identity of the 
location must be converted to its binary address before 
the memory may be written. The row/column mode, on 
the other hand, does not need to undergo this conver- 
sion. However, memory is not used as efficiently, since 
the memory addresses are not continuous, but gaps exist. 
This requires that the system be equipped with more 
memory than is actually used and this extra memory is 
wasted. Alternatively, address compression logic may be 
employed to translate the row/column format into a 
continuous address block. 


In this way, the user may select whichever mode is best 
for the given application. The trade-offs between the 
modes are software versus hardware. Straight-binary 
mode minimizes hardware requirements and row/column 
requires minimum software. 


TOTAL = 90 —— 


Cr DISPLAY = 80 4 
COLUMN ADDRESS (MA0-MA7) | 
0 1 2 77 = 78 ~=679 rat 80 81 89 


Te pops Fs 
8 7 | [=== v6 [57 | | 
GG oo es 


a 


—=-----N 


N 


22 aoa raja oa 

Ea Su a Secs 

x vale ves|-— [cz orale cz ers] — er 

2 [enc fa-—-— lara wale] |e 
| | 


He a a a 
aso ee =| ee saa see -— os 


TOTAL =~ 34 


[DISPLAY = 24 aa | 
ROW ADDRESS (MA8-MA13) 


nN 


33 


ROW/COLUMN ADDRESSING SEQUENCE 


Figure 4. Display Address Sequences (with Start Address = 0) for 80 x 24 Example 
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Video Display RAM Addressing 


There are two modes of addressing for the video display 


memory: 


1. Shared Memory 
In this mode the memory is shared between the MPU 
address bus and the SY6545 address bus. For this 
case, Memory contention must be resolved by means 
of external timing and control circuits. Both the MPU 
and the SY6545 must have access to the video display 


system configuration. 


2. Transparent Memory Addressing 
For this mode, the display RAM is not directly acces- 
sible by the MPU, but is controlled entirely by the 
SY6545. All MPU accesses are made via the SY6545 
and a small amount of external circuits. Figure 6 
shows the system configuration for this approach. 


RAM and the contention circuits must resolve this 


)~ fe 


SYSTEM VSYNC 


BUS 


= 


HSYNC 


SY6545 


CRT CONTROLLER DISPLAY ENABLE 


CURSOR 


MA0-MA13 
ut 
ADDRESS 


CONTENTION 
CONTROL 


RAO-RA4 


DISPLAY ADDRESS 


SCAN LINE 


COUNT qd Dp SHIFT 


REGISTER 


GENERATOR [|_| 


CHARACTER x 
ROM : 


oe. 


CHARACTER 
DATA 


SCAN LINE 
DOT PATTERN 


Figure 5. Shared Memory System Configuration 


SYSTEM 
BUS 


SY6545 
CRT CONTROLLER 


MAO-MA13 RAO-RA3 


CHARACTER CHARACTER 
DATA DATA 


Figure 6. Transparent Memory Addressing System Configuration 


SCAN LINE 
P) COUNT 


SY6545-1 


multiple access requirement. Figure 5 illustrates the 


TO 
VIDEO 
CIRCUITS 


(Data Hold Latch needed for Horizontal/Vertical Blanking updates, only). 
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Memory Contention Schemes for 
Shared Memory Addressing 


From the diagram of Figure 5, it is clear that both the 
SY6545 and the system MPU must be capable of address- 
ing the video display memory. The SY6545 repetitively 
fetches character information to generate the video sig- 
nals in order to keep the screen display active. The MPU 
occasionally accesses the memory to change the displayed 
information or to read out current data characters. Three 
ways of resolving this dual-contention requirement are 
apparent: 


@ MPU Priority 


In this technique, the address lines to the video dis- 
play memory are normally driven by the SY6545 
unless the MPU needs access, in which case the 
MPU addresses immediately override those from the 
SY6545 and the MPU has immediate access. 


@ 1/62 Memory Interleaving 


This method permits both the SY6545 and the MPU 
access to the video display memory by time-sharing 
via the system $1 and $2 clocks. During the $1 por- 
tion of each cycle (the time when $2 is low), the 
SY 6545 address outputs are gated to the video display 
memory. In the $2 time, the MPU address lines are 
switched in. In this way, both the SY6545 and the 
MPU have unimpeded access to the memory. Figure 7 
illustrates the timings. 


MPU CYCLE MPU CYCLE 


o2 
CLOCK 


VIDEO 

DISPLAY SY 6545 MPU SY 6545 MPU 
MEMORY MAO0-MA13 /\ ADDRESS /AMA0-MA13/\ ADDRESS 
ADDRESSES 


Figure 7. ¢1/¢2 Interleaving 


@ Vertical Blanking 


With this approach, the address circuitry is identical 
to the case for MPU Priority updates. The only differ- 
ence is that the Vertical Retrace status bit (bit 5 of 
the Status Register) is used by the MPU so that access 
to the video display memory is only made during 
vertical blanking time (when bit 5 is a ‘’1’’). In this 
way, no visible screen perturbations result. 
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Transparent Memory Addressing 


In this mode of operation, the video display memory 
address lines are not switched by contention circuits, 
but are generated by the SY6545. In effect, the conten- 
tion is handled by the SY6545. Asa result, the schemes 
for accomplishing MPU memory access are different: 


®@ 1/2 Interleaving 


This mode is similar to the Interleave mode used 
with shared memory. In this case, however, the $2 
address is generated from the Update Address Register 
(Registers R18 and R19) in the SY6545. Thus, the 
MPU must first load the address to be accessed into 
R18/R19 and then this address is always gated onto 
the MA lines during $2. Figure 8 shows the timing. 


~«——— MPU CYCLE MPU CYCLE 


$2 
CLOCK 
pisPLAY \/ uppaTe \/ pispLtay VV UPDATE 
MA0-MA13 ADDR ADDR ADDR ADDR 


Figure 8. ¢1/¢2 Transparent Interleaving 


@ Horizontal/Vertical Blanking 


In this mode, the Update Address is loaded by the 
MPU, but is only gated onto the MA lines during 
horizontal or vertical blank times, so memory accesses 
do not interfere with the display appearance. To 
signal when the update address is on the MA lines, an 
update strobe (STB) is provided as an alternate func- 
tion of pin 34. Data hold latches are necessary to 
temporarily retain the character to be stored until 
the retrace time occurs. In this way, the system MPU 
is not halted waiting for the blanking time to arrive. 
Figure 9 illustrates the address and strobe timing for 
this mode. 


Transparent address modes are quite complex and offer 
significant advantages in system implementation. The 
details of their application are covered thoroughly in 
related Technical Notes available from Synertek. 
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CCLK 


DISPLAY 
DISPLAY | | | 
ENABLE | | NON-DISPLAY 


CRT DISPLAY 
AD[‘RESSES | | CRT DISPLAY ADDRESSES 


J OOOIC IMTOO 


| | | . 
| | | 
UPSTB : | 
l 


Figure 9. Retrace Update Timings 


Cursor and Display Enable Skew Control 


Bits 4 and 5 of the Mode Control! register (R8) are used 
to delay the Display Enable and Cursor outputs, respec- 
tively. Figure 10 illustrates the effect of the delays. 


CCLK | | | | | | | | | | 


t t 
CURSOR 
' 1 


(WITH DELAY) | | 


DISPLAY _ aise. DELAY 


ENABLE 
POSITIVE 


EDGE 
(WITH DELAY) 
(NO DELAY) 
DISPLAY 


ENABLE 
NEGATIVE 


EDGE 
(WITH DELAY} | 


Figure 10. Cursor and Display Enable Skew 
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VERTICAL DISPLAYED 


VERTICAL 
BLANKING 


DISPLAY 
ENABLE 


VERTICAL 
BLANKING 
STATUS 
BIT 
(STATUS | ae | \ | | | 
REGISTER 0” = DISPLAY ACTIVE 
BIT 5) t 
“1 = VERTICAL 
SWITCHES STATE AT BLANKING 
END OF LAST DISPLAYED ACTIVE 


SCAN LINE. 


Figure 11. Operation of Vertical Blanking Status Bit 


Package Availability 40 Pin Plastic 
40 Pin Ceramic 
40 Pin Cerdip 


Ordering Information 
| PartNumber | Package |__| 


SYP6545-1 Plastic 


SYC6545-1 Ceramic 
SYD6545-1 Cerdip 
SYP6545A-1 | Plastic 
SYC6545A-1 | Ceramic 


SYD6545A-1 | Cerdip 
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SY6845R 
CRT Controller 


Features 


Single +5 volt (+5%) power supply. External light pen capability. 
Alphanumeric and limited graphics capabilities. Capable of addressing up to 16K character Video 
Fully programmable display (rows, columns, blank- Display RAM. 


ing, etc.). No DMA required. 
Interlaced or non-interlaced scan. Compatible with MC6845R. 


S060 Mzopetetlon: Straight-binary addressing for Video Display RAM. 
Fully programmable cursor. 


Description 


The SY6845 is a CRT Controller intended to provide is the inclusion of several modes of operation, so that the 
capability for interfacing any microprocessor family to system designer can configure the system with a wide 
CRT or TV-type raster scan displays. A unique feature assortment of techniques. 


Pin Designation Interface Diagram 


HSYNC 
VSYNC 


DISPLAY ENABLE 
SY6845 CRTC CURSOR 


LPEN 
CCLK 
RES 


CCO/MAO LJ 
CC1/MA1 L] 
CC2/MA2 | 
CC3/MA3 L] 
cC4/MA4 [|] 


1 

2 
3 
4 
5 
6 
7 
8 
9 


CC6/MA6 LJ 
CC7/MA7 LJ 
CRO/MAS8 {| 
cR1/MAg [J 


CR2/MA10 L| MAO-MA13 RAO-RA4 
CR3/MA11 | 


VIDEO DISPLAY RAM AND CHARACTER ROM 
CR4/MA12 [J 


CR5/MA13 [ 
DISPLAY ENABLE L| 
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Absolute Maximum Ratings* Comments* 

Supply Voltage, Wee -0.3V to +7.0V Stresses above those listed under “peat Maximum Ratings” 
may cause permanent damage to the device. These are stress 

Input/Output Voltage, VIN “0.3 to +7.0V ratings only. Functional operation of this device at these or any 

Operating Temperature, Top 0 Cto 70°C other conditions above those indicdted in the operational sec- 

Storage Temperature, Tstc -55°C to 150°C tions of this specification is not implied and exposure to absolute 


maximum rating conditions for extended periods may affect 


be . . _ e d = . ili : 
All inputs contain protection circuitry to prevent damage IGE Tel aDility 


due to high static discharges. Care should be exercised 
to prevent unnecessary application of voltages in excess 
of the allowable limits. 


Electrical Characteristics (voc = 5.0V + 5%, Ta = 0-70°C, unless otherwise noted) 


Characteristic | Min.|Typ.|Max. | Unit 
Input High Voltage | 20] Veo | ve 
Input Low Voltage aaa 


Input Leakage ($2, R/w, RES, CS, RS, LPEN, CCLK) 


Its! Three-State Input Leakage (DBO-DB7) 425 0 
Vin = 0.4 to 2.4V 


Output High Voltage 
ILOAD = 205uA (DBO- DB7) 


ILOAD = 100A (all others) 


Output Low Voltage 
ILOAD = 1.6mA 
ee Power Dissipation (Vcc = 5.25V) 


Input Capacitance 
92, R/w, RES, CS, RS, LPEN, CCLK 
DBO-DB7 


Cout Output Capacitance 


Test Load 


SY6545 PIN 


R = 11KQ FOR DBg-DB7 

R = 24KQ FOR ALL OTHER OUTPUTS 
C = 130 pF TOTAL FOR Do-D7 

C = 30 pF ALL OTHER OUTPUTS 
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MPU Bus Interface Characteristics 


WRITE CYCLE READ CYCLE 


tcyc 


tcyc 
tc tc 


m, -, 
a> Yn) Soe 7/7/ 


| SY6845 syes45h | 
Characteristic 


a | Min. [| Max. | Unit | 

Tos | - | 

Tariewaw «wo ff oe Pf 
Aadessstueting ——S«Y TY 

Address Hold Time fo. | 0 | 

RW Set-Up Time | 40 | 

| a 

bo 

oe 


R/W Hold Time 
Data Bus Set-Up Time 
Data Bus Hold Time 


(tp and tz = 10 to 30 ns) 


Read Timing Characteristics Vcc = 5.0V + 5%, Ta = 0-70°C, unless otherwise noted) 


Characteristic Sn 


— 
win, [Mon | Unie 
os | - [ow 


| tcaR | Address Hold Time 


(tr and t¢ = 10 to 30 ns) 
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Memory and Video Interface Characteristics (Vcc = 5.0V + 5%, Ta =O to 70°C, unless otherwise noted) 


tecy 
PWci 
2.0V 2.0V 
CLK 
0.8V 0.8V 0.8V 
Tr <—$——__—_ Tf 
ee er 
2.4V 
MAO-MA13 
0.4V 
tMaD tmMaD 
2.4V 
RAO-RA4 
0.4V 
tRAD tRaD 
2.4V 
DISPLAY ENABLE 
0.4V 
toTtp tpTp 
HSYNC, VSYNC ot 
0.4V 
tHspb tHsD 
tvsp tvspb 
2.4V 
CURSOR 
0.4V 
Symbol Parameter | Min. | Typ. | Max. | Condition 


Tees Minimum Clock Pulse Width, High a a 
Toov Clock Frequency ee a oa 
ter, tf Rise and Fall Time for Clock Input a Sa 


& 
9 
is) 
ot 
6 
ie) 
o 


tmaD Memory Address Delay Time | {100 | 160 | ns | 
tea [Raster Address DelayTime || 100 [160 [ns 


CCLK 


Light Pen Strobe Timing 


LPEN 
NOTE: 
“Safe’’ time position for LPEN positive edge to cause 
address n+2 to load into Light Pen Register. 
tLp2 and t,p, are time positions causing uncertain results. 


MAg-MA43 n n+1 n+2 


+ 


SY6845 SY6845A 
Symbol Characteristic | Min. | Max. | 


a 
Pauw [tren Siatewen «| too | to 
Paste tony Ps} 


tr, tf = 20 ns (max) 
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MPU Interface Signal Description 
$2 (Clock) 


The input clock is the system $2 clock and is used to 
trigger all data transfers between the system micropro- 
cessor and the SY6845. Since there is no maximum limit 
to the allowable $2 cycle time, it is not necessary for it to 
be acontinuous clock. This capability permits the SY6845 
to be easily interfaced to non-6500-compatible 
microprocessors. 


R/W (Read/Write) 


The R/W signal is generated by the microprocessor and is 
used to control the direction of data transfers. A high on 
the R/W pin allows the processor to read the data sup- 
plied by the SY6845; a low on the R/W pin allows a write to 
the SY6845. 


CS (Chip Select) 


The Chip Select input is normally connected to the pro- 
cessor address bus either directly or through a decoder. 
The SY6845 is selected when CS is low. 


RS (Register Select) 


The Register Select input is used to access internal re- 
gisters. A low on this pin permits writes into the Address 
Registervand reads from the Status Register. The contents 
of the Address Register is the identity of the register 
accessed when RS is high. 


DBo-DB7 (Data Bus) 


The DBg-DB7 pins are the eight data lines used for trans- 
fer of data between the processor and the SY6545. These 
lines are bi-directional and are normally high-impedance 
except during read cycles when the chip is selected. 


Video Interface Signal Description 
HSYNC (Horizontal Sync) 


The HSYNC signal is an active-high output used to deter- 
mine the horizontal position of displayed text. It may 
drive a CRT monitor directly or may be used for com- 
posite video generation. HSYNC time position and width 
are fully programmable. 


VSYNC (Vertical Sync) 


The VSYNC signal is an active-high output used to 
determine the vertical position of displayed text. Like 
HSYNC, VSYNC may be used to drive a CRT monitor 
or composite video generation circuits. VSYNC position 
and width are both fully programmable. 

DISPLAY ENABLE 

The DISPLAY ENABLE signal is an active-high output 
and is used to indicate when the SY6845 is generating 
active display information. The number of horizontal 
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displayed characters and the number of vertical displayed 
characters are both fully programmable and together 
are used to generate the DISPLAY ENABLE signal.. 


CURSOR 


The CURSOR signal is an active-high output and is used 
to indicate when the scan coincides with the programmed 
cursor position. The cursor position may be programmed 
to be any character in the address field. Furthermore, 
within the character, the cursor may be programmed to 


be any block of scan lines, since the start scan line and 
the end scan line are both programmable. 


LPEN 


The LPEN signal is an edge-sensitive input and is used to 
load the internal Light Pen Register with the contents of 
the Refresh Scan Counter at the time the active edge 
occurs. The active edge of LPEN is the low-to-high tran- 
sition. 


CCLK 

The CCLK signal is the character timing clock input and 
is used as the time base for ail internal count/control 
functions. 


RES 


The RES signal is an active-low input used to initialize 
all internal scan counter circuits. When RES is low, all 
internal counters are stopped and cleared, all scan and 
video outputs are low, and control registers are unaf- 
fected. RES must stay low for at least one CCLK period. 
All scan timing is initiated when RES goes high. In this 
way, RES can be used to synchronize display frame 
timing with line frequency. 


Memory Address Signal Description 


MA0-MA13 (Video Display RAM Address Lines) 


These signals are active-high outputs and are used to 
address the Video Display RAM for character storage 
and display operations. The starting scan address is fully 
programmable and the ending scan address is determined 
by the total number of characters displayed, which is 
also programmable, in terms of characters/line and lines/ 
frame. 


@ Binary Addressing 
Characters are stored in successive memory locations. 
Thus, the software must be developed so that row and 
column co-ordinates are translated to sequentially- 
numbered addresses for video display memory opera- 
tions. 
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RAO-RA4 (Raster Address Lines) 


These signals are active-high outputs and are used to 
select each raster scan within an individual character row. 
The number of raster scan lines is programmable and 
determines the character height, including spaces bet- 
ween character rows. 


Description of Internal Registers 


Figure 1 illustrates the format of a typical video display 
and is necessary to understand the functions of the 
various SY6845 internal registers. Figure 2 illustrates 
vertical and horizontal timing. Figure 3 summarizes the 
internal registers and indicates their address selection 
and read/write capabilities. 


Address Register 


This is a 5-bit register which is used as a “pointer” to 
direct SY6845 data transfers to and from the system 
MPU. Its contents is the number of the desired register 
(0-31). When RS is low, then this register may be 
loaded; when RS is high, then the register selected is the 
one whose identity is stored in this register. 


Horizontal Total (RO) 


This 8-bit register contains the total of displayed and 
non-displayed characters, minus one, per horizontal line. 
The frequency of HSYNC is thus determined by this 
register. 


Horizontal Displayed (R1) 
This 8-bit register contains the number of displayed char- 
acters per horizontal line. 


Horizontal Sync Position (R2) 


This 8-bit register contains the position of the HSYNC 
on the horizontal line, in terms of the character location 
number on the line. The position of the HSYNC deter- 


HOR TOTAL 


SY6845R 


mines the left-to-right location of the displayed text 
on the video screen. In this way, the side margins are 
adjusted. 


Horizontal and Vertical SYNC Widths (R3) 
This 4-bit register programs the width of HSYNC. 


8 4 2 1 
Se 


HSYNC WIDTH 


(NUMBER OF CHARACTER 
CLOCK TIMES) 


VSYNC width is set to 16 scan line times. 


Vertical Total (R4) 


The Vertical Total Register is a 7-bit register containing 
the total number of character rows in a frame, minus 
one. This register, along with R5, determines the overal! 
frame rate, which should be close to the line frequency 
to ensure flicker-free appearance. If the frame time is 
adjusted to be longer than the period of the line fre- 
quency, then RES may be used to provide absolute 
synchronism. 


Vertical Total Adjust (R5) 


The Vertical Total Adjust Register is a 5-bit write only 
register containing the number of additional scan lines 
needed to complete an entire frame scan and is intended 
as a fine adjustment for the video frame time. 


Vertical Displayed (R6) 


This 7-bit register contains the number of displayed 
character rows in each frame. In this way, the vertical! 
size of the displayed text is determined. 
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Figure 1. Video Display Format 
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Vertical Sync Position (R7) 


This 7-bit register is used to select the character row 
time at which the VSYNC pulse is desired to occur and, 
thus, is used to position the displayed text in the vertical 
direction. 

Mode Control (R8) 


This register is used to select the operating modes of the 
SY6845 and is outlined as follows: 


EARIEIERESEDEIED 


INTERLACE MODE CONTROL 


OPERATION 


cae 

Eek Non-Interlace 

[0 | 7 | interlace SYNC Raster Scan 
[1 [1 | interlace SYNC and Video Raster Scan, 


Scan Line (R9) 


This 5-bit register contains the number of scan lines per 
character row, including spacing minus one. 


Address Reg. 
ra]s|2[1]o] no. 


Register Name 


SY6845R 


Cursor Start (R10) and Cursor End (R11) 


These 5-bit registers select the starting and ending scan 
lines for the cursor. In addition, bits 5 and 6 of R10 are 
used to select the cursor mode, as follows: 


| BIT 
CURSOR MODE 


Eke 
) 0 | o | No Blinking 
ro Ft No Cursor 
Le Os 
Le ed 


Blink at 16x field rate 
Blink at 32x field rate 


Note that the ability to program both the start and end 
scan line for the cursor enables either block cursor or 
underline to be accommodated. Registers R14 and R15 
are used to control the character position of the cursor 
over the entire 16K address field. 


Register Bit 
WR | 7 


eee 
AN 


Stored Info. 


SoBe fama ae | 


Horiz. Total 


# Charac. -1 


/ |eleleleieleliele 


SRROOCOGEE Hori, Displayed ee a COOOOoo 


= Charat. 


Horiz. Sync 
Position 


VSYNC, HSYNC 


Widths 


tata ws — 
0 | 1 Jojo} ifolr] Rs [Vert Total Adiust_| 


| 0 | 1 ojoli[ifol R6 [vert Displayed 
| 0 | 1 [oli fojo| Mode Control 
Stahahr a Scan Line 
0 | 1 folifol1fo] rio Cursor Start 
ae ORE Cursor End 


R12 | Display Start 

Addr (H) 

R13 | Display Start 

Addr (L) 
R14 | Cursor Position (H) 
EEOQUUUGECE Cursor Position (L) 


0 | 1 |rfolofofo] R16 [Light Pen Reg (H) 
0 | tf rfofo}ofs] R17 [Light Pen Reg (L) | 


= Scan Lines -1 
Scan Line No. 


= Scan Lines and 
= Char. Times 


= Charac. Row -1 


= Scan Lines 


ee Scotian Tt e “\ eeele 
R7 |Vert. Sync Position |= Charac. Rows 
NNER CAAT 


QOOEE 
AW ers 
Quoog 


REESE 


_Y AWW 


Sgra\coo0dG 


Sean tineNo. |_| V AWWelelelole 


Notes: [ © |Designates binary-bit 


WY Designates unused bit. Reading this bit is always ‘‘0’’, except for 
R31, which does not drive the data bus at all, and for CS = "1" 
which operates likewise. 


ee 
fo 
Pe 
aa 


ee 
| Y elellelelelels 


ANS ete 


_V lelelelelelelele 
Fam \\OOOOoD 
v | lelelelelelelele| 


Figure 3. Internal Register Summary. 
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Display Start Address High (R12) and Low (R13) 


These registers together comprise a 14-bit register whose 
contents is the memory address of the first character of 
the displayed scan (the character on the top left of the 
video display, as in Figure 1). Subsequent memory 
addresses are generated by the SY6845 as a result of 
CCLK input pulses. Scrolling of the display is accom- 
plished by changing R12 and R13 to the memory address 
associated with the first character of the desired line of 
text to be displayed first. Entire pages of text may be 
scrolled or changed as well via R12 and R13. 


Cursor Position High (R14) and Low (R15) 


These registers together comprise a 14-bit register whose 
contents is the memory address of the current cursor 
position. When the video display scan counter (MA lines) 
matches the contents of this register, and when the scan 
line counter (RA lines) falls within the bounds set by 
R10 and R11, then the CURSOR output becomes active. 
Bit 5 of the Mode Control Register (R8) may be used 
to delay the CURSOR output by a full CCLK time to 
accommodate slow access memories. 


LPEN High (R16) and Low (R17) 


These registers together comprise a 14-bit register whose 
contents is the light pen strobe position, in terms of the 


SYSTEM 
BUS 


|= f= 


MA0-MA13 


ADDRESS 
CONTENTION 
CONTROL 


CRT CONTROLLER 


DISPLAY ADDRESS 


qd. D VIDEO ADDRESS 


SY6845R 


video display address at which the strobe occurred. When 
the LPEN input changes from low to high, then, on the 
next negative-going edge of CCLK, the contents of the 
internal scan counter is stored in registers R16 and R17. 
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STRAIGHT BINARY ADDRESSING SEQUENCE 


Figure 4. Display Address Sequences (with Start 
Address = 0) for 80 x 24 Example 
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Figure 5. Shared Memory System Configuration 
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Memory Contention Schemes for 
Shared Memory Addressing 


From the diagram of Figure 5, it is clear that both the 
SY6845 and the system MPU must be capable of address- 
ing the video display memory. The SY6845 repetitively 
fetches character information to generate the video sig- 
nals in order to keep the screen display active. The MPU 
occasionally accesses the memory to change the displayed 
information or to read out current data characters. Three 
ways of resolving this dual-contention requirement are 
apparent: 


@ MPU Priority 


In this technique, the address lines to the video display 
memory are normally driven by the SY6845 unless the 
MPU needs access, in which case the MPU addresses 
immediately override those from the SY6845 and the 
MPU has immediate access. 


@ $1/f2 Memory Interleaving 


This method permits both the SY6845 and the MPU 
access to the video display memory by time-sharing 
via the system $1 and @2 clocks. During the $1 por- 
tion of each cycle (the time when @2 is low), the 
SY6845 address outputs are gated to the video display 
memory. In the @2 time, the MPU address lines are 
switched in. In this way, both the SY6845 and the 
MPU have unimpeded access to the memory. Figure 7 
illustrates the timings. 
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Figure 7. 61/2 Interleaving. 
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Interlace Modes 


There are three raster-scan display modes (see Figure 10). 


a) Non-Interlaced Mode. In this mode each scan line is 
refreshed at the vertical field rate (50 or 60 Hz). 


In the interlaced scan modes, even and odd fields 
alternate to generate frames. The horizontal and ver- 
tical timing relationship causes the scan lines in the 
odd fields to be displaced from those in the even 
fields. The two additional raster-scan display modes 
pertain to interlaced scans. 


b 


— 


Interlace-Sync Mode. This mode is used when the 


same information is to be displayed in both odd and 
even fields. Enhanced readability results because the 


spaces between adjacent rows are filled and a higher 
quality character is displayed. This is achieved with 
only a slight alteration in the device operation: in 
alternate fields, the position of the VSYNC signal is 
delayed by % of a scan line time. This is illustrated in 


Figure 11 and is the only difference in the SY6845 
operation in this mode. 


——— 


c) Interlaced Sync and Video Mode. This mode is used 
to double the character density on the screen by dis- 
playing the even lines in even fields and the odd lines 
in odd fields. As in the Interlace-Sync mode, the 
VSYNC position is delayed in alternate display fields. 
In addition, the address generation is altered. Figure 12 


illustrates the timing. 


INTERLACED SYNC AND VIDEO 


Figure 10. Comparison of Display Modes. 
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Figure 12. Interlace-Sync-and-Video Mode Timing 
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Package Availability 40 Pin Ceramic 
40 Pin Cerdip 
40 Pin Plastic 


Ordering Information 


CPU Clock Rate 


Part Number 


SYC6845 Ceramic 
SYD6845 Cerdip 
SYP6845 Plastic 
SYC6845A Ceramic 
SYD6845A Cerdip 


SYP6845A Plastic 
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Features 


Single +5 volt (5%) power supply. 
Alphanumeric and limited graphics capabilities. 


Fully programmable display (rows, columns, blank- 


ing, etc.). 

Interlaced or non-interlaced scan. 
50/60 Hz operation. 

Fully programmable cursor. 
External light pen capability. 


Description 


The SY6545 is a CRT Controller intended to provide 
capability for interfacing any microprocessor family to 
CRT or TV-type raster scan displays. A unique feature 


Pin Designation 


cco/MAO (7 
cc1/MA1 [J 
CC2/MA2 [ 
CC3/MA3 [J 
cc4a/mMA4 (J 
CC5/MA5 (1 
CC6/MA6 [1 
CC7/MA7 () 
CRO/MA8 [| 
cR1/MA9 [7 
CR2/MA10 [] 
CR3/MA11 (7 
CR4/MA12 ( 
CR5/MA13 (1 
DISPLAY ENABLE |] 


1 

2 
3 
4 
5 
6 
7 
8 
9 


SY6545R 
CRT Controller 


Capable of addressing up to 16K character Video 
Display RAM. 

No DMA required. 

Compatible with MC6845R. 

Straight-binary addressing for Video Display RAM. 
Internal status register. 

3.7 MHz Character Clock 


is the inclusion of several modes of operation, so that the 
system designer can configure the system with a wide 
assortment of techniques. 


Interface Diagram 


Vec 


HSYNC 
VSYNC 


DISPLAY ENABLE 
SY6545 CRTC cuRsoR 


Nl 


CCLK 
RES 
MAO-MA13 RAO-RA4 


VIDEO DISPLAY RAM AND CHARACTER ROM 
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Absolute Maximum Ratings* Comments* 

Supply Voltage, Wee -0.3V to +7.0V Stresses above those listed under “epsoliite Maximum Ratings” 
may cause permanent damage to the device. These are stress 

Input/Output Voltage, VIN -0.3V to +7.0V ratings only. Functional operation of this device at these or any 

Operating Temperature, Top 0°C to 70°C other conditions above those indicated in the operational sec- 

Storage Temperature, Tstg -55°C to 150°C tions of this specification is not implied and exposure to absolute 


maximum rating conditions for extended periods may affect 

; . ae devi liability. 

All inputs contain protection circuitry to prevent damage fen nn ee 
due to high static discharges. Care should be exercised 
to prevent unnecessary application of voltages in excess 


of the allowable limits. 


Electrical Characteristics (Vcc = 5.0V + 5%, Ta = 0-70°C, unless otherwise noted) 


Symbol Characteristic 
Input High Voltage 
ViL 


Input Low Voltage 
Input Leakage ($2, R/w, RES, C5, RS, LPEN, CCLK) 


Three-State Input Leakage (DBO-DB7) 
Vin = 0.4 to 2.4V 


MICRO: 
PROCESSORS 


Output High Voltage | 
lLoAD = 205uA (DBO-DB7) 


lLoAD = 100uA (all others) 


Output Low Voltage 
ILOAD = 1.6mA 


Power Dissipation (Vcc = 5.25V) 


Input Capacitance 
62, R/w, RES, CS, RS, LPEN, CCLK 
DBO-DB7 


Output Capacitance 


Test Load 


SY6545 PIN 


R = 11KQ FOR DBg-:DB7 

R = 24KQ FOR ALL OTHER OUTPUTS 
C = 130 pF TOTAL FOR Dg-D7 

C = 30 pF ALL OTHER OUTPUTS 
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MPU Bus Interface Characteristics 


WRITE CYCLE READ CYCLE 


tcyc 


tc 


¢2 


an TX Sun ot KH 


DATA BUS DATA BUS 


-svessena 
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Cycle Time al 
$2 Pulse Width 
Address Set-Up Time 


Address Hold Time 
RAW Set-Up Time 
R/W Hold Time 


=f 
Tiooy [ee Bisse up Tine S| | Of 
Tay [Bae BueweTing CT OT OT 


(ty and t¢ = 10 to 30 ns) 


Read Timing Characteristics Vcc = 5.0V + 5%, Ta = 0-70°C, unless otherwise noted) 


SY6545R SY6545RA 
Symbol 


in [Mee 

Mice [Satine 

sxc | Aden Seeing Sd 

| tcan | AddressHold Time | 
| 80 
= 
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Characteristic 
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Memory and Video Interface Characteristics (Vcc =5.0V + 5%, Ta=0 to 70°C, unless otherwise noted) 


tecy 
PWeL 
2.0V 2.0V 
CLK ; 
0.8V 0.8V . 0.8V 
Ty <j Tf 
tCCH ee 
2.4V 
MAO-MA13 
0.4V 
tMAD tMAD 
2.4V 
RA0-RA4 
0.4V 
tRAD tRAD 
2.4V 
DISPLAY ENABLE 
0.4V 
toTp toTD 
HSYNC, VSYNC aaM 
0.4V 
tHsD ___ tusp oa) 
tvsp tvsD cc 
OD 
2.4V of 
CURSOR = rz} 
0.4V — 
[oom 
a, 


ton | Rise andFall Time for Clock input |_| | 20s 
tRAD | Raster AddressDelayTime |_| 100—s|_ 160 |r| 
toto Display Timing Delay Time | 160 | 300 | 


CCLK 


Light Pen Strobe Timing 


LPEN 
NOTE: 


“Safe’’ time position for LPEN positive edge to cause 
address n+2 to load into Light Pen Register. 
tLp2 and t_p; are time positions causing uncertain results. 


MAgMA13 n n+1 n+2 


SY6545R SY6545RA 


tr, tf = 20 ns (max) 
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MPU Interface Signal Description 
2 (Clock) 


The input clock is the system $2 clock and is used to 
trigger all data transfers between the system micropro- 
cessor and the SY6545. Since there is no maximum limit 
to the allowable ¢2 cycle time, it is not necessary for it 
to be a continuous clock. This capability permits the 
SY6545 to be easily interfaced to non-6500-compatible 
microprocessors. 


R/W (Read/Write) 


The R/W signal is generated by the microprocessor and is 
used to control the direction of data transfers. A high on 
the R/W pin allows the processor to read the data sup- 


plied by the SY6545; a lowon the R/W pin allows a write 
to the SY6545. 


CS (Chip Select) 


The Chip Select input is normally connected to the pro- 
cessor address bus either directly or through a decoder. 
The SY6545 is selected when CS is low. 


RS (Register Select) 


The Register Select input is used to access internal re- 
gisters. A low on this pin permits writes into the Address 
Registersand reads from the Status Register. The contents 
of the Address Register is the identity of the register 
accessed when RS is high. . 


DBy-DB7 (Data Bus) 


The DBy-DB7 pins are the eight data lines used for trans- 
fer of data between the processor and the SY6545. These 
lines are bi-directional and are normally high-impedance 
except during read cycles when the chip is selected. 


Video Interface Signal Description 
HSYNC (Horizontal Sync) 


The HSYNC signal is an active-high output used to deter- 
mine the horizontal position of displayed text. It may 
drive a CRT monitor directly or may be used for com- 
posite video generation. HSYNC time position and width 
are fully programmable. 


VSYNC (Vertical Sync) 


The VSYNC signal is an active-high output used to 
determine the vertical position of displayed text. Like 
HSYNC, VSYNC may be used to drive a CRT monitor 
or composite video generation circuits. VSYNC position 
and width are both fully programmable. 


DISPLAY ENABLE 
The DISPLAY ENABLE signal is an active-high output 
and is used to indicate when the SY6545 is generating 


active display information. The number of horizontal 
displayed characters and the number of vertical displayed 
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characters are both fully programmable and together 
are used to generate the DISPLAY ENABLE signal. 


CURSOR 


The CURSOR signal is an active-high output and is used. 
to indicate when the scan coincides with the programmed 
cursor position. The cursor position may be programmed 
to be any character in the address field. Furthermore, 
within the character, the cursor may be programmed to 
be any block of scan lines, since the start scan line and 
the end scan line are both programmable. 

LPEN 


The LPEN signal is an edge-sensitive input and is used to 
load the internal Light Pen Register with the contents of 
the Refresh Scan Counter at the time the active edge 
occurs. The active edge of LPEN is the low-to-high tran- 
sition. | 
CCLK 

The CCLK signal is the character timing clock input and 


is used as the time base for all internal count/control 
functions. 


RES 


The RES signal is an active-low input used to initialize 
all internal scan counter circuits. When RES is low, all 
internal counters are stopped and cleared, all scan and 
video outputs are low, and control registers are unaf- 
fected. RES must stay low for at least one CCLK period. 
All scan timing is initiated when RES goes high. In this 
way, RES can be used to synchronize display frame 
timing with line frequency. 


_ Memory Address Signal Description 


MA0-MA13 (Video Display RAM Address Lines) 


These signals are active-high outputs and are used to 
address the Video Display RAM for character storage 
and display operations. The starting scan address is fully 
programmable and the ending scan address is determined 
by the total number of characters displayed, which is 
also programmable, in terms of characters/line and lines/ 
frame. 


@ Binary Addressing 
Characters are stored in successive memory locations. 
Thus, the software must be developed so that row and 
column co-ordinates are translated to sequentially- 
numbered addresses for video display memory opera- 
tions. 


RAO-RA4 (Raster Address Lines) 


These signals are active-high outputs and are used to 
select each raster scan within an individual character row. 
The number of raster scan lines is programmable and 
determines the character height, including spaces bet- 
ween character rows. 
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Description of Internal Registers 


Figure 1 illustrates the format of a typical video display 
and is necessary to understand the functions of the 
various SY6545 internal registers. Figure 2 illustrates 
vertical and horizontal timing. Figure 3 summarizes the 
internal registers and indicates their address selection 
and read/write capabilities. 

Address Register 


This is a 5-bit register which is used as a ‘‘pointer” to 
direct SY6545 data transfers to and from the system 
MPU. Its contents is the number of the desired register 
(0-31). When RS is low, then this register may be 
loaded; when RS is high, then the register selected is the 


SY6545R 


Horizontal Sync Position (R2) 


This 8-bit register contains the position of the HSYNC 
on the horizontal line, in terms of the character location 
number on the line. The position of the HSYNC deter- 
mines the left-to-right location of the displayed text 
on the video screen. In this way, the side margins are 
adjusted. 


Horizontal and Vertical SYNC Widths (R3) 
This 4-bit register programs the width of HSYNC. 


BEBE 


one whose identity is stored in this register. 8 4 2 1 
Ww 
Status Register HSYNC WIDTH 


This 3-bit register is used to monitor the status of the 
CRTC, as follows: 


7 Leis} etale[sfo| 
L_ NOT USED = 


VERTICAL BLANKING 

“0” Scan currently not in vertical blanking portion 
of its timing 

1" Scan currently is in its vertical blanking time. 


|__| PEN REGISTER FULL 
“0” This bit goes to ‘0’ whenever either register 
R16 or R17 is read by the MPU. 
“1 This bit goes to ‘‘1‘' whenever a LPEN strobe 
occurs. 


Horizontal Total (RQ) 


This 8-bit register contains the total of displayed and 
non-displayed characters, minus one, per horizontal line. 
The frequency of HSYNC is thus determined by this 
_ register. 


Horizontal Displayed (R1) 


This 8-bit register contains the number of displayed char- 
acters per horizontal line. 


OR TOTAL 


(NUMBER OF CHARACTER CLOCK TIMES) 


VSYNC width is set to 16 scan line times. 


Vertical Total (R4) 


The Vertical Total Register is a 7-bit register containing 
the total number of character rows in a frame, minus 
one. This register, along with R5, determines the overall 
frame rate, which should be close to the line frequency 
to ensure flicker-free appearance. If the frame time is 
adjusted to be longer than the period of the line fre- 
quency, then RES may be used to provide absolute 
synchronism. 


Vertical Total Adjust (R5) 


The Vertical Total Adjust Register is a 5-bit write only 
register containing the number of additional scan lines 
needed to complete an entire frame scan and is intended 
as a fine adjustment for the video frame time. 


Vertical Displayed (R6) © 


This 7-bit register contains the number of displayed 
character rows in each frame. In this way, the vertical 
size of the displayed text is determined. 
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Figure 1. Video Display Format 
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Figure 2. Vertical and Horizontal T 


3-154 


Synertek, SY6545R 


Vertical Sync Position (R7) Cursor Start (R10) and Cursor End (R11) 

This 7-bit register is used to select the character row These 5-bit registers select the starting and ending scan 
time at which the VSYNC pulse is desired to occur and, lines for the cursor. In addition, bits 5 and 6 of R10 are 
thus, is used to position the displayed text in the vertical used to select the cursor mode, as follows: 

direction. 


Mode Control (R8) 


This register is used to select the operating modes of the 
SY 6545 and is outlined as follows: 


eee 6 2 VO 


INTERLACE MODE CONTROL 


OPERATION 


| 0 | 
| o | Non-Interlace 
ay 


Te 


CURSOR MODE 


ae an 
[0 | aink or tee eidre os 


Note that the ability to program both the start and end 
scan line for the cursor enables either block cursor or 
Scan Line (R9) underline to be accommodated. Registers R14 and R15 
This 5-bit register contains the number of scan lines per are used to control the character position of the cursor 
character row, including spacing minus one. over the entire 16K address field. 


Interlace SYNC Raster Scan 
Interlace SYNC and Video Raster Scan 


Address Reg. Beg. Register Bit 
cs -al3|2iaio| No. Register Name _ Stored Info. RD | WR '7]6/5)4/3| 2 1] 0| 
| 0 | fo -|-|-/-[ = [Address Reg. Rea. No. SNA 
|Status Reg. / ULL VR \ 


Horiz. Total _3¢ Charac. -1 ee :@\@e 


Horiz.. Displayed = |= Charac. jeleleleie ee eo 


Horiz. Sync 
Position 


| ANNW 

Taine to \\\\\\eane 
ojafifofal ae ver, four |=homsitow 7 |v NNetele le lelafs 
fojoj1}oj1| R5 |Vert. Total Adjust {= Scan Lines RaW e 
(0}0}1/ 1/0, R6 |Vert. Displayed '= Charac. Rows WA Nong e| 
| 0 [| 1 fofof1j1fa| R7 | Vert. Sync Position ,= Charac. Rows — \eeooecd 
| 0 | ] 1 R8_ |Mode Control V NINN 
ert RQ |Scan Line Sean Lines -1 V NW 

/ 


1 folifo 1 0 | R10 |Cursor Start Scan Line No. V \ le oo 
| 0 | 1 [oltfo| 1/1 R11 |Cursor End Scan Line No. Vv WW Welelelele 


iI Vi SSC 
mais ais 
Addr (L) 
Tr [oft fa [aol wre [einer rosso ef 
Lt folifi|ifi] ars [cursor Position wif | |v [olelelelelelele| 
ee! 
ae 


Oo 
ce 
= 
— 


PROCESSORS 


=e 


1 [1}olo]o]o] Rie [Light Pen Reg (H) V1 MWelelelelele 


o | 1 |sfolololi Vv] jelelejelelelele| 
Notes: [ © | Designates binary-bit 


[Designates unused bit. Reading this bit is always ‘‘0’’, except for 
R31, which does not drive the data bus at all, and for CS = “1” 
which operates likewise. 


Figure 3. Internal Register Summary. 
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Display Start Address High (R12) and Low (R13) 


These registers together comprise a 14-bit register whose 
contents is the memory address of the first character of 
the displayed scan (the character on the top left of the 
video display, as in Figure 1). Subsequent memory 
addresses are generated by the SY6545 as a result of 
CCLK input pulses. Scrolling of the display is accom- 
plished by changing R12 and R13 to the memory address 
associated with the first character of the desired line of 
text to be displayed first. Entire pages of text may be 
scrolled or changed as well via R12 and R13. 


Cursor Position High (R14) and Low (R15) 


These registers together comprise a 14-bit register whose 
contents is the memory address of the current cursor 
position. When the video display scan counter (MA lines) 
matches the contents of this register, and when the scan 
line counter (RA lines) falls within the bounds set by 
R10 and R11, then the CURSOR output becomes active. 
Bit 5 of the Mode Control Register (R8) may be used 
to delay the CURSOR output by a full CCLK time to 
accommodate slow access memories. 


LPEN High (R16) and Low (R17) 


These registers together comprise a 14-bit register whose 
contents is the light pen strobe position, in terms of the 


SYSTEM 
BUS 


|= f= 


MA0-MA13 


ADDRESS 
CONTENTION 
CONTROL 


VIDEO 
DISPLAY 
RAM 


CRT CONTROLLER 


DISPLAY ADDRESS 


SY6545R 


video display address at which the strobe occurred. When 
the LPEN input changes from low to high, then, on the 
next negative-going edge of CCLK, the contents of the 
internal scan counter is stored in registers R16 and R17. 


TOTAL = 90 


a DISPLAY = 80 — 4 
po | ots tferhas Hol sbe 
| 80 | 81 | 82 157 eo [159 | 160 | 161]- --| 169) 
1s Ea Pe 241 pe 
pon 


24 


34 


TOTAL 


cals feh | — or xe fon — 
Ec eae a 
ee 

Pa ene lee eee eal 
STRAIGHT BINARY ADDRESSING SEQUENCE 


Figure 4. Display Address Sequences (with Start 
Address = 0) for 80 x 24 Example 


VSYNC 


HSYNC 


SY6545 
DISPLAY ENABLE 


CURSOR TO 
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CIRCUITS 


RAO-RA4 


SCAN LINE 
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REGISTER 


CHARACTER L_~ 
GENERATOR as 
YY ROM 
CHARACTER ean LINE 
DATA DOT PATTERN 


Figure 5. Shared Memory System Configuration 
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Memory Contention Schemes for 
Shared Memory Addressing 


From the diagram of Figure 4, it is clear that both the 
SY6545 and the system MPU must be capable of address- 
ing the video display memory. The SY6845 repetitively 
fetches character information to generate the video sig- 
nals in order to keep the screen display active. The MPU 
occasionally accesses the memory to change the displayed 
information or to read out current data characters. Three 
ways of resolving this dual-contention requirement are 
apparent: 


@ MPU Priority 


In this technique, the address lines to the video display 
memory are normally driven by the SY6545 unless the 
MPU needs access, in which case the MPU addresses 
immediately override those from the SY6545 and the 
MPU has immediate access. 


@ 61/62 Memory Interleaving 


This method permits both the SY6845 and the MPU 
access to the video display memory by time-sharing 
via the system $1 and $2 clocks. During the $1 por- 
tion of each cycle (the time when @2 is low), the 
SY6545 address outputs are gated to the video display 
memory. In the #2 time, the MPU address lines are 
switched in. In this way, both the SY6545 and the MPU 
have unimpeded access to the memory. Figure 7 illus- 
trates the timings. 


«——— MPU CYCLE MPU CYCLE 


m2 
CLOCK 


VIDEO 

DISPLAY MPU SY6545 MPU 
MEMORY - ADDRESS SAMA0-MA13/\ ADDRESS 
ADDRESSES 


Figure 7. ¢1/62 Interleaving. 


EVEN 
FIELD 


_v Oo oO 


SY6545R 


interlace Modes 


There are three raster-scan display modes (see Figure 10). 


a) 


b 


—— 


Cc) 


a oe a a 


Non-Interlaced Mode. In this mode each scan line is 
refreshed at the vertical field rate (50 or 60 Hz). 


In the interlaced scan modes, even and odd fields 
alternate to generate frames. The horizontal and ver- 
tical timing relationship causes the scan lines in the 
odd fields to be displaced from those in the even 
fields. The two additional raster-scan display modes 
pertain to interlaced scans. . 


Interlace-Sync Mode. This mode is used when the 


same information is to be displayed in both odd and 
even fields. Enhanced readability results because the 


spaces between adjacent rows are filled and a higher 
quality character is displayed. This is achieved with 
only a slight alteration in the device operation: in 
alternate fields, the position of the VSYNC signal is 
delayed by % of a scan line time. This is illustrated in 


Figure 11 and is the only difference in the SY6545 
operation in this mode. 


Interlaced Sync and Video Mode. This mode is used 


to double the character density on the screen by dis- 
playing the even lines in even fields and the odd lines 
in odd fields. As in the Interlace-Sync mode, the 
VSYNC position is delayed in alternate display fields. 
In addition, the address generation is altered. Figure 12 
illustrates the timing. 
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Figure 10. Comparison of Display Modes. 
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1 COMPLETE FIELD 


DISPLAY 
ENABLE 


HSYNC 


aon oO GGG GGGGSSETG888 
| | 


| 
| 
| 
% SCAN LINE TIME— — 


ODD FIELD 
VSYNC 
EVEN FIELD 
Figure 11. Interlace-Sync Mode Timing 
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Figure 12. Interlace-Sync-and-Video Mode Timing 
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VERTICAL DISPLAYED 


VERTICAL 
BLANKING 


DISPLAY 
ENABLE 


VERTICAL 
BLANKING 
STATUS 
BIT 
(STATUS ya. 
REGISTER 0” = DISPLAY ACTIVE 


BIT 5) t 


“1 = VERTICAL 
SWITCHES STATE AT BLANKING 
END OF LAST DISPLAYED ACTIVE 
SCAN LINE. 
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PROCESSORS 


Figure 14. Operation of Vertical Blanking Status Bit 


Package Availability 40 Pin Ceramic 
40 Pin Cerdip 
40 Pin Plastic 


Ordering Information 


SYC6545R Ceramic 


SYD6545R Cerdip 


SYP6545R Plastic 
SYC6545RA Ceramic 
SYD6545RA | Cerdip 
SYP6545RA Plastic 
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Features 
Single +5 volt (5%) power supply. 
Alphanumeric and limited graphics capabilities. 
Fully programmable display (rows, columns, blank- 
ing, etc.). 
Interlaced or non-interlaced scan. 
50/60 Hz operation. 
Fully programmable cursor. 
External light pen capability. 
Capable of addressing up to 16K character Video 
Display RAM. 


Description 


The SY6545E is a CRT Controller intended to provide capa- 
bility for interfacing any 8 or 16 bit microprocessor family 
to CRT or TV-type raster scan displays. A unique 


Pin Configuration 


SY6545/SYE 


cco/MAO (J 
CC1/MA1 (J 
CC2/MA2 [| 
CC3/MA3 [] 
CC4/MA4 [|_| 
CC5/MA5 L| 
CC6/MA6 [] 
CC7/MA7 || 
CRO/MA8 [] 
CR1/MA9 [] 
CR2/MA10 [| 
CR3/MA11 (] 
CR4/MA12 |] 
CR5/MA13 (J 
DISPLAY ENABLE | | 


o ON DO eB WD 


SY6545E 
CRT Controller 


No DMA required. 

Pin-compatible with MC6845R. 

Row/Column or straight-binary addressing for Video 
Display RAM. 

Video Display RAM may be configured as part of 
microprocessor memory field or independently slaved 
to 6545. 


Internal status register. 


3.7 MHz Character Clock 


feature is the inclusion of several modes of operation, so 
that the system designer can configure the system with 
a wide assortment of techniques. 


Interface Diagram 


Vec GND 


HSYNC 

VSYNC 

DISPLAY ENABLE 
SY6545E CRTC CURSOR 

LPEN 

CCLK 

RES 


MAO-MA13 RAO-RA4 


VIDEO DISPLAY RAM AND CHARACTER ROM 
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Absolute Maximum Ratings* Comment* 


Stresses above those listed under ‘‘Absolute Maximum Ratings” 


Supply Voltage, Vec -0.3V to +7.0V may cause permanent damage to the device. These are stress 
Input/Output Voltage, Vin -0.3V to ney ratings only. Functional operation of this device at these or any 
Operating Temperature, Top OCto70C other conditions above those indicated in the operational sec- 
Storage Temperature, TstcG -55°C to 150°C tions of this specification is not implied and exposure to absolute 


maximum rating conditions for extended periods may affect 


: ; . es devi liability. 
All inputs contain protection circuitry to prevent damage ENCE i EN aPINIEY 


due to high static discharges. Care should be exercised 
to prevent unnecessary application of voltages in excess 
of the allowable limits. 


Electrical Characteristics (Vcc =5.0V + 5%, Ta = 0-70°C, unless otherwise noted) 


Vin Input High Voltage 


Its\ Three-State Input Leakage (DBO-DB7) +10.0 pA 
Vin = 0.4 to 2.4V 

Vou Output High Voltage 2.4 V 
ILOAD =a 205uA (DBO-DB7) 
lLoap = 100pA (all others) 

VoL Output Low Voltage V 
ILOAD = 1.6mA 


Pp Power Dissipation (Vcc = 5.25V) 


Cin Input Capacitance 
2, R/W, RES, CS, RS, LPEN, CCLK 10.0 pF 
DBO-DB7 12.5 pF 


oO 
ce 
4 
— 


PROCESSORS 


Test Load 


SY6545 PIN 


R =11K2 FOR DBg-DB7 

R = 24KQ2 FOR ALL OTHER OUTPUTS 
C = 130 pF TOTAL FOR Dg-D7 

C = 30 pF ALL OTHER OUTPUTS 
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MPU Bus Interface Characteristics 


WRITE CYCLE READ CYCLE 


a — 
DIE Oe IT 
R/W fF twew | ny roe ee tur 


tcpr 


DATA BUS yp ee ae ‘Yj DATA BUS UY 


-tcpda 


Write Timing Characteristics (Vcc = 5.0V + 5%, Ta = 0-70°C, unless otherwise noted) 


SY6545E SY6545EA | 
Symbol Characteristic 


| Min, | Max. | 
Peve [Sate 
Pic [eeewie wf 
Tino | Adios SeUp ine SSS 
can | Aes oliTine SY 
RW Set-Up Time | 80 | - | 
reef sie 8 
a 
Pc 


(tr and t¢ = 10 to 30 ns) 


Read Timing Characteristics Vcc = 5.0V + 5%, Ta = 0-70°C, unless otherwise noted) 


SY6545E 
Symbol Characteristic 


min. [Max 
Tove | Guetine ——SSC~i SS 
Pte | e2rukewam ———SSSCSC~*~C 
Ptscn | AdsresssetueTine ——SSS«dt 
tenn | AdsessHoisTime ——SSCSC~Ci 
: ef = 

P= | 380 

of 


Data Bus Active Time (Invalid Data) | 


(tp and tt = 10 to 30 ns) 
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Memory and Video Interface Characteristics (Vcc =5.0V + 5%, Ta=0to 70°C, unless otherwise noted) 


mensii: 
PWeL 
2.0V 2.0V 
CLK 
0.8V | 0.8V 0.8V 
a mk 
—— 'cCCH —»| 
2.4V 
MAO-MA13 
0.4V 
tMAD tMaAD 
2.4V 
RAO-RA4 
0.4V 
tRAD tRAD 
2.4V 
DISPLAY ENABLE 
0.4V 
tpTp toTo 
2.4V 
HSYNC, VSYNC 
| ; 0.4V 
| 
| ee ee “ 
tvso vsDb co 
On 
2.4V 
CURSOR 52 
0.4V = cs 
or 
[oag 
tcpD tcpb oO 


Light Pen Strobe Timing 


NOTE: 

“Safe’’ time position for LPEN positive edge to cause 
address n+2 to load into Light Pen Register. 

tLp2 and t,p; are time positions causing uncertain results. 


Characteristic 


LPEN Strobe Width 
tLp1 LPEN to CCLK Delay ae 
tipo CCLK to LPEN Delay Poe TS | 


tr, tf = 20 ns (max) 


MAg-MA43 n n+1 n+2 


SY6545EA 


aan 
[Mex | Unie 
ee 
0 
ce 


SY6545E 
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MPU Interface Signal Description 
$2 (Clock) 


The input clock is the system $2 clock and is used to 
trigger all data transfers between the system micropro- 
cessor and the SY6545. Since there is no maximum limit 
to the allowable @2 cycle time, it is not necessary for it 
to be a continuous clock. This capability permits the 
SY6545 to be easily interfaced to non-6500-compatible 
‘microprocessors. 


R/W (Read/Write) 


The RM signal is generated by the microprocessor and is 
used to control the direction of data transfers. A high on 
the RAV pin allows the processor to read the data sup- 
plied by the SY6545; a low on the R/W pin allows a 
write to the SY6545. 


CS (Chip Select) 


The Chip Select input is normally connected to the pro- 
cessor address bus either directly or through a decoder. 
The SY6545 is selected when CS is low. 


RS (Register Select) 


The Register Select input is used to access internal re- 
gisters. A low on this pin permits writes into the Address 
Register and reads from the Status Register. The contents 
of the Address Register is the identity of the register 
accessed when RS is high. 


DBo-DB7 (Data Bus) 


The DBg-DB7 pins are the eight data lines used for trans- 
fer of data between the processor and the SY6545. These 
lines are bi-directional and are normally high-impedance 
except during read cycles when the chip is selected. © 


Video Interface Signal Description 
HSYNC (Horizontal Sync) 


The HSYNC signal is an active-high output used to deter- 
mine the horizontal position of displayed text. It may 
drive a CRT monitor directly or may be used for com- 
posite video generation. HSYNC time position and width 
are fully programmable. 


VSYNC (Vertical Sync) 


The VSYNC signal is an active-high output used to 
determine the vertical position of displayed text. Like 
HSYNC, VSYNC may be used to drive a CRT monitor 
or composite video generation circuits. VSYNC position 
and width are both fully programmable. 


DISPLAY ENABLE 


The DISPLAY ENABLE signal is an active-high output 
and is used to indicate when the SY6545 is generating 
active display information. The number of horizontal 
displayed characters and the number of vertical displayed 
characters are both fully programmable and together 
are used to generate the DISPLAY ENABLE signal.. 
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DISPLAY ENABLE may be delayed by one character 
time by setting bit 4 of R8 toa “1”. 


CURSOR 


The CURSOR signal is an active-high output and is used 
to indicate when the scan coincides with the programmed 
cursor position. The cursor position may be programmed 
to be any character in the address field. Furthermore, 
within the character, the cursor may be programmed to 


be any block of scan lines, since the start scan line and 
the end scan line are both programmable. The CURSOR 


position may be delayed by one character time by 
setting bit 5of R8toa “1”. 


LPEN 


The LPEN signal is an edge-sensitive input and is used to 
load the internal Light Pen Register with the contents of 
the Refresh Scan Counter at the time the active edge 
occurs. The active edge of LPEN is the low-to-high tran- 
sition. 


CCLK 
The CCLK signal is the character timing clock input and 


is used as the time base for all internal count/control 
functions. 


RES 


The RES signal is an active-low input used to initialize 
all internal scan counter circuits. When RES is low, all 
internal counters are stopped and cleared, all scan and 
video outputs are low, and control registers are unaf- 
fected. RES must stay low for at least one CCLK period. 
All scan timing is initiated when RES goes high. In this 
way, RES can be used to synchronize display frame 
timing with line frequency. 


Memory Address Signal Description 
MA0-MA13 (Video Display RAM Address Lines) 


These signals are active-high outputs and are used to 
address the Video Display RAM for character storage 
and display operations. The starting scan address is fully 
programmable and the ending scan address is determined 
by the total number of characters displayed, which is 
also programmable, in terms of characters/line and lines/ 
frame. 
There are two selectable address modes for MAO-MA13: 
@ Binary 
Characters are stored in successive memory locations. 
Thus, the software must be developed so that row and 
column co-ordinates are translated to sequentially- 


numbered addresses for video display memory opera- 
tions. 


Row/Column 

In this mode, MAO-MA7 function as column addresses 
CC0O-CC7, and MA8-MA13, as row addresses CRO- 
CR5. In this case, the software may handle addresses 
in terms of row and column locations, but additional 


Synertek. SY6545E 


address compression circuits are needed to convert CRTC, as follows: 
CCO-CC7 and CRO-CR5 into a memory-efficient 
binary scheme. 


RAO-RA4 (Raster Address Lines) [7 [6 [s[4|]3]2|1]0| 
Ls NOT sep 


These signals are active-high outputs and are used to 
select each raster scan within an individual character row. 
. . VERTICAL BLANKING 
The number of raster scan lines is programmable and Hp Gen burkentg nat in wed cal blanking portion 
H H H H a of its timing 
determines the character height, including spaces bet Hig Sean carer alplaaietievatial Blankinacae: 
ween character rows. 


; : . , |____. pen REGISTER FULL 

The high-order line, RA4, is unique in that it can also “0” This bit goes to “0” whenever either register 

- P R16 R17 is read by the MPU. 
function as a strobe output pin when the SY6545 is pro- “4” ‘This bit goes to “1” whenever a LPEN strobe 
grammed to operate in the ““Transparent Address Mode”. sca 

i 1 ive-hi 1 UPDATE READY 
In this ae the oops is ah active-high output and is true fora Ct Ge Owen ea ST 
at the time the Video Display RAM update address is been either read or written by the MPU. 

. ; “1"" This bit goes to “1° when an Update Strobe 

gated on to the address lines, MAO-MA13. In this way, occurs. 


updates and readouts of the Video Display RAM can be 
made under control of the SY6545 with only a small 
amount of external circuitry. 


Description of Internal Registers Horizontal Total (RO) 
This 8-bit register contains the total of displayed and 


Figure 1 illustrates the format of a typical video display } ; 
non-displayed characters, minus one, per horizontal line. 


and is necessary to understand the functions of the 


. . . 6 
various SY6545 internal registers. Figure 2 illustrates The frequency of HSYNC is thus determined by this =o 
vertical and horizontal timing. Figure 3 summarizes the Pe gia tet: © ta 

[i ) 
internal registers and indicates their address selection =S 
and read/write capabilities. Horizontal Displayed (R1) a. 
Address Register This 8-bit register contains the number of displayed char- 


. : : oe . ; acters per horizontal line. 
This is a 5-bit register which is used as a “‘pointer”’ to P all 


direct SY6545 data transfers to and from the system 
MPU. Its contents is the number of the desired register 
(0-31). When RS is low, then this register may be 
loaded; when RS is high, then the register selected is the 
one whose identity is stored in this register. 


Horizontal Sync Position (R2) 


This 8-bit register contains the position of the HSYNC 
on the horizontal line, in terms of the character location 
number on the line. The position of the HSYNC deter- 
mines the left-to-right location of the displayed text 
on the video screen. In this way, the side margins are 
This 3-bit register is used to monitor the status of the adjusted. 


Status Register 


HOR TOTAL 


| HOR DISPLAYED | 
SCAN 


fate |clole|Fla|H]i]sixit] | ||) +} tines 
minfofe; |] [TT |} TT ttt 
ota a ee 
ttt ttt tt 


SREB SENS 
Bane 
VERT oe 
NUMBER OF 
DISPLAYED auee SCAN LINES 
VERT HH PER 
TOTAL TTT CHARACTER 
BEB EBS ROW 
Gaens 
PT 


See eo ee 
———————————— ——s 


Figure 1. Video Display Format 
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Horizontal and Vertical SYNC Widths (R3) 


This 8-bit register contains the widths of both HSYNC 
and VSYNC, as follows: 


4 2 1 8 4 2 1 
a 


VSYNC WIDTH* HSYNC WIDTH 


(NUMBER OF SCAN (NUMBER OF CHARACTER 
LINES) CLOCK TIMES) 


*IF BITS 47 ARE ALL “0”, THEN VSYNC WILL BE 
16 SCAN LINES WIDE. 


Control of these parameters allows the SY6545 to be 


Address Reg. 


Cs 


VSYNC, HSYNC 
Widths 


Vert. Displayed 


[2] fojolitifol re 


Mode Control 


Scan Line 


ae 
aera ECIONORTE Cursor Start 
eee Cursor End 


Wy eh 
eee 
R16. Light Pen Reg (H) 


ag 2 G ° R17 | Light Pen Reg (L) 


= 1/0; 0.1 0; R18 Pea Location 


| (H) 
(L) 


Notes: [ © [Designates binary bit 


Register Name Stored Info. RD an BT 


BODOG af ]2[ 50 
a Se A 


To fol=I=|=[=[ = [sts es oP RRR 
0 [4 folo|ofale) “mo ove. Towr woken. V[elelelele eee 
[1 Jofolals| mre itn’ [tne 


R2  |Horiz. Sync = Charac. 
Position 


ott 
0 | 1 Jolojrjoli] Rs [vert Total adiust_|= Sean Lines 


Vert. Syne Position =Car fons_{_ = Neleletelelele 


R12 | Display Start 
a 
Ih tees 
Addr ( 
hid Cursor Position (H) eearommio| Tv vialseise 
BR RRRSeEne 


cae Cursor Position [Cursor Position (L) | 


Dummy Location 


SY6545E 


interfaced to a variety of CRT monitors, since the 
HSYNC and VSYNC timing signals may be accommo- 
dated without the use of external one-shot timing. 


Vertical Total (R4) 


The Vertical Total Register is a 7-bit register containing 
the total number of character rows in a frame, minus 
one. This register, along with R5, determines the overall 
frame rate, which should be close to the line frequency 
to ensure flicker-free appearance. If the frame time is 
adjusted to be longer than the period of the line fre- 
quency, then RES may be used to provide absolute 
synchronism. 


Register Bit 


me v [elelelelelelele 


= Scan Lines and 
= Char. Times 


= Charac. Row -1 


V3 | V2} V1} Vo|H3|H2) H1| Ho 


he |o[e/elelelele 
|v AWWe/e/e/e/e 
| ¥ Nieleleletetete. 


= Charac. Rows 


| uiluole [0 [7 Reh [to 
|v AWWe/ele/ele 
BRAG OOooo 
|v WW Wrele/ele/e 


On 
| |y i : 


j= Scan Lines -1 


Scan Line No. 


Scan Line No. 


| V le 


designates unused bit. Reading this bit is always “‘0’’, except for 
R31, which does not drive the data bus at all, and for CS = “1” 
which operates likewise. 


Figure 3. Internal Register Summary 
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Vertical Total Adjust (R5) 


The Vertical Total Adjust Register is a 5-bit write only 
register containing the number of additional scan lines 
needed to complete an entire frame scan and is intended 
as a fine adjustment for the video frame time. 


Vertical Displayed (R6) 


This 7-bit register contains the number of displayed 
character rows in each frame. In this way, the vertical 
size of the displayed text is determined. 


Vertical Sync Position (R7) 


This 7-bit register is used to select the character row 
time at which the VSYNC pulse is desired to occur and, 
thus, is used to position the displayed text in the vertical 
direction. 


Mode Control (R8) 


This register is used to select the operating modes of the 
SY 6545 and is outlined as follows: 


7[s]sia}a}2}ijo| 


iE INTERLACE MODE CONTROL 


Non-Interlace 


Interlace SYNC Raster Scan 


Interlace SYNC and Video Raster Scan 


VIDEO DISPLAY RAM ADDRESSING 
“0” for straight binary 
“1 for Row/Column 


VIDEO DISPLAY RAM ACCESS 
“0” for shared memory 
“1” for transparent memory addressing. 


DISPLAY ENABLE SKEW 
“0” for no delay 
“1” to delay Display Enable one character time 


CURSOR SKEW 
“0” for no delay 
““1" to delay Cursor one character time 


UPDATE STROBE (TRANSPARENT MODE, ONLY) 
“0” for pin 34 to function as memory address 
“1” for pin 34 to function as update strobe 


UPDATE/READ MODE (TRANSPARENT MODE, ONLY) 

“0” for updates to occur during horizontal and vertical 
blanking times with update strobe 

“1” for updates to be interleaved in 62 portion of cycle 


Scan Line (R9) 


This 5-bit register contains the number of scan lines per 
character row, including spacing minus one. 
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Cursor Start (R10) and Cursor End (R11) 


These 5-bit registers select the starting and ending scan 
lines for the cursor. In addition, bits 5 and 6 of R10 are 
used to select the cursor mode, as follows: 


BIT 
CURSOR MODE 


No Blinking 


Blink at 16x field rate (fast) 


o1o!;1o 


Blink at 32x field rate (slow) 


Note that the ability to program both the start and end 
scan line for the cursor enables either block cursor or 
underline to be accommodated. Registers R14 and R15 
are used to control the character position of the cursor 
over the entire 16K address field. 


Display Start Address High (R12) and Low (R13) 


These registers together comprise a 14-bit register whose 
contents is the memory address of the first character of 
the displayed scan (the character on the top left of the 
video display, as in Figure 1). Subsequent memory 
addresses are generated by the SY6545 as a result of 
CCLK input pulses. Scrolling of the display is accom- 
plished by changing R12 and R13 to the memory address 
associated with the first character of the desired line of 
text to be displayed first. Entire pages of text may be 
scrolled or changed as well via R12 and R13. 


Cursor Position High (R14) and Low (R15) 


These registers together comprise a 14-bit register whose 
contents is the memory address of the current cursor 
position. When the video display scan counter (MA lines) 
matches the contents of this register, and when the scan 
line counter (RA lines) falls within the bounds set by 
R10 and R11, then the CURSOR output becomes active. 
Bit 5 of the Mode Control Register (R8) may be used 
to delay the CURSOR output by a full CCLK time to 
accommodate slow access memories. 


LPEN High (R16) and Low (R17) 


These registers together comprise a 14-bit register whose 
contents is the light pen strobe position, in terms of the 
video display address at which the strobe occurred. When 
the LPEN input changes from low to high, then, on the 
next negative-going edge of CCLK, the contents of the 


internal scan counter is stored in registers R16 and R17. 


Synertek. 


Update Address High (R18) and Low (R19) 


These registers together comprise a 14-bit register whose 
contents is the memory address at which the next read or 
update will occur (for transparent address mode, only). 
Whenever a read/update occurs, the update location 
automatically increments to allow for fast updates or 
readouts of consecutive character locations. This is 
described elsewhere in this document. 


Dummy Location (R31) 


This register does not store any data, but is required to 
detect when transparent addressing updates occur. This 
is necessary to increment the Update Address Register 
and to set the Update Ready bit in the status register. 


Description of Operation 


Register Formats 


Register pairs R12/R13, R14/R15, R16/R17, and R18/ 
R19 are formatted in one of two ways: 


1. Straight binary if register R8, bit 2 is a “0”. 


2. Row/Column if register R8, bit 2 is a ‘1’. In this 
case the low byte is the Character Column and the 
high byte is the Character Row. 


TOTAL = 90 
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STRAIGHT BINARY ADDRESSING SEQUENCE 


SY6545E 


Figure 4 illustrates the address sequence for the video 
display control for each mode. 


Note from Figure 4 that the straight-binary mode has 
the advantage that all display memory addresses are 
stored in a continuous memory block, starting with 
address 0 and ending at 1919. The disadvantage with this 
method is that, if it is desired to change a displayed 
character location, the row and column identity of the 
location must be converted to its binary address before 
the memory may be written. The row/column mode, on 
the other hand, does not need to undergo this conver- 
sion. However, memory is not used as efficiently, since 
the memory addresses are not continuous, but gaps exist. 
This requires that the system be equipped with more 
memory than is actually used and this extra memory is 
wasted. Alternatively, address compression logic may be 
employed to translate the row/column format into a 
continuous address block. 


In this way, the user may select whichever mode is best 
for the given application. The trade-offs between the 
modes are software versus hardware. Straight-binary 
mode minimizes hardware requirements and row/column 
requires minimum software. 


TOTAL = 90 


DISPLAY = 80 
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ROW/COLUMN ADDRESSING SEQUENCE 


Figure 4. Display Address Sequences (with Start Address = 0) for 80 x 24 Example 
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Video Display RAM Addressing 


There are two modes of addressing for the video display 


memory: 


1. Shared Memory | | | 
In this mode the memory is shared between the MPU 
address bus and the SY6545 address bus. For this 
case, memory contention must be resolved by means 
of external timing and control circuits. Both the MPU 
and the SY6545 must have access to the video display 


system configuration. 


2. Transparent Memory Addressing 
For this mode, the display RAM is not directly acces- 
sible by the MPU, but is controlled entirely by the 
SY6545. All MPU accesses are made via the SY6545 
and a small amount of external circuits. Figure 6 
shows the system configuration for this approach. 


RAM and the contention circuits must resolve this 


SYSTEM VSYNC 
BUS 
HSYNC 
= ~ SY6545 
CRT CONTROLLER DISPLAY ENABLE 
CURSOR 


MAO0-MA13 RAO-RA4 


DISPLAY ADDRESS 


ADDRESS SCAN LINE 
CONTENTION count GQ P SHIFT 


CONTROL REGISTER 


CHARACTER LA 
GENERATOR [_| 
ROM Y 
CHARACTER SCAN LINE 
DATA DOT PATTERN 


Figure 5. Shared Memory System Configuration 


SYSTEM 
BUS 


SY6545 
CRT CONTROLLER 


MAO-MA13 RAO-RA3 


DISPLAY/UPDATE 


CHARACTER CHARACTER 
DATA DATA 


Figure 6. Transparent Memory Addressing System Configuration 


SCAN LINE 
ADDRESS C [> COUNT 


SY6545E 


multiple access requirement. Figure 5 illustrates the 


TO 
VIDEO 
CIRCUITS 


(Data Hold Latch needed for Horizontal/Vertical Blanking updates, only). 
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Memory Contention Schemes for 
Shared Memory Addressing 


From the diagram of Figure 4, it is clear that both the 
SY6545 and the system MPU must be capable of address- 
ing the video display memory. The SY6545 repetitively 
fetches character information to generate the video sig- 
nals in order to keep the screen display active. The MPU 
occasionally accesses the memory to change the displayed 
information or to read out current data characters. Three 
ways of resolving this dual-contention requirement are 
apparent: 


@ MPU Priority 


In this technique, the address lines to the video dis- 
play memory are normally driven by the SY6545 
unless the MPU needs access, in which case the 
MPU addresses immediately override those from the 
SY6545 and the MPU has immediate access. 


@ 1/62 Memory Interleaving 


This method permits both the SY6545 and the MPU $2 

access to the video display memory by time-sharing = es 
via the system $1 and $2 clocks. During the $1 por- ce % 
tion of each cycle (the time when @2 is low), the = 
SY 6545 address outputs are gated to the video display MAO-MA13 ys a 


memory. In the $2 time, the MPU address lines are 
switched in. In this way, both the SY6545 and the 
MPU have unimpeded access to the memory. Figure 7 
illustrates the timings. 


MPU CYCLE MPU CYCLE 


SY6545E 


Transparent Memory Addressing 


In this mode of operation, the video display memory 
address lines are not switched by contention circuits, 
but are generated by the SY6545. In effect, the conten- 
tion is handled by the SY6545. As a result, the schemes 
for accomplishing MPU memory access are different: 


© 1/62 Interleaving 


This mode is similar to the Interleave mode used 
with shared memory. In this case, however, the @2 
address is generated from the Update Address Register 
(Registers R18 and R19) in the SY6545. Thus, the 
MPU must first load the address to be accessed into 
R18/R19 and then this address is always gated onto 
the MA lines during $2. Figure 8 shows the timing. 


~<——- MPU CYCLE ‘MPU CYCLE 


Figure 8. #1/¢2 Transparent Interleaving 


@ Horizontal/Vertical Blanking 


In this mode, the Update Address is loaded by the 


see MPU, but is only gated onto the MA lines during 
horizontal or vertical blank times, so memory accesses 

wigee do not interfere with the display appearance. To 
DISPLAY SY6545 MPU SY6545 MPU signal when the update address is on the MA lines, an 
price update strobe (STB) is provided as an alternate func- 


tion of pin 34. Data hold latches are necessary to 
temporarily retain the character to be stored until 
the retrace time occurs. In this way, the system MPU 
is not halted waiting for the blanking time to arrive. 
Figure 9 illustrates the address and strobe timing for 
this mode. 


Figure 7. $1/¢2 Interleaving 


@ Vertical Blanking 


Transparent address modes are quite complex and offer 
significant advantages in system implementation. The 
details of their application are covered thoroughly in a 
related Technical Note available from Synertek. 


With this approach, the address circuitry is identical 
to the case for MPU Priority updates. The only differ- 
ence is that the Vertical Retrace status bit (bit 5 of 
the Status Register) is used by the MPU so that access 
to the video display memory is only made during 
vertical blanking time (when bit 5 is a “‘1’’). In this 
way, no visible screen perturbations result. 
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Figure 9. Retrace Update Timings 


interlace Modes 


There are three raster-scan display modes (see Figure 10). 


a) Non-Interlaced Mode. In this mode each scan line is 
refreshed at the vertical field rate (50 or 60 Hz). 


In the interlaced scan modes, even and odd fields 
alternate to generate frames. The horizontal and ver- 
tical timing relationship causes the scan lines in the 
odd fields to be displaced from those in the even 
fields. The two additional raster-scan display modes 
pertain to interlaced scans. 


b) Interlace-Sync Mode. This mode is used when the 


same information is to be displayed in both odd and 
even fields. Enhanced readability results because the 


NON-INTERLACED 


Cc 


— 


INTERLACED-SYNC 


spaces between adjacent rows are filled and a higher 
quality character is displayed. This is achieved with 
only a slight alteration in the device operation: in 
alternate fields, the position of the VSYNC signal is 
delayed by % of a scan line time. This is illustrated in 
Figure 11 and is the only difference in the SY6545 


operation in this mode. 


Interlaced Sync and Video Mode. This mode is used 


to double the character density on the screen by dis- 
playing the even lines in even fields and the odd lines 
in odd fields. As in the Interlace-Sync mode, the 
VSYNC position is delayed in alternate display fields. 
In addition, the address generation is altered. Figure 12 
illustrates the timing. 


ay, 
ci’ 
XJ 


P, 
2 ae Se. a. a 
VL I W/ 


INTERLACED SYNC AND VIDEO 


Figure 10. Comparison of Display Modes. 
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Figure 12. Interlace-Sync-and-Video Mode Timing 
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Cursor and Display Enable Skew Control CCLK | | | | | | | | | | 


Bits 4 and 5 of the Mode Control register (R8) are used 
to delay the Display Enable and Cursor outputs, respec- 
tively. Figure 13 illustrates the effect of the delays. (NO DELAY) | | 
CURSOR 

er ee 


DISPLAY one DELAY) 


ENABLE 
POSITIVE 


EDGE 
(WITH DELAY) | 
(NO DELAY) | 
DISPLAY 


ENABLE 
NEGATIVE 


EDGE 
(WITH DELAY) | 


Figure 13. Cursor and Display Enable Skew 
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“4 = VERTICAL 
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Figure 14. Operation of Vertical Blanking Status Bit 
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Package Availability 40 Pin Ceramic 


40 Pin Cerdip 
40 Pin Plastic 


Ordering Information 


SYC6545E Ceramic 
SYD6545E Cerdip 
SYP6545E Plastic 
SYC6545EA Ceramic 
SYD6545EA Cerdip 


SYP6545EA Plastic 
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PROCESSORS 


CRTC Register Comparison 
NON-INTERLACE 


HD6845R HD6845S SY6545-1 SY6545E 
TOT-1 TOT-1 


Or- 
ACTUAL ACTUAL ACTUAL ACTUAL 


ACTUAL ACTUAL ACTUAL ACTUAL 
HORIZONTAL | HORIZONTAL HORIZONTAL 
HORIZONTAL | ann VERTICAL] AND VERTICAL | AND VERTICAL 
TOT-1 TOT-1 TOT-1 TOT-1 
7 ANY VALUE 
ANY VALUE | ANY VALUE | EXCEPT R5 ANY VALUE 
= |RQH) + X 
ANY VALUE. | ANY VALUE | ANY VALUE ANY VALUE 
<R4 <R4 <R4 
ACTUAL ACTUAL ACTUAL ACTUAL 


REGISTER 
RO HORIZONTAL TOT 


R1 HORIZONTAL DISP 


R2 HORIZONTAL 
SYNC 


R3 HORIZ AND VERT 
SYNC WIDTH 


R4 VERTICAL TOT 


R5 VERTICAL 
TOT ADJ 


SY6845 
TOT-1 


ACTUAL 


ACTUAL 
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R7 VERTICAL 
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SYNC POS ACTUAL ACTUAL 
R8 MODE REG INTERLACE INTERLACE INTERLACE INTERLACE INTERLACE. 
BITS 0 AND 1 MODE SELECT | MODE SELECT | MODE SELECT | MODE SELECT | MODE SELECT MODE SELECT 


SHARED OR SHARED OR 
TRANSPARENT TRANSPARENT 
ADDR ADDR 


DISPEN SKEW | DISPEN SKEW DISPEN SKEW 
DISPEN SKEW | CURSOR SKEW CURSOR SKEW 
CURSOR SKEW | RA4/UPSTB RA4/UPSTB 


fee 
ACTUAL ACATUAL 
ACTUAL ACATUAL 
WRITE ONLY WRITE ONLY 


ia CHReOn READ/WRITE WRITE ONLY READ/WRITE READ/WRITE READ/WRITE 


R16/R17 LPENREG |READONLY | READONLY | READONLY | READONLY | READONLY READ ONLY 
R18/R19 UPDATE TRANSPARENT | TRANSPARENT 
ADDR REG ne we nee MODE ONLY MODE ONLY 

| TRANSPARENT _ | TRANSPARENT 


STATUS REG YES NO YES 


TOT-1 = TOT-1 = _ : : TOT-1 = 
ro 6pm OR EVEN |onD On EvEN,| (OTOP? | Orr = 080: | Tor ODD OR EVEN 


3 INTERLACE SYNC AND VIDEO 


ROW/COLUMN OR | ROW/COLUMN OR 
STRAIGHT STRAIGHT 
BINARY BINARY 
ADDRESSING ADDRESSING 


R9 SCAN LINES TOT-1 


R10 CURSOR START | ACTUAL 
R11 CURSOR END ACTUAL 


R12/R13 DISP ADDR WRITE ONLY 


TOT-1 
ACTUAL 
ACTUAL 
WRITE ONLY 


READ/WRITE 


Rene 


fa VERTICAL ToT ToT TOT 
R6 VERT DISP TOT TOT TOT/2 TOT TOT/2 
R7 VERT SYNC ACTUAL ACTUAL ACBUAL ACTUAL ACTUAL/2 ACTUAL 


R10 CURSOR START | ODD/EVEN ODD/EVEN BOTH ODD OR} ODD/EVEN ODD/EVEN ODD/EVEN 
R11 CURSOR END ODD/EVEN ODD/EVEN BOTH EVEN ODD/EVEN ODD/EVEN ODD/EVEN 


3.7 MHz 2.5 MHz 2.0 Mrz 3.7 MHz 2.5 MHz 3.7 MHz 
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Asynchronous Communication 
Interface Adapter 


Features 


On-chip baud rate generator: 15 programmable baud 
rates derived from a standard 1.8432 MHz external 
crystal (50 to 19,200 baud). 


Programmable interrupt and status register to simpli- 
fy software design. 

Single +5 volt power supply. 

Serial echo mode. 

False start bit detection. 


Description 


The SY6551 is an Asynchronous Communication Adap- 
ter (ACIA) intended to provide for interfacing the 6500/ 
6800 microprocessor families to serial communication 


Pin Configuration 


6551 


oO ON OM RP WN — 


8-bit bi-directional data bus for direct communication 
with the microprocessor. 

External 16x clock input for non-standard baud rates 
(up to 125 Kbaud). 

Programmable: word lengths; number of stop bits; 
and parity bit generation and detection. 

Data set and modem control signals provided. 

Parity: (odd, even, none, mark, space). 

Full-duplex or half-duplex operation. 

5,6, 7, 8 and 9 bit transmission. 


data sets and modems. A unique feature is the inclusion 
of an on-chip programmable baud rate generator, with 
a crystal being the only external component required. 


SELECT 


AND 


CONTROL 


LOGIC 
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Block Diagram 
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Absolute Maximum Ratings* Comment* 


[Raving [Symbol | Alowable Range 
Storage Temperature 


All inputs contain protection circuitry to prevent damage to 
high static charges. Care should be exercised to prevent unneces- 
sary application of voltages in excess of the allowable limits. 


Stresses above those listed under ‘Absolute Maximum 
Ratings’ may cause permanent damage to the device. 
This is a stress rating only and functional operation of 
‘the device at these or any other conditions above those 
indicated in the operational sections of this specification 
is not implied. 


D.C. Characteristics (Veg =5.0V + 5%, Tp =0-70°C. unless otherwise noted) 


Cai 
oa [ 


Input Leakage Current: V,,, = 0 to 5V 
($2, R/W, RES, CSp, CS,, RS,; RS,, CTS, RxD, DCD, DSR) 


Output High Voltage: lL oap = -100uA 


(DB, - DBL, TxD, RxC, RTS, DTR) 


Output Low Voltage: |, o,p = 1.6mA 
(DBg - DB7, TxD, RxC, RTS, DTR, 


eee 


Output High Current (Sourcing): Vo, 
(DB, - DB,, TxD, RxC, RTS, DTR) 


Output Low Current (Sinking): VoL = 0.4V 
(DB, - DB,, TxD, RxC, RTS, DTR, IRQ) 


Output Leakage Current (Off State): Vout = 5V (IRQ) | OFF P= | 10 | 10.0 | HA | 
Clock Capacitance ($2) 


Son | - | 
Input Capacitance (Except XTAL1 and XTAL2) ee ee ee 
Cour | - | 


[owimarGapestones | Cu 
Power Dissipation (See Graph) (T, = 0°C) Vcc = 5.25V Le 


Power Dissipation vs. Temperature 


200 
175 
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POWER 150 
DISSIPATION 
(mW) 
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Tampient (C) 
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Figure 2. Write Timing Characteristics 
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Write Cycle (Vec = 5.0V + 5%, Ta =O to 70°C, unless otherwise noted) 


a 


[oetine —SSS™~—S wwe «| = ow KP 
oO = 200 [=| 
Sane eee A WSR De 
[riWseuptine —SSSSSCi wow | | - | of | 
[Riretine ——SSSCS~is tows | | PT 


[BateBus SetUpTime —~*d tow | 180 | | oo | — | oe 
SO 


(ty and t¢ = 10 to 30 ns) 


PROCESSORS 


Crystal Specification Clock Generation 


mb 


. Temperature stability + 0.01% (0° to 70°C) 
. Characteristics at 25°C + 2°C 


NO 


EXTERNAL 


a. Frequency (MHz) 1.8432 eon 
b. Frequency tolerance (+%) 0.02 
c. Resonance mode Series 
d. Equivalent resistance (ohm) 400 max. 
e. Drive level mW 2 OPEN 
f. Shunt capacitance pF 7 max. viene 
g. Oscillation mode Fundamental 
No other external components should be in the INTERNAL CLOCK EXTERNAL CLOCK 


crystal circuit 
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Figure 3. Read Timing Characteristics 


Read Cycle (Vcc = 5.0V + 5%, Ta = 0 to 70°C, unless otherwise noted) 


SY6551 SY6551A 


Characteristic Symbol 


= 
2 
+ 


Cycle Time tcyc 


Pulse Width (2) | tc 


Address Set-Up Time 
Address Hold Time 


nn 


R/W Set-Up Time — 


Read Access Time (Valid Data) 
Read Data Hold Time tHR 
Bus Active Time (Invalid Data) tena 


Test Load 


OPEN COLLECTOR 
OUTPUT TEST LOAD 


5V 


PIN PIN 


C = 130 pF MAX. FOR DBO-DB7 
C = 30 pF MAX. FOR ALL OTHER OUTPUTS = 
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XTAL1 
(TRANSMIT 
CLOCK INPUT) 


TxD 


NOTE: TxD rate is 1/16 TxC rate. 


Figure 4a. Transmit Timing with External Clock 


RxC 
(INPUT) 


NOTE: RxD rate is 1/16 RxC rate. 


Figure 4c. Receive External Clock Timing 


Transmit/Receive Characteristics 


Characteristic 


Transmit/Receive Clock Rate 


Transmit/Receive Clock High Time 


Transmit/Receive Clock Low Time 
XTAL1 to TxD Propagation Delay 


Propagation Delay (RTS, DTR) 
1RQ Propagation Delay (Clear) 


(tr, tt? = 10 to 30 ns input clocks only) 
“The baud rate with external clocking is: 


Interface Signal Description 

RES (Reset) 

During system initialization a low on the RES input will 
cause internal registers to be cleared. 

$2 (Input Clock) 


The input clock is the system $2 clock and is used to 
trigger all data transfers between the system micropro- 
cessor and the SY6551. 


R/W (Read/Write) 


The R/W IS generated by the microprocessor and is used 
to control the direction of data transfers. A high on the 
RW pin allows the processor to read the data supplied 
by the SY6551. A low on the R/W pin allows a write to 
the SY6551. 


IRQ (Interrupt Request) 


The IRQ pin is an interrupt signal from the interrupt 
control logic. It is an open drain output, permitting 


SY6551 


iRO 
(CLEAR) 


Figure Ab. Interrupt and Output Timing 


Baud Rate = 


several devices to be connected to the common IRO 
microprocessor input. Norma!ly a high level, |RO goes 
low when an interrupt occurs. 


DBo - DB7 (Data Bus) 


The DBo-DB7 pins are the eight data lines used for trans- 
fer of data between the processor and the SY6551. 
These lines are bi-directional and are normally high-im- 
pedance except during Read cycles when selected. 


CSo, CS; (Chip Selects) — 


The two chip select inputs are normally connected to 
the processor address lines either directly or through de- 
coders. The SY6551 is selected when CSo is high and 
CS, is low. 


RS¢g, RS, 
The two register select lines are normally connected to 
the processor address lines to allow the processor to 


select the various SY6551 internal registers. The follow- 
ing table indicates the internal register select coding: 


(Register Selects) 


3-181 


oO 
cc 
rz) 
= 


PROCESSORS 


Write [Red 


Transmit Data | Receiver Data 
Register Register 
Programmed Status Register 


Reset (Data is 
“Don’t Care’’) 


Command Register 
Control Register 


The table shows that only the Command and Control 
registers are read/write. The Programmed Reset opera- 
tion does not cause any data transfer, but is used to clear 
the SY6551 registers. The Programmed Reset is slightly 
different from the Hardware Reset (RES) and these 
differences are described in the individual register de- 
finitions. 


ACIA/Modem Interface 


Signal Description 


XTAL1, XTAL2 (Crystal Pins) 
These pins are normally directly connected to the exter- 


nal crystal (1.8432 MHz) used to derive the various baud — 


rates. Alternatively, an externally generated clock may 
be used to drive the XTAL1 pin, in which case the 
XTAL2 pin must float. 


TxD (Transmit Data) 


The TxD output line is used to transfer serial NRZ (non- 
return-to-zero) data to the modem. The LSB (least 
significant bit) of the Transmit Data Register is the first 
data bit transmitted and the rate of data transmission is 
determined by the baud rate selected. 


RxD (Receive Data) 


The RxD input line is used to transfer serial NRZ data 
into the ACIA from the modem, LSB first. The receiver 
data rate is either the programmed baud rate or the rate 
of an externally generated receiver clock. This selection 
is made by programming the Control Register. 


RxC (Receive Clock) 


The RxC is a bi-directional pin which serves as either the 
receiver 16x clock input or the receiver 16x clock out- 
put. The latter mode results if the internal baud rate 
generator is selected for receiver data clocking. 


RTS (Request to Send) 


The RTS output pin is used to control the modem from 
the processor. The state of the RTS pin is determined 
by the contents of the Command Register. 


CTS (Clear to Send) 


The CTS input pin is used to control the transmitter 
operation. The enable state is: with CTS low. The trans- 
mitter is automatically disabled if CTS is high. 
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DTR (Data Terminal Ready) 


This output pin is used to indicate the status of the 
SY6551 to the modem. A low on DTR indicates the 
SY6551 is enabled and a high indicates it is disabled. 
The processor controls this pin via bit 0 of the Com- 
mand Register. 


DSR (Data Set Ready) 

The DSR input pin is used to indicate to the SY6551 the 
status of the modem, A low indicates the “ready” state 
and a high, “not-ready.” DSR is a high-impedance input 
and must not be a no-connect. If unused, it should be 
driven high or low, but not switched. 

Note: If Command Register Bit 0 = 1 and a change of 
state on DSR occurs, TRO will be set, and Status Regis- 
ter Bit 6 will reflect the new level. The state of DSR 
does not affect either Transmitter or Receiver operation. 


DCD (Data Carrier Detect) 


The DCD input pin is used to indicate to the SY6551 
the status of the carrier-detect output of the modem. A 
low indicates that the modem carrier signal is present 
and a high, that it is not. DCD, like DSR, is a high- 
impedance input and must not be a no-connect. 

Note: If Command Register Bit O = 1 and a change of 
state on DCD occurs, IRQ will be set, and Status Regis- 
ter Bit 5 will reflect the new level. The state of DCD 
does not affect Transmitter operation, but must be low 
for the Receiver to operate. 


Internal Organization 


The Transmitter/Receiver sections of the SY6551 are 
depicted by the block diagram in Figure 5. 


RECEIVER 
‘SHIFT REGISTER 


CLOCK 
DIVIDER 
(+16) 


RxD 


RxC 


CONTROL 
REGISTER 
Gita= 7" 
XTAL1 
BAUD 
RATE 
GENERATOR 
XTAL2 


BITS 0-3 IN 
CONTROL 
REGISTER 


TRANSMITTER 
SHIFT REGISTER 
Figure 5. Transmitter/Receiver Clock Circuits 


Bits 0-3 of the Control Register select the divisor used 
to generate the baud rate for the Transmitter. If the 
Receiver clock is to use the same baud rate as the Trans- 
mitter, then RxC becomes an output pin and can be 
used to slave other circuits to the SY6551. 
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Control Register 
The Control Register is used to select the desired mode 
for the SY6551. The word length, number of stop bits, 


and clock controls are all determined by the Control 
Register, which is depicted in Figure 6. 


CONTROL REGISTER 


BAUD RATE 
STOP BITS GENERATOR 
0 = 1 Stop Bit | 0 {0 {0 {0 | 16x EXTERNAL CLOCK 


1 = 2 Stop Bits 
1 Stop Bit if Word Length 

= 8 Bits and Parity* 

1% Stop Bits if Word Length 
= § Bits and No Parity. 


AER EDER 50__ BAUD 


WORD LENGTH 


DATA WORD |. 
LENGTH 


RECEIVER CLOCK SOURCE 


O = External Receiver Clock 
1 = Baud Rate Generator 
*This allows for 9-bit transmission (8 data bits plus parity). 


7 6 5 4 3 2 1 «0 

HARDWARE RESET 9 }o}ojololofo. 

PAOGHAMRESED |e Pe lel= |=). |=] 
Figure 6. Control Register Format 


Command Register 


The Command Register is used to control Specific Trans- 
mit/Receive functions and is shown in Figure 7. 


COMMAND REGISTER 


PARITY CHECK CONTROLS 


Parity Disabled - No Parity Bit 
Generated - No Parity Bit Received 


Odd Parity Receiver and Transmitter 


DATA TERMINAL READY 
0 = Disable Receiver and All 
Interrupts (DTR high) 


1 = Enable Receiver and All 
interrupts (DTR low) 


RECEIVER INTERRUPT ENABLE 


0 = IRQ Interrupt Enabled from Bit 3 
of Status Register 


1 = IRO Interrupt Disabled 


Even Parity Receiver and 
Transmitter 
Mark Parity Bit Transmitted 
Parity Check Disabled 
Bee Space Parity Bit Transmitted, 
a eS eee TRANSMITTER CONTROLS 
TRANSMIT RTS 
32) | INTERRUPT | LEVEL TRANSMITTER 
Foo] Dibies [High [ow 
Pott [enabled [tow [on 


Fr [0 bisebied [Low 
Parfit [ pisabied [Low 


NORMAL/ECHO MODE 
FOR RECEIVER 


0 = Normal 
1 = Echo (Bits 2 and 3 


must be ‘’0’’) 


7 6 5 4 3 2 1 0. 
HARDWARE RESET | 0 | 0 | 0 | 0 [0 { 0/0] 0 | 
procram reset [—-|-[-[o|o[ofo[o 


Figure 7. Command Register Format 
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Status Register Transmit and Receive Data Registers 
The Status Register is used to indicate to the processor These registers are used as temporary data storage for 
the status of various SY6551 functions and is outlined the 6551 Transmit and Receive circuits. The Transmit 
in Figure 8. | Data Register is characterized as follows: 
@ Bit 0 is the leading bit to be transmitted. 
[7]6|5]4]3]2[1]o| @ Unused data bits are the high-order bits and are 
L SraruS cera creenkD BY “don’t care’ for transmission. 


The Receive Data Register is characterized in a similar 
fashion: 


: 0 = No Error : 
* ee 
F 0 = No Error ; 
* Ke 
0 = No Error ee 
Receive Data Read Receive 
Register Full Data Register 
Transmit Data 0 = Not Empty Write Transmit 
Register Empty 1 = Empty Data Register 
DCD Not Resettable 


DCD 72 eee Reflects DCD 
State 


@ Bit 0 is the leading bit received. 


® Unused data bits are the high-order bits and are 
“0” for the receiver. 


@ Parity bits are not contained in the Receive Data 
Register, but are stripped-off after being used for 
external parity checking. Parity and all unused 

~ high-order bits are “0”. 


Not Resettable 
Reflects DSR 


F State 
0 = No Interrupt | Read 
1 = Interrupt Status Register 


*NO INTERRUPT GENERATED FOR THESE CONDITIONS. { stop bit. 
**CLEARED AUTOMATICALLY AFTER A READ OF RDR AND 
THE NEXT ERROR FREE RECEIPT OF DATA. 


Figure 9 illustrates a single transmitted or received 
data word, for the example of B data bits, parity, and 


-oO 
ou 
a 
” 
Ps] 
= 
v=] 
s 


“MARK” “MARK” 


eee ae ~ LPCPECEEEDPET Ty ~ 
| carters 

anoware aeset [oT -[-[1]ofo]o]o ees Tle 

enocram reset [—]-|-[-[-]o]-|— M sr 


STOP BIT 


Figure 8. Status Register Format Figure 9. Serial Data Stream Example 


Package Availability 28 Pin Ceramic 
28 Pin Cerdip 
28 Pin Plastic 


Ordering Information 


Ceramic 1 MHz 


SYC6551 


SYD6551 Cerdip 
SYP6551 Plastic 
SYC6551A Ceramic 
SYD6551A Ceramic 


SYP6551A Plastic 
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Features 


On-chip baud rate generator: 15 programmable baud 
rates derived from a standard 1.8432 MHz external 
crystal (50 to 19,200 baud). 

Programmable interrupt and status register to simpli- 
fy software design. 

Single +5 volt power supply. 

Serial echo mode. 

False start bit detection. 

8-bit bi-directional data bus for direct communication 
with the microprocessor. 


Description 

The SYE6551 is an Asynchronous Communication Adap- 
ter (ACIA) intended to provide for interfacing the 6500/ 
6800 microprocessor families to serial communication 


Pin Configuration 


SYE6551/SYE6551A 


Asynchronous Communication 


Interface Adapter 
Extended Temperature Range 


(-40°C to +85°C) 


External 16x clock input for non-standard baud rates 
(up to 125 Kbaud). 

Programmable: word lengths; number of stop bits: 
and parity bit generation and detection. 

Data set and modem control signals provided. 

Parity: (odd, even, none, mark, space). 

Full-duplex or half-duplex operation. 

5,6, 7, 8 and 9 bit transmission. 


Operation over wide temperature range 
(-40°C to +85°C) 


data sets and modems. A unique feature is the inclusion 
of an on-chip programmable baud rate generator, with 
a crystal being the only external component required. 


Block Diagram 


TRANSMIT 
~ CONTROL 


TRANSMIT 
DATA 
REGISTER 


TRANSMIT 
SHIFT 
REGISTER 


ro) 
cc 
=) 
= 


PROCESSORS 


INTERRUPT 
LOGIC 


SELECT 
AND 
CONTROL 
LOGIC 


o OnN OD WM BR WN — 


BAUD 
RATE 
GENERATOR 


CONTROL 
REGISTER 


RECEIVE 
SHIFT 
REGISTER 


RECEIVE 
DATA 
REGISTER 


RECEIVE 
CONTROL 


COMMAND 
REGISTER 
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_| Supply Voltage 


Absolute Maximum Ratings* Power Dissipation vs Temperature 


[Rating [Symbol | Aiowable Rane 

[Vee_| -03V 0 $7.00 _ 
input/Output Votage [Vw | -0.3V 10 7.0V__ 
[Operating Temperature | Top | -40°G 0 195°C 
Storage Temperature | Tere | 55°C to 180°C | 


All inputs contain protection circuitry to prevent damage to 
high static charges. Care should be exercised to prevent 
unnecessary application of voltages in excess of the allowable 
limits. Stresses above those listed under “Absolute Maximum 
Ratings’’ may cause permanent damage to the device. This is 
a stress rating only and functional operation of the device at Tameient (°C) 
these or any other conditions above those indicated in the 

operation sections of this specification is not implied. 


TYPICAL 
POWER 
DISSIPATION 
(mW) 


D.C. Characteristics (Vcc =5.0V+ 5%, Ta = -40°C to +85°C, unless otherwise noted) 


Input FInputHigh Voltage sid Voltage 


Input Low Voltage ee 


Input Leakage Current: Vin =0 to 5V 
($2, R/W, RES, Op 5}, RS RS, _CTS, RxD, DCD, DSR) 


Output High Voltage: lloap = —100uA 
(DB, - DB, _ TxD, RxC, RTS, DTR) 


Output Low Voltage: lLoaD = 1.6mA 
(DB, - DBZ, TxD, RxC, RTS, DTR, IRQ) 


Output High Current (Sourcing): V 4 = 2-4V 
(DB, - DBZ, TxD, RxC, RTS, DTR) 


Output Low Current (Sinking): VoL = 0.4V 
(DB, - DBL, TxD, RxC, RTS, DTR, IRQ) 


Output Leakage Current (Off State): UT? 5V (IRO 


a 
nou Conaconer ExepeXTALT a MTAL =f Gq | = | = | | oF 
fount i Se | =P P| 
over Siipaon er Graph) T= WTO Voo=saev__ | _% | - | =] #0 | aw 


Package Availability 28 Pin Ceramic Ordering Information 
28 Pin Cerdip 


SYEC6551 Ceramic 
SYED6551 Cerdip 
SY EP6551 Plastic 


SYEC6551A Ceramic 
SYED6551A Cerdip — 
SYEP6551A Plastic 
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Floppy Disk 
Controller (FDC) 


Features 
®@ Functionally compatible with SY1791-02/SY1793-02 @ Accommodates both single-density (FM) and 
@ MPU bus interface directly compatible with double-density (MFM) formats 

SY6500 and MC6800 microprocessors. @ IBM format compatibility: 


— IBM 3740 Single-Density 
— IBM System-34 Double-Density 


@ Single 5 volt power supply 


Description 


The SY6591 Floppy Disk Controller is a fully programmable guishing difference between the 17XX series FDC and the 
device intended for SY6500 or MC6800 microprocessor- 6591. 
based systems. The CPU bus interface is the only distin- 


Pin Configuration Block Diagram 


Com) 
o 
rz) 
— 


PROCESSORS 


STATUS 
REGISTER 


DATA 


BUS 
BUFFERS 
COMMAND 
REGISTER 


a DATA CONTROL 
REGISTER 


DISK 
INTERFACE 


oO ON DMF WD 


ea TRACK 
PROCESSOR REGISTER 


INTERFACE 
CONTROL 


SECTOR 
REGISTER 


211] vec (+5v) 
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Detailed List of Features 


SY6591/SY6591A 


Single or multiple record write with automatic 
sector search 

Entire track write for initialization 
Programmable controls: 

— Selectable track-to-track stepping time 

— Selectable head settling and engage times 
— Head position verification 

— Side verification 

Double-buffered read and write data flow 
DMA or programmed data transfers 
TTL-compatible inputs and outputs — 
Write precompensation (FM and MFM) 
Comprehensive status register 


READ/WRITE (R/W) — If CS is low, ahighonthisinput 
enables the addressed internal register to output data 
onto the data bus when $2 is high. If CS is low, thena 
low on this input gates data from the data bus into the 
addressed register when @2 is high. 


CHIP SELECT (CS) — A low level on this input selects 
the FDC and enables processor communications with 


DATA REQUEST (DRQ)— DRQ is anopendrain output. 
DRO high during read operations indicates that the 
Data Register (DR) contains data. When high during 
write operations, DRO indicates that the DR is empty 
and ready to be loaded. DRQ is reset by reading or 
loading the DR during read or write operations, 
respectively. Use 10K pull-up resistor to Vcc. 


e 
@ Single 5 volt (5%) power supply P 
@ 40-pin package 

@ Automatic track seek with verification ° 

@ Accommodates single-density (FM) and double- 
density (MFM) formats 

@ Soft-sector format compatibility 

e@ IBM 3740 (single-density) and System-34 
(double-density) compatible . 

; ‘ : : ® 

@ Single or multiple record read with automatic 7 
sector search or entire track read - 

@ Selectable record length (128, 256, 512 or 

e 
1024 bytes) 
Processor Interface Signals 

© $2(2)—The 2signaliscombined withCStogate e 
the processor interface signals AO, A1 and R/W into 
the floppy disk controller (FDC). 

e DATA BUS (DBO-DB7) — This 8-bit non-inverting 
bidirectional data bus is used for transferring data, 
control, and status words. The outputs are three-state ‘ 
buffers, capable of driving one standard TTL load and 
ne er | the FDC. 

@ READ/WRITE (R/W) — This input signal is used to 
control the direction of data transfers. A high on the 
R/W pin allows the processor to read data supplied by 
the FDC. Alowonthe R/Wpinallows data tobe written 
to the FDC. 

e INTERRUPT REQUEST (iRO)— The IRQisanopendrain 
output. This signal goes low at the completion or 
termination of any operation and is reset when anew ‘ 


command is loaded intothe command register or when 
the status register is read. An external pull-up resistor 
to Vcc is required when using the SY6591 with a 
SY6500 or a MC6800 MPU. 


RESET (RES) — This signal is identical to MR on the 
SY1791-02/SY1793-02. A low on this input resets 
the device and loads hex03 intothe command register. 
The Not Ready status bit (status bit 7) is reset during 
RES low. WhenRES isdriven high, aRestore command 
is executed regardless of the state of the Ready signal, 
and hex 01 is loaded into the Sector Register. 


REGISTER ADDRESS LINES (AO-A1) — These inputs 
address the internal registers for access by the Data 
Bus lines under R/W and 2 control. 


REGISTER ADDRESS CODES 


ar | ao | READ | WRITE 
[00 _| STATUS | COMMAND 
Top 1 [TRACK 
ea ae 
ee 


SECTOR 
DATA 
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CLOCK(CLK)—Thisinput requires a square wave clock 
for internal timing reference (2 MHz for 8-inch drives, 
1 MHz for 5-inch drives). 
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1.3 Floppy Disk Interface Pin Functions 


READ GATE (RG) — A high on this output indicates that 
a field of zeroes (zeroes or ones) has been detected in FM 
(MFM) encoded information. This can be used to indicate 
to a data separator that a sync field has been found. 


WRITE DATA (WD) — This output to the disk drive 
electronics supplies one pulse per required flux 
transition. 


READ CLOCK (RCLK) — The RCLK input is a nominal 
square-wave clock signal derived from the data 
stream. Phasing (RCLK relative to RAW READ) is 
important, but polarity (RCLK high or low) is not. 


RAW READ (RAW READ) — This is the data input to the 
FDC from the drive. This input must be a negative pulse 
for each recorded flux transition. 


HEAD LOAD (HLD) — The HLD output notifies the drive 
to engage the Read/Write head against the medium. 


HEAD LOAD TIMING (HLT) — The HLT input, which is 
generated by external logic, indicates that a sufficient 
time has elapsed for the head to have engaged. 


STEP — The step output provides a pulse to the disk drive 
electronics to cause each incremental head move- 
ment. 


DIRECTION (DIRC) — The DIRC output defines the 
direction of the step. It is high for stepping the head in 
towards track 76, and low for stepping the head out 
towards track O. . 


EARLY — A high EARLY output indicates to external 
circuitry that the WD pulse should be shifted early 
for write precompensation. 


LATE — A high LATE output indicates to external 
circuitry that the WD pulse should be shifted late 
for write precompensation. 


TRACK GREATER THAN 43 (TG43) — This output 
informs the drive that the Read/Write head is positioned 
between tracks 44-255 inclusive. This output is valid 
during Read and Write commands. . . 


WRITE GATE (WG) — The WG output is set high when 
writing to the disk if all the Write prerequisites have been 
met. WG is used to enable the drive's write circuitry. 


READY — This input indicates disk readiness to perform 
any Read or Write command. READY must he high for a 
Read or Write command to be accepted. If READY is low 
and the FDC receives any such command, the command 
is not executed and an interrupt is generated if the 
Not-Ready status bit is set. 


WRITE FAULT (WF)/VFO ENABLE (VFOE) — This pin is 
used as both an input and output. During Write opera- 
tions after WG is high, this pin acts as an input to sense a 
negative transition indicating a Write Fault. If a Write 
Fault is detected, the Write command is terminated, the 
Write Fault status bit is set, and INTRQ goes high. 
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During Read operations, WF/VFOE is an output used to 
synchronously control external RCLK circuitry. VFOE 
will go true (low) when the following are all true: 


1. HLD and HLT are true; 
2. settling time, if programmed, has expired; 
3. the SY6591 is inspecting data from the disk. 


® TRACK OO (TROO) — This input, when low, indicates 
to the FDC that the Read/Write head is positioned 
over track @. 


e INDEX PULSE (IP) — This input is generated by the drive 
electronics to indicate the start of a track. 


e WRITE PROTECT (WPRT) — This input is sampled 


whenever a Write command is received. A low termi- 
nates the command and sets the Write Protect status bit. 


e DOUBLE DENSITY (DDEN) — This input selects either 
single or double density operation. When DDEN is low, 
double density is selected. When DDEN is high, single 
density is selected. 


e TEST (TEST) — This input is used for testing purposes 
and should be tied to +5V, or left open, by the user unless 
interfacing to voice coil motors. When low, the motor 
stepping rate is increased (see Figure 3b). 


2.0 FUNCTIONAL OPERATION 


2.1 Single/Double Density Selection 
The SY6591 has two selectable data densities, determined 
byiinput DDEN. 


2.2 Clock Selection 

In addition to DDEN, the CLK input determines overall 
circuit timings, and must be properly selected. A 1MHz 
CLK input is normally used for 5'’ mini-diskette drives 
and 2MHz for standard 8” drives. 


2.3 DRQ Operation 


The DROQ output indicates that a data transfer operation is 
required. For disk read operations, DRQ signifies that the 
Data Register needs to be read so that the next data byte can 
be received. For disk write operations, DRQ signifies that a 
data byte has been transmitted and another must be 
entered. DRO may be used as a ‘handshake’ control signal 
in a DMA based system. 


'2.4 DMA Sequences 


In disk read operations, DRQ goes high when a serial data 
byte is assembled in the Data Register. DRQ is reset when 
the byte is read by the DMA controller (or system processor). 
lf a newly assembled byte is transferred into the DR (from 
the DSR) before the DR has been read, then the overwritten 
byte in the DR is lost. Furthermore, the Lost Data status bit 
in the Status Register is set, to indicate this condition. Read 
operations continue until the end of sector is encountered. 
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Disk write operations are similar. DRO is activated when 
the data byte is transferred from the Data Register to the 
Data Shift Register, indicating that the DR is ready to be 
loaded with another byte. It is cleared when the new 
byte is loaded by the DMA controller (or system pro- 
cessor). However, if the new byte is not loaded by the 
time the prior byte is shifted out, then a byte of all zeroes 
is written on the diskette and the Lost Data status bit in 
the Status Register is set. 


2.5 Disk Read Operations 


For disk read operations, the FDC requires RAW READ and 
RCLK inputs. RAW READ is a low going pulse for each flux 
transition. The FDC detects the rising and falling edges of 
RCLK and uses these edges to frame RAW READ data/ 
clock inputs. RCLK is provided by some drives, but if not it 
must be provided externally (phase-lock-loops, one-shots, 
counters, etc.) To assist in generating RCLK, the FDC has a 
RG (Read Gate) output, which may be used to acquire 
synchronization. Whenever two bytes of zeroes are 
detected in read operations (in single-density mode), RG 
is activated (high) and the FDC must find a valid AM 
(Address Mark) within the next 10 bytes. If the AMis not 
found, RG is deactivated (low) and the search for two 
bytes of zeroes is re-started. If the AM is found, RG 
remains active as long as the FDC is deriving data from 
the diskette. For double-density mode, RG is activated 
when 4 bytes of hex 0@ or hex FF are detected and the 
FDC must find the AM within 16 bytes. 


2.6 Disk Write Operations 


The fundamental signals in write operations are: WD (Write 
Data) output, WG (Write Gate) output, WPRT (Write Protect) 
input, and WEF (Write Fault) input. When writing to the 
diskette, WG goes high enabling the disk drive write elec- 
tronics. However, WG will not be activated until the first 
data byte has been loaded in the Data Register. This 
ensures that false writing will not occur. Writing is inhibited 
when WPRT is low. This sets the Write Protect status bit 
and an interrupt (INTRQ) is generated. 


The WF input signifies a fault condition at the disk drive. 
When low, it causes the current command to terminate, 
sets the Write Fault bit in the Status Register, and gener- 
ates the INTRQ interrupt. 


2.7 Write Precompensation 


EARLY and LATE are two additional signals which are 
generated by the SY6591 during write operations. They 
are used for write precompensation functions. Both 
signals are active-high. The EARLY signal is active when 
the WD pulse is to be written early; the LATE signal is 
active when WD is to be written late. If neither signal is 
active, then WD is to be written at its normal time. EARLY 
and LATE are valid for both single and double density 
modes. 
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3.0 Command Words 


The FDC accepts eleven commands. Command words 
should be loaded in the Command Register only when the 
Busy status bit (status bit 0) is low. The sole exception is the 
Force Interrupt command. Whenever a command is being 
executed, the Busy status bit is set. When a command is 
completed, an interrupt is generated and the Busy status bit 
is reset. The Status Register indicates whether the 
completed command encountered an error or was fault 
free. For ease of discussion, commands are divided into 
four types. Commands and types are summarized in 
Figure 2. | 


TYPE COMMAND 


RESTORE 
SEEK 
STEP 
STEP IN 
STEP OUT 


READ SECTOR 
WRITE SECTOR 


READ ADDRESS 
READ TRACK 
WRITE TRACK 


2 
V 
V 
V 
V 
V 
E 
E 
E 
E 
E 


FORCE 


IV INTERRUPT 


1= HIGH LEVEL 0 = LOW LEVEL 


Figure 2. Command Summary 


3.1 Type | Commands 


The Type | commands are Restore, Seek, Step, Step-In, 
and Step-Out. 


e RESTORE — The RESTORE command is used to position 
ithe Read/Write head to track @ of the diskette. Upon the 
receipt of this command, the TROO input is sampled. If 
TROO is low, indicating the Read/Write head is positi- 
oned over track @, the Track Register is loaded with 
zeroes and an interrupt is generated. If TROO is not low, 
step pulses at a rate specified by the r4ro field are issued 
until the TROO input is asserted. At this time, the TR is 
loaded with zeroes and an interruptis generated. If the 
TROO input does not go low after 255 stepping pulses, 
the FDC terminates operation, interrupts and sets the 
Seek Error status bit. A verification operation takes place 
if the V bit is set. The h bit allows the head to be loaded at 
the start of the command. Note that the Restore 
command is executed when MR goes from low (true) 
to high (false). . es 
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e SEEK — This command assumes that the Track Register 
contains the track number of the current position of the 
Read/Write head and the Data Register contains the 
desired track number. The FDC will update the Track 
Register and issue stepping pulses until the contents of 
the Track Register are equal to the contents of the Data 
Register (the desired track location). A verification opera- 
tion takes place if the V bit is on. The h bit allows the head 
to be loaded at the start of the command. An interrupt is 
generated at the completion of the command. 


e STEP — Upon receipt of this command, the FDC issues 
one stepping pulse to the disk drive. The stepping motor 
direction is the same as in the previous step command. 
After a delay determined by the r4rq field, a verification 
takes place if the V bit is on. If the u bit is on, the TR is 
updated. The h bit allows the head to be loaded at the 
start of the command. An interrupt is generated at the 
completion of the command. 


@ STEP-IN — Upon receipt of this command, the FDC sets 
DIRC high and issues one stepping pulse. If the u bit is 
on, the Track Register is incremented. After a delay 
determined by the rjrg field, a verification takes place if 
the V bit is on. The h bit allows the head to be loaded at 
the start of the command. An interrupt is generated at 
the completion of the command. 


@ STEP-OUT — This command is identical to the Step-In 
command, except that DIRC is set low and the Track 
Register is decremented for each step pulse if the u bit is 
high. 


3.1.1 Type | Command Option Bits 


The operation of the option determining bits for Type | 
commands is summarized in Figures 3a and 3b. 


The detailed descriptions of the Type | option bits follow. 


® rir (Step Rate) — These bits select the rate at which 
step pulses are issued. Note thatthe stepping rates are 
independent of DDEN select. Both single and double- 
density modes step at the same rate. 


e \V(VERIFY)— This bit is used to select track verification at 
the end of the stepping sequence. During verification, 
the head is loaded and after an internal head settling 
time delay* (TEST = 1), the HLT input is sampled. 
When HLT is true, the first encountered ID field is 


read from the disk. The track address of the ID field is 
then compared to the Track Register. If there is a 


match and a valid ID CRC, the verification is complete, 
an interrupt is generated and the Busy status bit is 
reset. If there is not a match, but there is a valid ID 
CRC, an interrupt is generated, the Seek Error status 
bit (status bit 4) is set, and the Busy status bit is reset. 
If there is a match but not a valid CRC, the CRC Error 
status bit (status bit 3) is set, and the next encoun- 
tered ID field is read from the disk for the verification 
operation. If an ID field with a valid CRC cannot be 
found after four revolutions of the disk, the FDC ter- 
minates the operation and generates an interrupt. 

@ h(Head Load) — This bit determines if the head is to be 
loaded at the beginning of the command. If so, the HLD 
output goes high (active) and remains in this state until 


3-191 


a 
7\6|5|4{3|2|1]o| commano 
ee 


ORRIN STEP-OUT 


SY6591/SY6591A 


BIT 


STEPPING MOTOR RATE 
(See Table of Figure 3b) 


0 = No Verification 
VERIFY i. = Verify at destination track 


0 = HLD Reset 


HEAD Loap | § Bree 


0 = No update of Track Register 
UPDATE { = Update Track Register 
each step pulse 


Figure 3a. Type | Command Option Bit 


a 
= [mete [2000 


Figure 3b. Stepping Motor Rates 


the FDC receives a command to disengage the head. If 
the FDC is idle (not Busy) for 15 disk revolutions, then the 
head is automatically disengaged (HLD goes low). If track 
verification is selected (V =‘'1"’), then the head loading is 
affected, as follows: 
— h=0,V=1 

HLD is activated near the end of the sequence, an 


internal head settling time delay* occurs, and the 
FDC waits for the HLT input to go active (high) 


before verifying track identification. 

— h=1,V=1 
HLD is activated at the start of the sequence. At the 
end, an internal head settling time delay* occurs 
and the FDC waits for HLT to go active before 
verification. 


*Head settling time delay is 15 msec for 2 MHzclock, 
30 msec for 1 MHz clock. 


e u(Update) — With Update selected ( u = ‘’1"’), the Track 


Register is updated at each step pulse. The update oper- 
ation increments the Track Register for stepping in 
toward track 76 and decrements it for stepping out 
toward track O. 
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3.2.1 Type | Command Signals 


Type | commands control the operation of the STEP and 
DIRC (Direction) output signals of the FDC. 


e STEP — A 2 ws (MFM) or 4 us (FM) positive-true 
output pulse is generated at a rate determined by the 
riro field of the command (see Figure 3b). Each step 
pulse moves the Read/Write head one track location 
in a direction controlled by the DIRC output. 


@¢ DIRC — The DIRC output determines the direction of 

the track stepping. A high level indicates step direc- 

_ tion IN towards track 76, a low level indicating direc- 
tion OUT towards track @. 


In addition, the Type | commands use the following 
signals: 


e HLD (Head Load) — This output is used to control 
movement of the Read/Write head against the record- 
ing medium. HLD is set at the beginning of a Type | 
command if h = 1", near the end of a Type | com- 
mand if V="'1" andh =O”, or immediately when a 


TYPE Il or TYPE Ill command is executed. Once HLD is. 


set it remains high until asubsequent Typel command 
with h="'0" and V="'0"'is loaded, or until the FDC goes 
into its non-busy state after 15 index pulses. 


e HLT (Head Load Timing) — The low to high transition 
of this input indicates that a sufficient time has 
elapsed for the drive’s head to become engaged. It 
typically follows HLD going high, by a time delay 
which is dependent on the particular drive’s charac- 
teristics. If not available from the drive electronics, 
this input must be generated by the user (typically by 
means of one-shot timers). Figure 4 illustrates an 
example of HLD and HLT timing. 


The logical AND of HLD and HLT is status bit 5 for 
Type | commands, and it controls the operation of the 
disk read and write functions. 


HLD ENGAGED HEAD 
(OUTPUT) DISENGAGE HEAD 
oo=_ — mn Ee ew SE SE a 
HLT \ HEAD \ 
(INPUT) ENGAGED HEAD DISENGAGED 
= aE am =e TK el Se | eee 


HEAD RESPONSE TIME 
(30ms — 100ms) 


Figure 4. HLD/HLT Timing Example 
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3.2 Type Il Commands 


The Type Il commands, Read Sector and Write Sector, 
permit actual data to be read from or written onto the 
diskette. Before the command is entered, it is necessary 
for the processor to have loaded the Sector Register with 
the number of the desired sector. Figure 5 is useful for 
understanding the operation of Type Il commands. 


3.2.1 Type Il Command Basic Operation Sequence 


The basic operation of Type Il commands is outlined as 
the following sequence: 


— The ID field is located by the detection of the ID AM 
_ (ID Address Mark). 


— The Track Number in the ID field is compared to the 
contents of the Track Register. If it does not match, 
then the ID AM search begins again. 


— As a selectable option, the Side Number is checked 
for a match. If selected, a failure to match again 
causes the ID AM search to re-start. 


— The Sector Number is compared to the contents of the 
Sector Register. If there is not a match, the ID AM 
search is again begun. 


— The Sector Length field is entered into the FDC and 
stored internally for use in Read or Write operations. 
The value of the Sector Length byte is determined 
when the diskette is formatted (initialized) and must 
have one of the values in the table of Figure 6. 


— The ID field CRC1 and CRC2 bytes are checked with 
internally generated CRC. If they match, then the 
command (Read or Write) is permitted; if not, the CRC 
Error status bit is set and the search for the ID AM is 
begun again. 


If the Track Number, Side Number, Sector Number, and 
CRC all check properly within 4 disk revolutions (5 index 
pulses), then the command continues; otherwise the 
Record-Not-Found status bit is set and the command is 
terminated with an interrupt (INTRQ). 


SECTOR LENGTH NUMBER OF BYTES 
FIELD (hex) IN SECTOR 


Figure 6. Sector Length Field Codes 


GAP TRACK SIDE SECTOR SECTOR | CRC | CRC DATA | DATA | CRC | CRC 
3 NUMBER NUMBER NUMBER LENGTH 1 2 AM |FIELD]| 1 2 


DATA FIELD ID FIELD 


DATA FIELD 


Figure 5. General Track Format 


COMMAND 


fo | READ SECTOR 
a WRITE SECTOR 


SIDE NUMBER(S) 


COMPARE ENABLE (C) 


MULTIPLE SECTORS (m) 


DATA ADDRESS MARK (ag) 
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0 = Write hex FB (data) into Data Address Mark field 
1 = Write hex F8 (deleted data) into Data AM field 


0 = Side number not tested 
1 = Side number tested 


DELAY (E) 0 = No delay between HLD activation and HLT sampling 
1 = 15/30 ms delay between HLD activation and HLT sampling 


0 = Compare SIDE Number LSB to 0 
1 = Compare SIDE Number LSB to 1 


0= 
1 = Read (or Write) Multiple Sectors 


Read (or Write) Single Sectors 


Figure 7. Type Il Command Option Bits 


3.2.2 Type Il Command Option Bits 


Several bits in the Type Il command words are used to 
select various options. Figure 7 summarizes the special 
control bits which are outlined, as follows: 


® ag (Data AM) — The ag bit is used to select which of 
two Data Address Mark bytes is to be stored in the 
Data AM field for Write Sector operations. A‘'1"’ in ao 
causes hex F8 to be stored, indicating that the data 
field is actually deleted data. A ‘’O” in ag causes hex 
FB to be stored, indicating undeleted data. 


e S$ (Side) — The S bit is compared with the LSB of the 
Side Number (in the ID field), if the side number com- 
pare option has been enabled by the C bit. 


e C(Compare)— This bit enables the comparison of the 
Side Number (in the ID field) with the S bit of the 
Type Il command. 


e E (Delay) — The E bit causes the internally generated 
head settling delay to be inserted between the time 
the HLD (Head Load) output is activated and the time 
the HLT (Head Load Timing) input is strobed and 
checked. 


® m (multiple Records) — This bit is used to select 
whether one sector (m = ‘‘0O"’) or more than one 
sector (m = “'1"’) is to be read or written. For single 
sector operation, the interrupt is generated and the 
command is terminated immediately after the sector 
operation is complete. Multiple sector operation, 
however, is somewhat different. After the first sector 
operation is complete, the FDC Sector Register is 
incremented and the sequence is re-started. In this 
way, the next sequential sector number is read or 
written. Likewise, after it is complete, the Sector Reg- 
ister is again updated and the sequence re-started. 
This continues until the Sector Register has incre- 
mented to a number higher than any sector on the 
current track. At this point, the sequence terminates. 
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3.2.3 Type Il Command Operation 


The specific operation of the Read Sector and Write 
Sector commands, once the ID field is properly encoun- 
tered, is outlined below: 


e READ SECTOR — When the correct Track Number, 
Side Number (if selected), Sector Number, and CRC 
have been identified, the Data Field check commen- 
ces. The Data AM must be found within 30 bytes for 
single-density (or 43 bytes for double-density) from 
the time the last CRC byte for the ID field was encoun- 
tered. If not, the Record-Not-Found bit in the Status 
Register is set and the command is terminated. After 
the Data AM is found, the data bytes are entered 
through the internal Data Shift Register and trans- 
ferred to the Data Register. Each byte transferred 
results ina DRQ. The Data Register must be unloaded 
(read) by the MPU or DMA controller before the next 
byte is fully received. If not, then the new byte is 
written over the previous byte in the Data Register, 
the previous byte is lost, and the Lost Data status bit is 
set. At the end of the Data Field, the CRC bytes are 
compared to the internal CRC generated by the FDC. If 
they do not match, the CRC Error status bit is set and 
the command is terminated, even if it is a multiple- 
record command (m = “'1"’). At the end of the 
sequence, the Data AM encountered in the Data Field 
determines bit 5 of the Status Register. If the Data AM 
was hex FB (undeleted), then bit 5 is set to O”’; hex F8 
(deleted data) causes bit 5 to be set to 1”. 


@ WRITE SECTOR — The Write Sector command oper- 
ates in a fashion very similar to Read Sector. When 
the correct Track Number, Side Number (if selected), 
Sector Number, and CRC have been identified, a DRO 
is generated, requesting the first data byte which is to 
be written on the diskette. The FDC then counts 11 
bytes for single-density (or 22 bytes for double- 
density) to account for part of the gap between the ID 


=) 
ce 
= 
= 
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and DATA fields (Gap 2 in Figure 5). At this point, if 
the DRQ has been serviced and a data byte stored in 
the Data Register, the WG output goes true (high) and 
6 bytes of zeroes for single-density (12 bytes for 
double-density) are written on the diskette. This 
accounts for the remainder of Gap 2. (If the DRQ had 
not been serviced, the Lost Data status bit would have 
been set and the command terminated). Following 
Gap 2, the Data AM is written. This byte is either hex 
FB (undeleted data) or hex F8 (deleted data) and is 
determined by the state of the ao bit in the com- 
mand byte, (see Figure 7). Finally, the data is written 
on the diskette, starting with the byte already loaded 
in the Data Register. As each byte is transferred from 
the Data Register to the Data Shift Register to be 
stored on the diskette, a DRO is generated to the MPU 
or DMA control unit requesting the next data. If any 
DRQ is not serviced in time, the Lost Data status bit is 
set and a byte of zeroes is stored on the diskette, but 
the command is not terminated. After the last data 
byte is stored on the diskette, the two-byte CRC (gen- 
erated in the FDC) is then stored on the diskette. 
Finally, after the CRC bytes, the FDC stores one more 
byte (hex FF), the WG output goes low (false), and the 
command is terminated. 


3.3 Type Ill Commands 
There are three Type {Il Commands: 


e READ ADDRESS — Read the next ID field (6 bytes) 
into the FDC. 


e READ TRACK — Read all bytes of the entire track, 
including gaps. 


e WRITE TRACK — Write all bytes to the entire track, 
including gaps. . 


3.3.1 Type Ill Command Option Bit 
There is one option bit for Type III commands. 


e E (DELAY) — This option bit acts the same for Type III 
commands as it does for Type Il commands. See 
section 3.2.2 for further information. 


3.3.2 Type Ill Command Operation 


e READ ADDRESS — When this command is issued, 
the head is loaded (HLD high) and the Busy status bit 
is set. The next ID field encountered onthe diskette is 
then read a byte at a time, using DRQ initiated data 
transfers to the MPU or DMAcontroller. Six bytes are 
entered, comprising the entire ID field. They are: 
Track Number (1 byte); Side Number (1 byte); Sector 
Number (1 byte); Sector Length (1 byte); and CRC (2 
bytes). Although the CRC bytes are passed unaltered, 
the FDC checks their validity and sets the CRC Error 
status bit accordingly. Part of the operation of this 
command causes the Track Number to be stored in 
the Sector Register of the FDC. The command ends 
with the generation of an interrupt (INTRQ) and the 
clearing of the Busy status bit. 


e READ TRACK — The initiation of this command 
causes the head to be loaded (HLD active) and the 
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Busy status bit to be set. Reading of the track starts 
with the next encountered Index pulse and continues 
until the following Index Pulse. Each byte is 
assembled and transferred to the Data Register. Asin 
any normal read operation, a DRQ output is generated 
with each byte, signalling to the MPU or DMA control 
unit that the byte is ready. CRC and Gap bytes are 
treated as any other byte. No CRC checking is per- 
formed. When all bytes are transferred, the Busy sta- 
tus bit is cleared, and INTRQ goes high. 


@® WRITE TRACK — The start of this command causes 
the head to be loaded (HLD active) and the Busy status 
bit to be set. Data is written onto the track when the 
first Index pulse is encountered, and terminated at 
the subsequent Index Pulse. DRQ is activated imme- 
diately after the command is issued to permit 
adequate time for the first byte to be made available 
before the Index is found. If this-time is not enough 
and the Index Pulse occurs before the Data Register is 
loaded, then the command is terminated. Once the 
data transfers begin, the DRQ is generated for each 
byte as needed. Any byte which is not transferred into 
the FDC in time causes a byte of all zeroes to be stored 
on the diskette instead. Address Marks and CRC bytes 
are generated by the FDC in response to format 
control bytes supplied by the system MPU or DMA 
control unit. When all bytes are transferred, the 
command is terminated, the Busy status bit is 
cleared, and INTRQ is set high. 


3.4 Type IV Command 


Force Interrupt is the only Type IV command. This 
command permits the MPU to terminate (abort) any 
command in progress. Figure 8 tabulates the Type IV 
command option bits. 


The four bits, lo-I3, are used to select the condition of the 
interrupt occurrence. Regardless of which bit is set, any 
command currently being executed is immediately 
terminated and the Busy status bit is cleared, indicating 
“Not Busy”. Then, when the condition is met, INTRO 
goes high, causing the required interrupt. 


If lo-I3 are all ‘‘O’’, no interrupt occurs, but any currently 
executing command is immediately terminated. If more 
than one condition is selected, then the interrupt occurs 
when any of the conditions is met. 


To clear the interrupt, it is necessary to read the Status 
Register or to write the Command Register. An exception, 
however, is for 13 = 1 (Immediate Interrupt). For this case, 
the interrupt is cleared with another Force Interrupt 
command with lo-l3 all O. 


3.5 Status Register 


The Status Register permits the MPU to monitor a variety 
of conditions in the FDC. For each commana, the individ- 
ual status bits have their own meaning. When a 
command is initiated (except for the Force Interrupt 
command), the Busy status bit is set and the others are 
cleared or updated. If the Force Interrupt command is 
entered when another commandis in progress, the Busy 
status bit is cleared, but the others remain unaffected. 
However, if the Force Interrupt command is initiated 


0 | COMMAND 
| FORCE INTERRUPT 


READY TRANSITION 3 = No effect 
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1 = Forces INTRO when READY input goes low-to-high 


- NOT-READY TRANSITION =I ack 


1 = Forces INTRO when READY input goes high-to-low 


O = No effect 


INDEX PULSE +3 


IMMEDIATE “7 = No effect 


1 = Forces INTRO on next INDEX pulse input 


1 = Forces INTRO immediately 


Figure 8. Force Interrupt Command Flags 


COMMAND 


ALL TYPE | 


WRITE SECTOR 


READ ADDRESS 


ee 
Not Write Head Seek CRC Track Busy 
Ready | Protect | Loaded | Error Error 0 
READ SECTOR Not Record | Rec not 
Ready Type 
Not Write Write Rec not | CRC ‘Lost Busy 
Ready | Protect | Fault Found | Error Data 
Rec not | CRC Lost 
Found | Error ‘Data 
READ TRACK Not Lost 
Ready Data 
WRITE TRACK Not Write Write Lost Busy 
Ready | Protect | Fault ‘Data 


Not 
Ready 


CRC Lost Busy 
Found Error Data 


Busy 


Busy 


Figure 9. Status Register Summary 


when there is not another command in progress, the 
other status bits are cleared or updated and represent 
the Type | Command status. Figure 9 illustrates the 
meaning of the status bits for each command. 


Detailed descriptions of each status bit function follow: 


NOT READY 

O = Drive is Ready 

1 = Drive is Not Ready 

WRITE PROTECT 

O = WPRT input is high (unprotected) 
1 = WPRT input is low (protected) 


HEAD LOADED 
O = Head is not currently loaded 


1 = Head is loaded and engaged (both HLD and HLT 


are active) 


SEEK ERROR 
O = Desired track was found. Updating clears this bit 
1 = Desired track was not found 


TRACK O 

O = TROO input is high | 

1 = TROO input is low (Read/Write head is on 
Track @) : 


INDEX 
O = IP input is high (no index mark) 
1 = IP input is low (index mark) 
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e BUSY 
O = Not Busy 
1 = Busy (Command sequence in progress) 


e RECORD TYPE 
O = Non-deleted data mark 
1 = Deleted data mark 


e WRITE FAULT 
O = No write fault 
1 = Write fault has occurred 


e RECORD NOT FOUND 
O = Desired track and sector properly found. 
Updating clears this bit 
1 = Desired track and sector not found 
e CRC ERROR 
O = No CRC error. Updating clears this bit 
1 = CRC check error encountered 


e LOST DATA 
O = No data lost. Updating clears this bit 
1 = MPU did not respond to DRQ. Data was lost 


e DATA REQUEST (DRQ) 
O = DRO not in progress. Updating clears this bit. 
1 = DRO currently in progress 


INDEX sien 


DR = F6 WRITE 
3 TIMES MFM ONL 


Z INDEX AM. 
Y. 


aes 


TRACK NUMBERS: 00 - 4A 


SINGLE SIDED: NUMBER = 00 
DOUBLE SIDED, SIDE 0=00 
DOUBLE SIDED, SIDE 1=01 


BYTES/SECTOR 
MFM 
256 
512 
1024 


SECTOR NO. 


01 - OF 
01-08 


*3 bytes of Al for MFM synchronization. 


TRACK SIDE SECTOR | SECTOR | CRC | CRC + iDATA | DATA crc | crc 
NUMBER | NUMBER | NUMBER | LENGTH 1 2 AM | FIELD 
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= COMPLETE SECTOR — 


LAST 
DATA 
FIELD 


2 BYTE CRC 
WRITTEN 


ere DR = F7 


2 BYTES CRC WRITTEN 
DR = FB 


SECTOR LENGTH 


00= 128 
01= 256 
02= 512 
03 = 1024 


Figure 10. IBM Compatible Sector/Track Format 


4.0 Disk Formatting 


Disk formatting (initialization) is accomplished by the 
Write Track command. Each byte for the entire track 
must be provided for proper formatting. This includes 
gap as well as data bytes. 


The sequence required to format a diskette begins with 
positioning the Read/Write head at the desired track. 
Once this has been done, it is necessary to perform a 
Write Track command to store all the information on a 
track. The Write Track command uses DRQ to request 
each byte from the system MPU, starting with the byte at 
the beginning of the physical Index Pulse and ending 
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with the last gap bytes at the end of the track. Figure 10 
illustrates the IBM standard for track formatting. 


Normaily, each data byte stored on the diskette must be 
generated by the system MPU and passed into the FDC 
Data Register. However, there are exceptions to this 
rule. If a data byte of hex F5 through FE is entered into 
the Data Register, then the FDC recognizes this as Data 
AM with missing clocks or CRC generation code. Conse- 
quently, F5 through FE must not be used in gaps, data 
fields, or ID fields, as this will disrupt normal operation of 
the FDC during formatting. 
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4.1 IBM 3740 Format 


This single-density (FM) format utilizes 128 bytes/ 
sector. The bytes to be generated by the system MPU for 
use in the execution of the Write Track command are 
shown in Figure 11. 


4.2 IBM System 34 Format 


This double-density (MFM) format utilizes 256 bytes/ 
sector. The bytes to be generated by the system MPU for 
use in the execution of the Write Track command are 
shown in Figure 12. 


4.3 Non-IBM Formats 


Unique (non-IBM) formats are permissible providing the 
following restrictions are understood. 


e Sector length may only be 128, 256, 512, or 1024 
bytes. 


e Gap sizes must conform to Figure 13. 


COMMENTS 


Gap 5 
(Post Index) 


Index AM 
Gap 1 


ID AM 

Track Number 
(00-4A) 

Side Number 
(00 or 01) 
Sector Number 
(01-1A) 

Sector Length 
(128 bytes) 


ONE 
Causes 2-Byte 
SECTOR CRC to be 


G) Written 


Gap 2 (ID Gap) 


Data AM 
Data Field 
Causes 2-Byte 


CRC to be 
Written 


Part of Gap 3 
(Data Gap) 
Gap 4 

(Pre Index) 


NOTES: 1. THIS PATTERN MUST BE 
WRITTEN 26 TIMES PER TRACK. 
2. CONTINUE WRITING HEX FF 
UNTIL FDC COMPLETES 
SEQUENCE AND GENERATES 
INTRO INTERRUPT 


Figure 11. Byte Sequence for IBM 3740 Formatting 
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ONE 
SECTOR 


G) Written 
Gap 2 (ID Gap) 


hal oon 
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COMMENTS 


Gap 5 
(Post Index). 


Writes C2 
Index AM 


Gap 1 


Writes ID AM 
Sync Bytes 


ID AM 

Track Number 
-(00-4C) 

Side Number 
(00 or 01) 
Sector Number 
(01-1A) 

Sector Length 
(256 Bytes) 


Causes 2-Byte 
CRC to be 


Writes 1D AM 
Sync Bytes 


Data AM 
Data Field 
Causes 2-Byte 


CRC to be 
Written 


Part of Gap 3 
(Data Gap) 
Gap 4 

(Pre Index) 


NOTES: 1. THIS PATTERN MUST BE 
WRITTEN 26 TIMES PER 
TRACK. 
2. CONTINUE WRITING HEX 
4E UNTIL FDC COMPLETES 
SEQUENCE AND GENERATES 
INTRO INTERRUPT. 


Figure 12. Byte Sequence for IBM System-34 Formatting 


SINGLE DOUBLE 
DENSITY DENSITY NOTE 
(FM) (MFM) 


16 bytes FF | 16 bytes4E | 16 bytes4E 4E 


22 bytes 4F 
12 bytes 00 

3 bytes Al 
16 bytes 4E 
8 bytes 00 
3 bytes A1 


16 bytes FF. 16 bytes 4E 


NOTES: 1. THESE BYTES COUNTS ARE EXACT. 
2. THESE BYTES COUNTS ARE MINIMUM 
EXCEPT FOR 3 BYTES A1, WHICH IS 
EXACT. 


10 bytes FF 
4 bytes 00 


Figure 13. Gap Size Limitations 
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Electrical Specifications 


Absolute Maximum Ratings* Comment* 

All inputs contain protection circuitry to prevent damage to high 

Rating Allowable Range static charges. Care should be exercised to prevent unneces- 

Supply Voltage Vec -0.3V to +7.0V sary application of voltages in excess of the allowable limits. 
Input/Output Stres ab th listed under ‘‘Absolute Maximum 

Vin 0 464: esses ove those lis under ute aximu 

Voltage ee ee Ratings” may cause permanent damage to the device. This is a 
Operating Temp. Top 0°C to 70°C stress rating only and functional operation of the device at these 


or any other conditions above those indicated in the operational 


T : -55° ig : ‘ ba cas pstin, : : 
Stora) Temp Tst¢ ar ee ae sections of this specification is not implied. 


D.C. Characteristics (Voc = 5V + 5%, T, = 0-70°C) 


CHARACTERISTIC svweou | win | wax | _UNIT 


Input High Voltage 
Input Leakage Current, Viny = OV to Voc 


Power Dissipation (Vcc = 5.25 V) Po m\v 


Test Load» 


OPEN COLLECTOR 
OUTPUT TEST LOAD 


5V 


3KQ 


PIN PIN 


100 pF 


— 


C = 130 pF MAX. FOR DBO-DB7 
C = 30 pF MAX. FOR ALL OTHER OUTPUTS = 
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Read Cycle (Voc = 5.0V +5%, Ta = 0 to70°C, unless otherwise noted) 


6591A 
Characteristic Symbol | Max. Min. Max. Units 


2 Pulse Width te 470 7 
DR 


DRQ Reset From @2 
[RO Reset From 2 


Address Setup Time tACR | 1800 


> |r la |S 
MN tl nl niin 


Address Hold Time | 
AAU Setup Time 


R/W Hold Time 


(tr and tf = 10 to 30 ns) 


Read Timing 


_ eo at ae 


RW 


in 
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Write Cycle (Vcc = 5.0V +5%, Ta = 0 to 70 °C, unless otherwise noted) 


6591 6591A 
Characteristic | Symbol Min. Max. Units 


/ 2 Pulse Width tc 

“DRO Reset From @2 toRR 

; IRO Reset From @2 _ tiRR 
Address Setup Time _ tacw 
Address Hold Time _ tCAH 

RW Setup Time Oo twow 
RW Hold Time _ tcwH 
Data Bus Setup Time _ tocw 
Data Bus Hold Time a tHw 


(tr and tf = 10 to 30 ns) 


Write Timing 


YM ns MME 


twew ae 


<— tyw 


> 
=) 


Package Availability 40 Pin Ceramic Ordering Information 


40 Pin Cerdip MPU Clock 
Part Number Rate 


40 Pin Plastic 
SYC6591 Ceramic 


SYD6591 Cerdip 
SYP6591 Plastic 
SYC6591A | Ceramic 
SYD6591A_ | Cerdip 


SYP6591A _ | Plastic 
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Features 


e Generates Refresh Addresses and Row Selects 


e Generates Video Monitor Inputs: Horizontal and Vertical 


Sync and Display Enable 
Low Cost; MC6845, SY6545 Pin Compatible 


Text Can Be Scrolled on a Character, Line or Page Basis 


Addresses 16K Bytes of Memory 


Screen Can Be Up to 128 Characters Tall by 256 Wide 


Characters Can be 32 Lines High with any Width 
Two Complete ROM Programs 
Cursor and/or Display Can Be Delayed 0, 1 or 2 Clock 


SY68045 
CRT Controller 


Four Cursor Modes: 

— Non-Blink 

— Slow Blink 

— Fast Blink 

— Reverse Video With Addition of a Single TTL Gate 
Three Interlace Modes 

— Normal Sync 

— Interlace Sync 

— Interlace Sync and Video 
Full Hardware Scrolling 

NMOS Silicon Gate Technology 


Cycles TTL-Compatible, Single +5 Volt Supply 


Pin Configuration Block Diagram 


TO REFRESH 
MEMORY 


CURSOR TO 
POSITION VIDEO LOGIC 
REGISTER OR CRT 


CURSOR 


Vss 

RESET 

PROGRAM SELECT 
MAG: ROW ADDRESSES 


FOR CHARACTER 
GENERATORS 


LINEAR 
ADDRESS 
COUNTER 


START 
ADDRESS 
REGISTER 


FIRST 
CHARACTER 
IN ROW 
REGISTER 


o eon DWN ®@ wn = 


REFRESH 
MEMORY 
ADDRESSES 


HORIZONTAL DE yensical 


PROCESSOR 
INTERFACE 


MA10 

MA11 

MA12 

MA13 

DISPLAY ENABLE 
CURSOR 


TO CRT 


HORIZONTAL 
CLOCK Reser | 
PROG] HORIZONTAL ROW ADDRESS VERTICAL 
COUNTER COUNTER COUNTER 


TO CHARACTER TO CRT 
GENERATOR ROM 


CONTROL PROG 


Vec 


ADDRESS 
REGISTER 
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Maximum Ratings 


Supply Voltage, Vcc -0.3V to +7.0V 
Input/Output Voltage, VIN -0.3V to +7.0V 
Operating Temperature, Top O°C to 70°G 


-55°C to 150°C 


All inputs contain protection circuitry to prevent damage 
due to high static discharges. Care should be exercised to 
prevent unnecessary application of voltages in excess of 
the allowable limits. 


Storage Temperature, TSTG 


SY68045 


Comment* 


Stresses above those listed under “Absolute Maximum Ratings” 
may cause permanent damage to the device. These are stress 
ratings only. Functional operation of this device at these or any 
other conditions above those indicated in the operational sections 
of this specification is not implied and exposure to absolute 
maximum rating conditions for extended periods may affect device 
reliability. 


Electrical Characteristics (Vcc = 5.0V + 5%, Ta = 0-70°C, unless otherwise noted) 


Symbol_| Characteristic | Min. | Max | Unit 
Vin = 0.4 to 2.4V 


ILOAD = -100 nA 


VoL Output Low Voltage 

ILOAD = 1.6 mA 
Pp Power Dissipation (Ta = 25°C) 
Cin Input Capacitance 


2, R/W, RES, CS, RS, LPEN, CCLK 
DBO-DB7 


Cout Output Capacitance 


Test Load 


PIN 


C = 130 pF MAX. FOR DBO-DB7 
C = 30 pF MAX. FOR ALL OTHER OUTPUTS — 


= 
NO 
oo 
5oeme) 
nm” 


OPEN COLLECTOR 
OUTPUT TEST LOAD 


5V 


3KQ 


PIN 


100 pF 


IT-— 
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MPU Bus Interface Characteristics 
Write Cycle 


tcYCE 


PWeL 


ENABLE* z0Y 


0.8V 


ter <——_—. te¢ 


_ 2.0V 
RS, CS ( > 
JT o8v 


taH 


DATA BUS 


A 

cc 
| 
own 
Tw 
Ow 
=S 
co 
a 


Bus Timing Characteristics (Vcc = 5.0V + 5%, Ta = O to 70°C, unless otherwise noted) 


SY 68045 SY68045A SY68045B | 
Symbol Parameter | Min, | Max. | 


tcYceE Enable Cycle Time 
CYC 
PWey Enable Pulse Width, High 


1000 | 
| 450 | 25,000 | 
PWe_ | Enable Pulse Width, Low 430 | | 


tas Setup Time, CS and RS Valid to 
Enable Positive Transition 


ty Data Hold Time 


Ce ae 
te, tee Rise and Fall for Enable Input PT Oe | ns 
p15 | | co || cs 


to sw Data Setup Time 


*6500 MICROPROCESSOR FAMILY #2 CLOCK 
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Memory and Video Interface Characteristics 
(Vcc =5.0V + 5%, Ta =0 to 70°C, unless otherwise noted) 


PWecL 
2.0V 2.0V 
CLK 
0.8V 0.8V 
PWcH 
ter tcf 2.4V 
MAO-MA13 
0.4V 
tMaD tMAD 
2.4V 
RA0-RA4 0.4V 
tRAD tRAD 
2.4V 
DISPLAY ENABLE 0.4V 
toTp tpTpD 
2.4V 
HSYNC, VSYNC 
0.4V 
tHsD tHsD 
tvsp tvsD 
2.4V 
CURSOR. 0.4V — 
tcpD tcpD 
PWCH Minimum Clock Pulse Width, High | 200 | 10,000 | ons | 
tcntcy | Rise andFallTime for Clockinpt_ | —+| «Yd 


1/fc 
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General Description 


The SY68045 CRT Controller performs the complex interface 
between 6500/6800 family microprocessors and a raster 
scan display CRT system. The SY68045 is designed to be 
flexible yet low cost. It is configured to reduce the cost of 
equipment such as intelligent terminals, word processing, 
and information display devices. 


The CRT Controller consists of both horizontal and vertical 
counting circuits, a linear address counter, and control 
registers. The horizontal and vertical counting circuits 
generate the Display Enable, HSYNC, VSYNC, and RAO-RA4 
signals. The RAO-RA4 lines are scan line count signals to the 
external character generator ROM. The number of char- 
acters per character row, scan lines per character row, 
character rows per screen, and the horizontal and vertical 
SYNC position and width are all mask programmable. The 
SY68045 is capable of addressing 16K of memory for display. 
The CRT may be scrolled or paged through the entire display 
memory under MPU control. The cursor control register 
determines the cursor location on the screen, and the cursor 
format can be programmed for fast blink, slow-blink, or non- 
blink appearance, with programmable size. By adding a 
single TTL gate, the cursor can be reverse video. The 
device features two complete, independent programs im- 
plemented in user-specified ROM. Either set of program- 
mable variables (50/60Hz refresh rate, screen format, etc.) is 
available to the user at any time. 


The SY68045 is pin compatible with the SY6545, AMI68045 
and MC6845 and operates from a single 5-volt supply. 


PRIMARY DATA BUS 


PRIMARY ADDRESS BUS 


REFRESH 
MEMORY 


HORIZONTAL HIGH 
SYNC SPEED 
TIMING 


CRT 
CONTROLLER 


VERTICAL 
SYNC 


SHIFT 
REGISTER 


ADDRESSES 
ari) MULTIPLEXER 


VIDEO 
OUTPUT 


SY68045 


Systems Operation 


The SY68045 CRTC generates all of the signals needed for 
the proper operation of a CRT system including HSYNC, 
VSYNC, Display Enable, Cursor control signals (refer to 
Figure 1), the refresh memory addresses (MAO-MA13) and 
row addresses (RAO-RA4). The CRTC’s timing is derived from 
the CLK input which is divided down from the dot rate 
counter. 


The CRTC, which is compatible with 6500/6800 families, 
communicates with the MPU by means of the standard 8-bit 
data bus. This primary data bus uses a buffered interface for 
writing information to the display refresh RAM by means of a 
separate secondary data bus. This arrangement allows the 
MPU to forget about the display except for those time periods 
when data is actually being changed on the screen. The 
address bus for the refresh RAM is continuously multiplexed 
between the MPU and the CRTC. 


Since the MPU is allowed transparent Read/Write access to 
the display memory, the refresh RAM appears as just another 
RAM to the processor. This means that the refresh memory 
can also be used for program storage. Care should be taken 
by the system designer, however, to insure that the portion of 
memory being used for program storage is not actively 
displayed. 


3-STATE 
BUFFER 


REFRESH 
RAM 


SECONDARY 
BUS 


iF ROW ADDRESSES Sn AeTeR i aunsoR: 
DATA DISPLAY ENABLE, 
DOT RATE 
ROM COUNTER 
CHARACTER CHARACTER ADDRESS LATCH 
GENERATOR 


Figure 1. Typical CRT Controller System 
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MPU Interface Signal Description 


Processor Interface 
All processor interface lines are three state, TTL/MOS 
compatible inputs. 


Chip Select (CS) — The CS line selects the CRTC when low 
to write to the internal Register File. This signal should only 
be active when there is a valid stable address being decoded 
from the processor. 


Register Select — The RS line selects either the Address 
Register (RS = ‘0”’) or one of the Data Registers (RS = 1”) of 
the internal Register File. 


To address one of the software programmable registers (R12, 
R13, R14 or R15 in Table 1) first access the Address Register 
(CS =O, RS =0) and write the number of the desired register. 
Then write into the actual register by addressing the data 
register section (CS = O, RS = 1) and enter the appropriate 
data. 


Write (W) — The W line allows a write to the internal register 
file. 


Data Bus (DO-D7) — The data bus lines (DO-D7) are write 


only and allow data transfers to the CRTC internal register 
file. 


Enable (E) — The Enable signal enables the data bus input 
buffers and clocks data to the CRTC. This signal is usually 
derived from the processor clock, and the high to low 
transition is the active edge. 


SY68045 Control Clock (CLK) — The clock signal is a high 
impedance, TTL/MOS compatible input which assures the 
CRTC is synchronized with the CRT. The CLK signal is divided 
down by external circuitry from the dot rate counter. The CLK 
frequency is equal to the dot rate frequency divided by the 
width of a single character block (including framing) 
expressed in dots; CLK is equal to the character rate. 


Program (PROG) — The voltage on this pin determines 
whether the screen format in ROM 0 (PROG LOW) or ROM 1 
(PROG HIGH) is being used. 


Reset (RES) — The RES input resets the CRTC. An (active) 
low input on this line forces these actions: 


a) MAO-MA13 are loaded with the contents of R12/R13 (the 
start address register). 


b) The horizontal, vertical, and raster address counter are 
reset to the first raster line of the first displayed character in 
the first row. 


c) All other outputs go low. 
Note that none of the internal registers are affected by RES. 


RES on the CRTC differs from the reset for the rest of the 
6800 family in the following aspects. 


a) MAO-MA13 and RAO-RA4 go to the start addresses, 
instead of FFFF. 


b) Display recommences immediately after RES goes high. 


Video Interface Signal Description 
Displayed Data Control 


Display Refresh Memory Addresses (MAO-MA13) — 14 
bits of address provide the CRTC with access of up to 16K of 
memory for use in refreshing the screen. 


SY68045 


Row Addresses (RAO-RA4) — 5 bits of data that provide the 
output from the CRTC to the character generator ROM. They 
allow up to 32 scan lines to be included in a character. 


Cursor — This TTL compatible, active high output indicates to 
external logic that the cursor is being displayed. 


The character address of the cursor is held in a register, so 
the cursor’s position is not lost even when scrolled off the 
screen. 


CRT Control 


All three CRT control signals are TTL compatible, active high 
outputs. 


Display Enable — Indicates that valid data is being clocked to 
the CRT for the active display area. 


Vertical Sync (VSYNC) — Makes certain the CRTC and the 
CRT’s vertical timing are synchronized so the picture is 
vertically stable. 


Horizontal Sync (HSYNC) — Makes certain the CRTC and 
the CRT’s horizontal timing are synchronized so the picture is 
horizontally stable. 


Description of Internal Registers 


There is a bank of 15 control registers in the 68045, most of 
which are mask programmed. The exceptions are the 
Address Register, the Start Address Registers (R12 & R13) 
and the Cursor Location Registers (R14 & R15). All software 
programmable registers are write only. The Address Register 
is 5 bits long. The software programmable registers are made 
available to the data lines whenever the chip select (CS) goes 
low. When CS goes high, the data lines show a high 
impedance to the microprocessor. 


Horizontal Total Register (RO) — The full horizontal period, 
expressed in character times, is masked in RO. (See Figure 
2a.) 


Horizontal Displayed Register (R1) — This mask pro- 
grammed register contains the number of characters to be 
actually displayed in a row. (See Figure 2a.) 


Horizontal SYNC Position Register (R2) — The contents of 
R2 (also in character times) should be slightly larger than the 
value in R1 to allow for a non-displayed right border. (See 
Figure 2a.) 

Sync Width Register (R3) — The width of the HSYNC pulse 
expressed in character times is masked into the lower four 
bits of R3. The width of the HSYNC pulse has to be non-zero. 


The width of the VSYNC pulse is masked into the upper four 
bits of R3 without any modification, with the exception that 
all zeros will make VSYNC 16 scan lines wide. 


Vertical Total Register (R4) — This register contains the 
total number of character rows — both displayed and non- 
displayed — per screen. This number is just the total number 
of scan lines used divided by the number of scan lines in a 
character row. If there is a remainder, it is placed in R5. (See 
Figure 2b). . 


Vertical Total Adjust Register (R5) — See description of R4. 
A fractional number of character row times Is used to obtaina 
refresh rate which is exactly 50 Hz, 60 Hz, or some other 
desired frequency. (See Figure 2b). 
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Table 1. CRTC Internal Register Assignment 


Mask Programmed 


at the Factory 


X DON’T CARE 


Vertical Displayed Register (R6) — This register contains 
the total number of character rows that are actually displayed 
on the CRT screen. (See Figure 2b). 


Vertical SYNC Position (R7) — R7 contains the position of 
the vertical SYNC pulse in character row times with respect 
to the top character row. Increasing the value shifts the data 
up. (See Figure 2b). 


interlace Mode Register (R8) — R8 controls which of the 
three available raster scan modes will be used (See Figure 3). 


— Non-interlace or Normal sync mode 
— Interlaced sync mode 
— Interlaced sync and Video mode 


The cursor and Display Enable outputs can be delayed 
(skewed) O, 1 or 2 clock cycles with respect to the refresh 
memory address outputs (MAO-MA13). The amount the 
cursor is delayed is independent of how much the Display 
Enable signal is delayed. This feature allows the system 
designer to account for memory address propagation delay 
through the RAM, ROM, etc. 


Maximum Scan Line Register (R9) — Determines the 
number of scan lines per character row including top and 
bottom spacing. 


Cursor Start Register (R10) — Contains the raster line 
where the cursor starts (see Figure 4). The cursor start line 
can be anywhere from line O to line 31. 


The cursor can be in one of the following formats. 
—Non-blinking 
— Slow blinking (1/16 the vertical refresh rate) 
— Fast blinking (1/32 the vertical refresh rate) 


— Reverse video (non-blinking, slow blinking, or fast 
blinking) 


Programmed 
Value 


Register File 


Horizontal Total 
Horizontal Displayed 
Horizontal Sync Position 
Horizontal Syne Width 
Vertical Total 

Vertical Total Adjust 
Vertical Displayed 
Vertical Sync Position 
Interlace Mode 

Max Scan Line Address 
Cursor Start 

Cursor End 

Start Address (H) 

Start Address (L) 
Cursor (H) 

Cursor (L) 

Address Register 


The reverse video cursor needs an external TTL XOR gate to 
be placed in the video circuit. 


To implement the reverse video cursor, the cursor start line 
(R10) should be set to line O and the cursor end line (R11) 
should be set to whatever is in RQ so that the cursor covers 
the entire block. On the circuit level, the output from the 
Cursor pin (pin 19) should be taken through the XOR gate 
along with the output from the shift register. (See Figure 5.) 
With this setup the character whose memory address is in 
the cursor register (R14/R15) will have its background high 
(because Cursor alone is high) but the character itself will be 
off (because both cursor and the character are high.) 


Memory Start Address Register (R12/R13) — These two 
software programmable, write-only registers taken together 
contain the memory address of the first character displayed 
on the screen. Register R12 contains the upper six bits of the 
fourteen refresh memory address bits, while R13 contains 
the lower eight bits. The Linear Address Generator begins 
counting from the address in R12/R13. By changing the 
starting address, the display can be scrolled up or down 
through the 16K memory block by character, line or page. If 
the value in R12/R13 is near the end of the 16K block the 
display will wrap around to the front. 


Cursor Address Register (R14/R15) — These two 
software programmable, write-only registers, taken together 
contain the address in memory of the cursor character. 


Register R14 contains the upper six bits and register R15 
contains the lower eight bits of the character. Cursor position 
is associated with an address in memory rather than with a 
position on the screen. This way cursor position is not lost 
when the display is scrolled. 
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HORIZONTAL TOTAL RO 


HORIZONTAL DISPLAY R1 


HORIZ 
DISPLAY 
ENABLE | 


RIGHT 
MARGIN 
HORIZONTAL SYNC POSITION R2 


HSYNC 


| LEFT 
MARGIN 


|. »| HSYNC 
WIDTH R3 


Figure 2a. Approximate Horizontal Timing Diagram 


VERTICAL DISPLAYED R6 


VERTICAL 
DISPLAY 
ENABLE 


VERTICAL TOTAL R4 
VERTICAL 
| ADJUST R5 


BOTTOM : | 
MARGIN TOP 
VERTICAL SYNC POSITION R27 ———_> — MARGIN 


VSYNC 


«>| VERTICAL SYNC WIDTH R3 


For more exact diagrams refer to the back of the data sheet. The horizontal display enable is anded with the vertical display enable to 
produce the display enable at Pin 18. Note the (a) figure is timed in terms of individual characters, whereas the (b) figure is timed in 


terms of character rows. 


Figure 2b. Approximate Vertical Timing Diagram 


Address Register — The five bit address register is unique in 
that it does not store any CRT-related information, but is used 
as the address storage register in an indirect access of the 
other registers. When the Register Select pin (RS) is low, the 
address register is accessed by DO-D4. When RS is high, the 
register whose address is in the address register is accessed. 


CRTC Internal Description 


There are four counters which determine what the CRTC’s 
output will be (see Block Diagram): 


1) Horizontal Counter 

2) Vertical Counter 

3) Row Address Counter 
4) Linear Address Counter 


The first two counters, and to some extent the third, take care 
of the physical operation of the monitor. The Linear Address 
Counter, on the other hand, is responsible for the data that is 
displayed on the screen. 


Surrounding these counters are the registers RO-R15. 
Coincidence logic continuously compares the contents of 
each counter with the contents of the register(s) associated 
with it. When a match is found, appropriate action is taken; 
the counter is reset to a fixed or dynamic value, or a flag (such 
as VSYNC) is set, or both. 


Two sets of registers — The start Address Register 
(R12/R13) and the Cursor Position Register (R14/R15) — 


are programmable via the Data lines (DO-D7). The other 
registers are all mask programmed. There are two ROM 
Programs available on each chip. Selection of which ROM 
program will be accessed is performed by the PROG pin. 


Horizontal Counter 

The Horizontal Counter produces four output flags: HSYNC, 
Horizontal Display Enable, Horizontal Reset to the Linear 
Address Counter, and the horizontal clock. 


The Horizontal Counter is driven by the character rate clock, 
which was derived from the dot rate clock (see Table 2). 
Immediately after the valid display area is entered the 
Horizontal Counter is reset to zero but continues in- 
crementing. 


HSYNC is the only one of the four signals which is fed to an 
external device (the CRT). The Horizontal Counter is 
compared to registers RO, R2 and R3 to give an HSYNC of the | 
desired frequency (RO), position (R2) and width (R3). (See 
Figure 2a.) 


Horizontal Display Enable is an internal flag which, when 
ANDed with Vertical DE, is output at the Display Enable pin. 
The Horizontal Counter determines the proper frequency 
(RO), and width (R1). 


The Horizontal Reset and the horizontal clock are actually 
identical signals: the only difference is the way they are used. 
Both are pulsed once for each scan line, so their frequency is 
equal to the character rate clock frequency divided by the 
entire horizontal period (display, non-display and retrace) 
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SCAN LINE ADDRESS SCAN LINE ADDRESS SCAN LINE ADDRESS 

(3+. 

1—_@9-————_—_- INTERLACE MODE REGISTER R8 

3 ° | Bitt | Bito | == Mode 

—3—_o- 

419-6-6-6-6— |X | 0 | Normal syne 

5 —O—————_o— [oO fia | Interlace Sync 

6 Oo ; 

7-@ 5 Le ee 4 Interlace Sync and Video 
EVEN ODD 

NORMAL SYNC FIELD FIELD 
MODE 1 INTERLACE SYNC INTERLACE SYNC AND VIDEO 

MODE 2 MODE 3 


Figure 3. Interlace Control 


CURSOR START REGISTER R10 


0 0 0 
1 1 1 
2 2 2 
3 3 3 
4 4 4 
5 5 5 
6 6 6 
7 7 7 
+ 8 8 8 
ON OFF ON 9 9 9 
10 10 10 
| 11 11 11 
, eee tes CURSOR START ADR. = 9 CURSOR START ADR. = 9 CURSOR START ADR. = 1 
pee nice CURSOR END ADR. =9 CURSOR END ADR. = 10 CURSOR END ADR. = 5 


Figure 4. Cursor Control 


a aan: 


RAO-RA4 t 


CHARACTER 
GENERATOR 
ROM 


ASCII 
CHARACTER 


SHIFT 
REGISTER 


lL>— TO VIDEO 


XOR 


Figure 5. Implementation of a Reversed Video Cursor 
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expressed in character times (which is stored in RO). The 
horizontal clock drives the Vertical and Row address 
Counters. The horizontal reset is discussed with the Linear 
Address Counter. 


Vertical Counter 

The Vertical Counter produces three output flags: VSYNC, 
Vertical Display Enable, and Vertical Reset to the Linear 
Address Counter. The Vertical Counter is driven by the 
horizontal clock. Immediately after vertical retrace the 
Vertical Counter is reset to zero but continues incrementing. 


VSYNC is the only one of the three signals which is fed to an 
external device (the CRT). The Vertical Counter is compared 
to registers R3, R4, R5 and R7 to give a VSYNC of the desired 
frequency (R4, R5). postion (R7) and width (R3). (See Figure 
2b.) 


Vertical Display Enable is an internal flag which, when 
ANDed with Horizontal DE, is output at the Display Enable 
pin. The Vertical Counter determines the proper frequency 
(R4, R5) and width (R6). 


Vertical Reset is pulsed once for each screen. The frequency 
of Vertical Reset is equal to the horizontal clock frequency 
divided by the total number of scan lines in a screen (which is 
equal to (R4 x RQ) + R5). It will be discussed with the Linear 
Address Counter. 


Row Address Counter 

The Row Address Counter produces three sets of output: the 
five Row Address lines (RAO-RA4), the Row Address Cursor 
Enable flag and the Row Address Reset flag. The Row 
Address Counter is driven by the horizontal clock. Im- 
mediately after a full character row has been completed by 
the Row Address Counter is reset to zero but continues 
incrementing. Note that the Row Address Counter actually 
counts scan lines, which are different from character rows. A 
full character row consists of however many scan lines are in 
register RY. 


The Row Address Lines, RAO-RA4, are the only data lines 
from the Row Address Counter that are fed to an external 
device (the character generator ROM). The Row Address 
lines Just carry the count that is currently in the Row Address 
Counter. The counter is reset whenever the count equals the 
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contents of the Maximum Scan Line Register (RQ). 


Row Address Cursor Enable is a flag going to the Cursor 


- output AND gate. The Row Address Cursor Enable flag goes 


high whenever the count in the Row Address Counter is 
greater than or equal to the Cursor Start Register (R10) but 
less than or equal to the Cursor End Register (R11). The other 
input to the Cursor output AND gate goes high whenever the 
address in the Linear Address Counter is equal to the address 
in the Cursor Position Register (R14/R15). 


Row Address Reset is pulsed whenever the Row Address 


- Counter is reset. It will be discussed with the Linear Address 


Counter. 


Linear Address Counter 

The Linear Address Counter (LAC) produces only one set of 
outputs: The Refresh Memory Address lines (MAO-MA1 3). 
These fourteen bits are fed externally to the Refresh RAM 
and internally to the Cursor Position coincidence circuit. The 
LAC is driven by the character rate clock and continuously 
increments during the display, non-display and retrace 
portions of the screen. It contains an internal read/write 
register which stores the memory address of the first 
displayed character in the current row. 


When any of the three Reset flags already mentioned 
(Horizontal, Row Address and Vertical) is pulsed, the value in 
the internal register is loaded into the counter. If the reset is 
a Horizontal Reset the value in the internal register is not 
modified before the load. If the reset is a Row Address Reset, 
the. value in the internal ‘first character’ register is first 
increased by the number of characters displayed on a single 
character row (register R1). The new contents of the internal 
register are then loaded into the Linear Address Counter. 


If the reset is a Vertical Reset, the value in Start Address 
Register (R12/R13) is first loaded into the internal register, 
and then into the Linear Address Counter. 


The fourteen output lines allow 16K of memory to be 
accessed. By incrementing or decrementing the number in 
the Start Address Register, the screen can be scrolled 
forward or backward through Display Refresh RAM on a 
character, line, or page basis. 


Table 2 Comparison of all CRTC Clocks 


Name 
Dot Rate Clock 


Character Rate 
Clock 


Location Controlling 

of Clock Divided By: Register Produces 

External Total width of a character . External 
block in dots 


External Total number of characters Horizontal Clock 
Input in a row 
Horizontal Clock Internal Total number of scan lines 
in a character row 


Character 
Rate Clock 


Row Address 
Clock 


Row Address Clock Internal Total number of character R4, R5 Vertical Clock 
rows per screen 
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VERTICAL DISPLAY 


VERTICAL RETRACE (NON-DISPLAY) 


HORIZONTAL DISPLAY HORIZONTAL RETRACE (NON-DISPLAY)}) 
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(Nyt + 1) x Nha - 1 
I 
I 


(Nyt + 1) x Nndg - 1 


(Nyt + 1) x Nhd 
! 
I 


(Nyt + 1) x Nnd 


Nyt x Nha +1 
I 
I 


Nyt xX Nnd + 1 


Nyt x Nnd + Nat 
I 
1 


Nyt X Nnd + Nat 


(Nyt + 2) x Nd 
i 
I 
(Nyt + 2) x Nha 


(Nvt + 1) Nid + Nit 
! 
1 


(Nyt + 1) Nid + Nit 


(Nyt + 1) x Nng + 1 
1 
I 
(Nyt +1) x Nng +1 


(Nyt +2) x Nnd - 1 
I 
I 
(Nyt + 2) x Nha - 1 


(Nyt + 1) x Nnd 
I 
I 
(Nyt + 1) x Nnd 


NOTE: 1. THE INITIAL MA IS DETERMINED BY THE CONTENTS OF START ADDRESS REGISTER, 
R12/R13. TIMING IS SHOWN FOR R12/R13 = 0. ONLY NON-INTERLACE AND INTERLACE 
SYNC MODES ARE SHOWN. 


Figure 8. Refresh Memory Addressing (MAO-MA13) State Chart 
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MICRO- 
PROCESSORS 


SY68045 


Ts! = (Nt + 1) x Tc 


HORIZONTAL DISPLAY HORIZONTAL RETRACE 


Nha X Ti 
te hd X 'c 
| ] ] ] | | | ] | | | | l | | | | | | | 
| | | | a | | | | ; | | | bot | | 
| l | | l ] | | | | | | | | | | | | 
| be | | | |Nhd - 1| Nnd | | l iNhsp~} Nhsp | | | | | | Nit | 
| ! | | | | | | | | | | | | | | | | l | 
| 7 i re re re ee ee ee 
| | | | | | | | \ | | | | | | 
| 0 | | | | | \Nnd- 1; Nhd | | j INhsp-1, Nhsp | l | l | Nnt | 
| | 
ey ene 


| 
| 
| 
| | 


HYSNC | | 


l | | 
f§ $$$ Nh x Tc —__________-» | | 
| | 

| 


| 
| 
| | | 
| 
| | 
| 


*Timing is shown for first displayed scan row only. 
The initial MA is determined by the contents of 
Start Address Register, R12/R13. Timing is shown 
for R12/R13 = 0. 


Figure 9. CRTC Horizontal Timing 


FIELD TIME 
Tf - (Nyt + 1) x Tre + Nadj x Ts| 


VERTICAL RETRACE —————________ 


+ VERTICAL DISPLAY = Nyd x Tre 


RAO-RA4 


() 

IS INTERLACE 

SYNC AND 

VIDEO MODE | | | 


0(1) | Ng| 0 (1) | 0 (1) 
ODD FIELD! | | 
2 3} | (Ns - 1) (Ned -1)x Nh I (Nst - n| (Ngj - 1 te ‘es O (1) Tadj = Nadj x TsI 
| | | FIELD ADJUST TIME 
| l | l ADDRESS CONTINUES To INCREMENT | 
MAO-MA13** KC i | ! 
I f | | | | 
I | | | | | 
" Nae"! | o 8 | (Nya - 1) x Nhd + Nit | | ) . | 
| l | 
| ; | , { | l | 
CHARACTER 
ROW NO. 


Nvt Nyt +1 


<— 16 x Ts; ——> 


| 
| 
| 
INTERLACE) | 
| 
] 


ese TW FW I 


-*Nht - there must be an even number of character times for both interlace modes. 


**Initial MA is determined by R12/R13 (Start Address Register), which is zero in 
this timing example. 


***N1 must be an even number of scan lines for interface Sync and Video Mode. 


Figure 10. CRTC Vertical Timing 
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Synertek SY68045 


RAO-RA4* 
| | | 
| | | | 
| | | | 
| | | | 
MA0-MA13** 
| Nnd | Nha +1! Nha +2 | I Nhd+ | Nha | Nkd+1 | Nnd +2! | Nhat | Nha I Whd +1 | Nha +2 | | Nha + | 
| | | | Nat | | | | | Nhe | | | Nhe | 
| | | | | | | | | | | | | 
| | | | | | | | | | | | | 
l | | | | | | | | | | 
CHARACTER ROW# 
| | | | | | | | | | | | | | | 
| | | | | | | | | | | | | | | | 
| | | | | | | | | | | | | | 
l | | | | | | | | | | | I | 
CHARACTER # (7p) 
cc 
oO 
0 i ie Nut 0 17.2 | Nnt 1) 1 | @ 4 Nut ne 
| | | | | PE 
| = 
| | | | | re 
| | | | | a. 
| | | | | | 
CURSOR 
*Timing is shown for non-Interlace and interlace sync modes. **The initial MA is determined by the contents of Start 
Example shown has cursor programmed as: Address Register, R12/R13. Timing is shown for 
Cursor Register = Nnq + 2 R12/R13 = 0. 
Cursor Start =1 
Cursor End =3 


Figure 11. Cursor Timing 
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Synertek. SY68045 


SY68045 ROM Program Worksheet 


The value in each register of the MC6845 or SY6545 should be entered without any modifications, Synertek will take care 
of translating into the appropriate format. 


CO All numbers are in decimal. O All numbers are in hex. 


ROM ROM 
Program Program 
Zero One 


RO 
R1 
R2 
R3 
R4 
R5 
R6 
R7 
R8 
R9 
R10 


R11 


Which controller was used to develop the system? 


Synertek SY6545 0 Rockwell 6545 O 
Motorola MC6845 Original 0 

R Version 0 

S Version 0 
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Synertek. SY68045 


Package Availability 40 Pin Plastic 
40 Pin Ceramic 
40 Pin Cerdip 


_ Ordering Information 


Clock Rate 


SYP68045 Plastic 
SYC68045 Ceramic 
SYD68045 Cerdip 
SYP68045A Plastic 
SYC68045A Ceramic 
SYD68045A Cerdip 
SYP68045B Plastic 
SYC68045B Ceramic 
SYD68045B Cerdip 


ro) 
oe 
Q 
= 


PROCESSORS 


3-215 


SY65C00 


~ CMOS 8-Bit 
Microprocessor Family 


Synertek. 


PRELIMINARY 


Features 


High Performance O Hz to 4 MHz Operation 
Low Power, 8 mA at 4 MHz, 10 Micro Amp 
Standby at 5 Volts 

Memory Lock (ML) Output During 
Read-Modify-Write 

Single 3 to 6 Volt Power Supply 

On-Chip Oscillator 

40 Pin or 28 Pin Versions 

Bus Enable (BE) Allows DMA Operations 


Description 


The CMOS 65C00 microprocessor is compatible with 
the NMOS 6500 family of microprocessors. This 8-bit 
microprocessor unit designed in Synertek’s proprie- 
tary high performance N-well silicon gate technology 
offers higher performance than the original NMOS 
6502. The design allows for operating frequencies up 
to 4 MHz, and below 1 MHz further reducing its already 
low power consumption. 


Block Diagram 


REGISTER SECTION 


INDEX 
REGISTER 


RDY Input to Extend Data Access Times for Use 
with Slow Memories 
Sync Output Indicating Opcode Fetch 


e Improved Bus Timing 


Earlier Valid Address Allows Use of Slower 
Memories. 

27 New Instructions 

Plug Compatible with NMOS 6502 


Not only is the 65C00 a low power version of the 
popular 6500 microprocessor, it also has these new 
features. Ability to tri-state the R/W line, address and 
data bus for DMA applications. Improved Tacc specs 
allowing use with slower memory devices. A new 
optional output enhancing multiprocessing capabili- 
ties. Two new addressing modes, and a larger 
instruction set providing the user with more compact 
programming capabilities. 


CONTROL SECTION 


RES [RO NMi 


INTERRUPT 
LOGIC 


4 
| 
ALU 


i 
“a 
= 
a 
< 
FE 
< 
a 
a 
< 
2 
a 
w 
e 
é 


ADDRESS | 
BUS 


__INTERNAL ADH 


INPUT DATA 


reas eel 


(DL) 


INSTRUC- 
TION 
DECODE 


—] TIMING 
CONTROL 
@ 
i $4 (IN) 
$2 SY651X 
2 (IN) 
cLock einek 
GENERATOR” jweut | >” 80% 


¢ (OUT) 
$2 (OUT) 
RW 
DBE 


4 


Cc = 8 BIT LINE 


= 1BIT LINE 
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{ 
DATA BUS 


Synertek. 


27 New Instructions 


Hex Mnemonic Description 


80 BRA Branch Relative Always 

3A DEA Decrement Accumulator 

1A INA Increment Accumulator 

DA PHX Push X on Stack 

5A PHY Push Y on Stack 

FA PLX Pull X from Stack 

7A PLY Pull Y from Stack 

9C Siz Store Zero (Absolute) 

9E STZ Store Zero (Absolute, X) 

64 STZ Store Zero (Zero Page) 

74 Siz Store Zero (Zero Page,X) 

1c TRB Test and Reset Memory Bits 
with Accumulator (Absolute) 

14 TRB Test and Reset Memory Bits 
with Accumulator (Zero Page) 

OC TSB Test and Set Memory Bits with 
Accumulator (Absolute) 

04 TSB Test and Set Memory Bits with 
Accumulator (Zero Page) 

89 Bit Test Immediate with 
Accumulator 

3C Bit Test Memory Bits with 
Accumulator (Absolute, X) 

34 Bit Test Memory Bits with 


Accumulator (Zero Page,X) 


New Addressing Modes 


TG JMP Jump (Indirect Absolute,X) 

72 ADC Add Memory to Accumulator 
with Carry (Indirect) 

a2 AND: “AND” Memory with 
Accumulator (Indirect) 

D2 CMP Compare Memory and 

. Accumulator (Indirect) 

52 EOR “Exclusive OR” Memory with 
Accumulator (Indirect) 

B2 LDA Load Accumulator with 
Memory (Indirect) 

12 ORA “OR” Memory with Accumula- 
tor (Indirect) 

F2 SBC Subtract Memory from 
Accumulator with Borrow 
(Indirect) 

92 STA Store Accumulator in Memory 
(Indirect) 


Indexed Absolute Indirect 
(JUMP) 


The contents of the second and third instruction bytes 
are added to the X register. The result is a 16-bit 
memory address that contains the low-order eight bits 
of the effective address. The next memory location con- 
tains the high order eight bits of the effective address. 
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Indirect 


In indirect addressing the second byte of the instruction 
points to a memory location on page zero whose con- 
tents is the low order byte of the effective address. The 
next location on page zero contains the high order byte 
of the effective address. 


Miscellaneous Instruction 
Changes 


Indexed Addressing across the page boundaries will 
retain the last byte of instruction address rather than an 
invalid page address. 


Processor Hangup on certain invalid opcodes has been 
eliminated. 


Jump Indirect across page boundaries will now incre- 
ment the page address instead of wrapping around on 
itself. lf a page boundary is crossed the instruction cycle 
time will increase by one. 


Decimal operations involving addition and subtraction 
will take an additional cycle time. The NMOS Z,N and V 
flags were invalid, the CMOS flags will be valid. 


Read-Modify-Write cycles will be flagged by the ML 
output. 


R DY transitioning low will cause the CPU to halt even 
during write operations. The NMOS version allowed 
transitions only during read cycles. 


DMA Operations on the CMOS 6502 are possible by 
pulling BE low, thus tri-stating the address and data bus 
and R/W line. - 


Decimal Mode Flag condition defaults to the binary 
mode upon a reset. The NMOS version the flag was 
random. 


New Signals 


Memory Lock (ML) an output, active low, indicates the 
need to defer the rearbitration of the next bus cycle to 
insure integrity of read-modify-write cycles in a mul- 
tiprocessor environment. 


Bus Enable (BE) an input, when true allowing normal 
operation of the microprocessor, when low tri-states 
R/W, address and data lines, allowing true DMA opera- 
tions. An improvement over the NMOS version, in that 
DBE when pulled low would only tri-state the data lines. 


Applications Areas 


The CMOS version of the 6502 is ideally suited for any 
low power application or application where noise 
immunity and potential swings on Vcc might occur. It 
is well suited for automotive, industrial, business, 
harsh environment (high temp) and communications 
markets. Not only does it fill the typical CMOS niche, it 
also is an upgraded version of the NMOS part, provid- 
ing the new inputs and outputs, better bus timing and 
27 new instructions. 
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Svnerick | SY65C00 


Device Pinouts 


The CMOS 65CO00 family offers the same full line of 10 SY64CX13 
microprocessor pin configurations as the NMOS family. 
In addition to those, the CMOS family offers user selec- 
table metal mask options for selection of clock circuitry 
and bus control input options. Below are the various pin 
configurations and additional mask options available for 
all devices. 


Optional Pull-Up for: 


RDY, IRQ, NMI, S.O., RES and DBE/BE inputs, each 
individually selectable by user. 


Pin Configurations 
4X CLK/OSC 


_ 


2 
3 
4 
5 
6 
7 
8 
9 


SY65C4X02 


] RES 
[] 8, (OUT) 
Geter 


n 
Bw 
_ 


IRQ] |_| OSC (IN) 

oes c 

Mr eee. SY65C4X06 
NMtT | 


|} OSC (OUT) SY65CX14 


o oan DO oO & W DY 


SYNC. rT) R/W 1 
1 
Vec OU -] OBO 
Abo L ]B1 
AB1(] 10 TF pB2 


bP b> D> PD 
on ww OW 
o f& W N 
EGER 
—_— —> — 
Pm WN = 
N 

~N 

ey Ea 
Oo 090 9 
Dw D Ww 
ao oa &® W 


2 
3 
4 
5 
6 
7 
8 
9 


> 
ow 
a 
B 
ey 
on 
N 
o>) 
a 
iw] 
ive] 
~ 
© ON OO Bw DN 


AB7 25 [_] AB15 
AB8 (J 241 J AB14 
AB9 LJ 23 LJ AB13 
AB10(] 22 L) ABi2 


Ves 


ee ee ee 
Pm WN — 2 
=- oll 
wo NY - oO 


= 
> 


4X CLK/OSC 7 


SY 65CX02 


SY65CX15 


= 
= 
= 


1 
2 
3 
4 
5 
6 
7 
8 
9 


oO ON DOM eB wWn 
J 
2 
oO 


onan amr wn 
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SY65C20 


CMOS Peripheral 
Interface Adapter 


(PIA) 


erte 


PRELIMINARY 
Features 


e Direct Replacement for the NUOS SY6520 e Automatic “Handshake” Control of Data 
e Single 3 to 6 Volt Power Supply Transfers 
e Two 8-Bit Bi-Directional |/O Ports with Individual e Programmable Interrupts 

Data Direction Control e Automatic Initialization on Power-Up 


Description 


The SY65C20 Peripheral Interface Adapter is designed accomplished through two 8-bit 1/O ports. Each I/O 
to provide a broad range of peripheral control to micro- line is individually programmable as either an input or 
computer systems. Control of peripheral devices is output. 


Pin Configuration Block Diagram 


MICRO 
PROCESSORS 


INTERRUPT STATUS 
CONTROL A 
CONTROL 


REGISTERA PO 


ICRA) DATA DIRECTION 
REGISTER A 
(DDRA) 


7 


DATA BUS 
BUFFERS 
(DBB) 
PERIPHERAL 
OUTPUT PERIPHERAL 
REGISTERA INTERFACE 
“(ORA) BUFFER 


2 
3 
4 
5 
6 
7 
8 
a 


—_ 
oO 


DATA INPUT 
REGISTER 
(DIR) PERIPHERAL 
OUTPUT PERIPHERAL 


REGISTER B INTERFACE 
(ORB) BUFFER 


aie — —_ = ii 
on pm W RN - 


CHIP 
SELECT 
AND 


R/W DATA DIRECTION 
CONTROL me js REGISTER B 
CONTROL a 


(CRB) 


No - ?-?ol eOhlUc 
oOo OWN DD 


INTERRUPT STATUS 
CONTROL B 
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ertek. SY65C22 


CMOS Versatile 
Interface Adapter (VIA) 


PRELIMINARY 


Features 


e Two 8-Bit Bi-Directional |/O Ports e 7 Selectable Interrupt Sources 
e Two 16-Bit Programmable Timer/Counters e Single 3 to 6 Volt Power Supply 
Two Clock Sources: Internal Phase Clock or e Handshake Capabilities Allow Positive Control of 
External Clock for Event Counting Data Transfers Between a Microprocessor and 
e 8-Bit Serial |1/O Port Peripherals 
Three Clock Sources: Internal Phase Clock, Latched or Transparent Port Operation 
Divide Down of Timer 2 or External Clock 


Description 


The SY65C22 Versatile Interface Adapter (VIA) is a through two 8-bit bi-directional ports. Each line can be 
very flexible I/O control device. In addition, this device programmed as either an input or an output. Several 
contains a pair of very powerful 16-bit interval timers, a peripheral I/O lines can be controlled directly from the 
serial-to-parallel/parallel-to-serial shift register and interval timers for generating programmable fre- 
input data latching on the peripheral ports. Expanded quency square waves or for counting externally 
handshaking capability allows control of bi- generated pulses. To facilitate control of the many 
directional data transfers between VIAs in multiple pro- powerful features of this chip, an interrupt flag regis- 
cessor systems. ter, an interrupt enable register and a pair of function 
Control of peripheral devices is handled primarily control registers are provided. 


Pin Configuration Block Diagram 


INTERRUPT 
CONTROL 


INPUT LATCH 


ENABLE BUFFERS 
(TER) (PA) 


DATA DATA DIR. 
BUS (DDRA) 
BUFFERS 
PORT A REGISTERS 
PERIPHERAL 
PCR 


FUNCTION 
CONTROL 


HANDSHAKE 
CONTROL 
LATCH LATCH 
(TIL-H) (TIL-Lj 
SHIFT REG. 


COUNTER COUNTER bal 


(T1C-H) (T1C-L) 
TIMER 1 PORT B REGISTERS 
TIMER 2 INPUT LATCH 


LATCH 
{(T2L-L) 


BUFFERS aa: sonT es 
PB 
COUNTER ! COUNTER a oe 


(T2C-H T 
ne Sa DATA DIR 


(DORB) 
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SI mertek. SY65C32 


CMOS RAM, I/O, 
Timer Array 


PRELIMINARY 


Features 


e 2 8-Bit Fully Programmable Bi-Directional I/O e An8-Bit Timer/Counter with Prescaler Program 
Ports Controlled Interrupt 
e A Program Selectable Edge-Sensitive Interrupt e 128 x 8 Static RAM — 


Input ® Single Power Supply, 3 to 6 Voc 


DESCRIPTION 


The SY65C32 is dual port interface primarily designed RAM (convenient for zero page) and an interval timer 
for use with the 6500, 6800 and 68000 microprocessor capable of counting intervals of 1 to 262.144 system 
families. It is comprised of two fully programmable clock periods. 

8-bit ports for peripheral control. 128 bytes of static 


ioe) 
oc 
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Ow 
Cw 
Ou 
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Pin Configuration Block Diagram 


DATA p DATA 
DIRECTION OUTPUT PERIPHERAL PERIPHERAL OUTPUT DIRECTION 


REGISTER REGISTER DATA BUFFER DATA BUFFER REGISTER REGISTER 
. A A B B B 


128 x8 INTERRUPT 
ADDRESS CHIP SELECT iMreRUAL 
DECODER STATIC CONTROL 


BUFFER RAM LoGic TIMER 
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SY68C40 


CMOS Programmable 
Timer 


Synertek. 


PRELIMINARY 


Features 


Single System Clock Required (Enable) 

Selectable Prescaler on Timer 3 Capable of 4 MHz 
for the SY68C40 

Programmable Interrupts (IRO) Output to MPU 
Readable Down Counter Indicates Count to Go to 
Time-Out 


Description 


The SY68C40 is a programmable subsystem compo- 
nent designed to provide variable system time 
intervals for 6500, 6800 and 68000 microprocessor 
families. 


The SY68C40 has three 16-bit binary counters, three 
corresponding control registers and a status register. 
These counters are under software control and may be 


Pin Configuration 


INTERRUPT 
BUFFER 


DATA BUS 
INTERFACE 


CONTROL 
REGISTER 3 
CONTROL 
REGISTER 2 


MSB BUFFER 
REGISTER 


CONTROL 
REGISTER 1 
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Selectable Gating for Frequency or Pulse-Width 
Comparison 

RESET Input 

3 Asynchronous External Clock and Gate/Trigger 
Inputs Internally Synchronized 

3 Maskable Outputs 

Single Power Supply, +3 to +6 Vpc 


used to cause system interrupts and/or generate out- 
put signals. 


The SY68C40 may be utilized for such tasks as fre- 
quency measurements, event counting, interval measur- 
ing and similar tasks. The device may be used for 
square wave generation, gated delay signals, single 
pulses of controlled duration, and pulse width modula- 
tion as well as system interrupts. 


Block Diagram 


ENABLE 
(SYSTEM 32) 


REGISTER CLOCK 
SELECT GENERATOR 


COUNTERS 
LATCHES, 
LATCHES 

COUNTERS 

STATUS 
REGISTER 


~ COUNTERS 


LATCHES 
COUNTERS 
LATCHES 

= = 
i COUNTERS 

LSB BUFFER 
REGISTER 


a COUNTERS 


CONTROL CONTROL CONTROL 
LOGIC LOGIC LOGIC 


G3 C3 03 G? C2 -02 Gi Ci ot 


PRELIMINARY 


Features 


¢ On-Chip Baud Rate Generator: 15 Programmable 
Baud Rates Derived from a Standard 1.8432 MHz 
External Crystal (50 to 19,200 Baud) 
Programmable Interrupt and Status Register to 
Simplify Software Design : 
Single Power Supply, 3 to 6 Voc 
Serial Echo Mode 
False Start Bit Detection 
8-Bit Bi-Directional Data Bus for Direct Communi- 
cation with the Microprocessor 


Description | 


The SY65C51 is a CMOS Asynchronous Communica- 
tions Adapter. Its inherent low power requirements 
and noise immunity make it an ideal communications 
device for remote site monitoring installations, mil- 
itary, industrial and harsh environment applications. It 


Pin Configuration 


SY65C51 


SY65C51 
CMOS Asynchronous 


Communication Interface 


SELECT 
AND 


CONTROL 
LOGIC 


DATA 
BUS 
BUFFERS 
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Adapter 


External 16x Clock Input for Non-Standard Baud 
Rates (Up to 125 Kbaud) 

Programmable: Word Lengths; Number of Stop 
Bits; and Parity Bit Generation and Detection 
Data Set and Modem Control Signals Provided 
Parity: (Odd, Even, None, Mark, Space) 
Full-Duplex or Half Duplex Operation 

5, 6, 7, 8 and 9 Bit Transmission 


was initially intended for interfacing the 6500 and 6800 
microprocessors to serial communication data sets 
and modems, but is easily interfaced to all popular 
microprocessors. A unique feature is the inclusion of 
an on-chip programmable baud rate generator, with a 
crystal being the only external component required. 


Block Diagram 


TRANSMIT 
CONTROL 


TRANSMIT TRANSMIT 
DATA SHIFT 
REGISTER REGISTER 


STATUS INTERRUPT 
REGISTER LOGIC 
CONTROL ape 
REGISTER GENERATOR 
RECEIVE RECEIVE 
DATA SHIFT _ 
REGISTER cael REGISTER 
COMMAND RECEIVE 
REGISTER CONTROL 


= 
[oa 
ro) 
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PROCESSORS 


Features 


e Complete microcomputer with on-chip RAM, ROM and 
1/0 

— 128 bytes of on-chip RAM 

— 2K bytes of on-chip ROM 

— 32 I/O lines 

Two programmable 8-bit counter/timers, each with a 
6-bit programmable prescaler 

Full-duplex UART clocked by an internal timer 
144-byte register file includes: 

— 124 general-purpose registers, each of which can 
be used as an accumulator, index register, storage 
element, address register or part of the internal 
stack 

— Four I/O port registers 

— Sixteen status and control registers 


Description 


The Z8 microcomputer introduces a new level of sophistica- 
tion to single-chip architecture. Compared to earlier 
single-chip microcomputers, the Z8 offers faster execution; 
more efficient use of memory; more sophisticated interrupt, 
input/output and bit-manipulation capabilities; and easier 
system expansion. 


OUTPUT INPUT XTAL AS OS R/W RESET 


MACHINE TIMING & 
INSTRUCTION CONTROL 


UART PROGRAM 
MEMORY 
2048 x 8-BIT 


TIMER/ 


COUNTERS 
(2) REG. POINTER | 


REGISTER FILE 


124 x 8-BIT Bobebedtalis 


COUNTER 


INTERRUPT 
CONTROL 


vO ADDRESS OR 1/0 ADDRESSI/DATA OR I/0 
(BIT PROGRAMMABLE) (NIBBILE PROGRAMMABLE) (BYTE PROGRAMMABLE) 


Figure 1. Block Diagram 


28601 /Z8602 


Z8 Family of Single-Chip 
Microcomputers 


Register pointer permits shorter, faster instructions to 
access one of nine working-register groups 
Vectored, prioritized interrupts for |/O, counter/timers 
and UART 
Expandable bus interfaces up to 62K bytes each of 
external program memory and external data memory 
On-chip oscillator can be driven by a crystal, RC, LC or 
external clock source 
High-speed instruction execution 

— Working-register operations = 1.5 ws 

— Average instruction execution = 2.2 us 

— Longest instruction = 5 us | 
Low-power standby mode retains contents of general- 

purpose registers 

Single. +5 V supply 
All 1/0 pins TTL compatible 


Under program control, the Z8 can be tailored to the needs 
of its user. It can be configured as a stand-alone microcom- 
puter with 2K of internal ROM, a traditional microprocessor 
that manages up to 124K of external memory, or a parallel- 
processing element in a system with other processors and 
peripheral controllers linked by the Z-Bus. In all configura- 
tions, a large number of pins remain available for I/O. 


Pin Description 


PO,)-POZ, P1,5-P17, P29-P27, P3)-P37. //O Port Lines 
(Input/Outputs, TTL compatible). These 32 lines are divided 
into four 8-bit 1/O ports that can be configured under pro- 
gram control for 1/O or external memory interface. 


AS. Address Strobe (output, active Low). Address Strobe is 
pulsed once at the beginning of each machine cycle. 
Addresses are output via Ports O and 1 for internal and 
external program fetches and external data memory 
transfers. The addresses for all external program or data 
memory transfers are valid at the trailing edge of AS. Under 
program control, AS can be placed in the high-impedance 
state along with Ports O and 1, Data Strobe and Read/Write. 


DS. Data Strobe (output, active Low). Data Strobe is acti- 
vated once for each external memory transfer. 


R/W. Read/Write (output). R/W is Low when the Z8 is 
writing to external program or data memory. 


Copyright 1979 by Zilog, Inc. All rights reserved. No part of this publication may be reproduced, stored in a retrieval system, or transmitted, in 
any form or by any means, electronic, mechanical, photocopying, recording, or otherwise, without the prior written permission of Zilog. 


Reproduced by permission. 


*Z8 is a trademark of Zilog Inc. 
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Synertek. 


Pin Description (Cont.) 


XTAL1, XTAL2. Crysta/ 1, Crystal 2 (time-base input and 
output). These pins connect a series-resonant crystal (8 
MHz maximum), LC network, RC network or an external 
single-phase clock (@ MHz maximum) to the on-chip clock 
oscillator and buffer. 


RESET. Reset (input, active Low). RESET initializes the Z8. 
When RESET is deactivated, the Z8 begins program .execu- 
tion from internal program location OOOC,,. 


Veco 1 40 P3, 
XTAL2 2 39 P3, 
XTAL1 3 38 P2, 

P3, 4 37 P2, 

P3, 5 36 P2; 
RESET 6 35 P2, 

RIW 7 34 P2, 

DS 8 33 P2, 

AS 9 32 P2, 

P3, 10 31 P2, 

GND 11 30 P3, 

P3, 12 29 P3, 

PO, 13 28 Pt, 

PO, 14 27 PI, 

PO, 15 26 PI, 

PO, 16 25 Pt, 

PO, 17 24 PI, 

PO, 18 23 P12 

PO, 19 22 P41, 

PO, 20 21 Pi, 


TIMING 
AND 
CONTROL 
CLOCK 
PORT 0 PORT 2 
(NIBBLE (BIT PRO. 
PROGRAMMABLE) GRAMMABLE) 
10 OR Ag-Ais ie) 
PORT 3 
PORT 1 (FOUR INPUT; 
(BYTE FOUR OUTPUT). 
PROGRAMMABLE) SERIAL AND 
110 OR ADg-AD? PARALLEL I/O 
AND CONTROL 


Figure 3. Pin Functions 
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Architecture 


Z8 architecture is characterized by a flexible 1/O scheme, 
an efficient register and address space structure and a 
number of ancillary features that are helpful in many 
applications. 


Microcomputer applications demand powerful I/O capabili- 
ties. The Z8 fulfills this with 32 pins dedicated to input and 
output. These lines are grouped into four ports of eight lines 
each and are configurable under software control to provide 
timing, status signals, serial or parallel |1/O with or without 
handshake, and an address/data bus for interfacing exter- 
nal memory. 


Because the multiplexed address/data bus is merged with 
the |/O-oriented ports, the Z8 can assume many different 
memory and I/O configurations. These configurations range 
from a self-contained microcomputer to a microprocessor 
that can address 120K of external memory. 


The Z8 offers three basic address spaces to support this 
wide range of configurations: program memory (internal 
and external), data memory (external) and the register file 
(internal). The 144-byte random-access register file is com- 
posed of 124 general-purpose registers, 41/O port registers, 
and 16 control and status registers. 


To unburden the program from coping with real-time prob- 
lems such as serial data communication and 
counting/timing, the Z8 offers an on-chip asynchronous 
receiver/transmitter (UART), and two counter/timers with a 
large number of user-selectable modes. Hardware support 
for the UART is minimized because one of the on-chip 
timers supplies the bit clock with selectable baud rates. 


Address Spaces 


Program Memory. The 16-bit program counter addresses 
64K bytes of program memory space. Program memory can 
be located in two areas: one internal and the other external 
(Figure 4). The first 2048 bytes consist of on-chip mask- 
programmed ROM. At addresses 2048 and greater, the 28 
executes external program memory fetches. 


The first 12 bytes of program memory are reserved for the 
interrupt vectors. These locations contain six 16-bit vectors 
that correspond to the six available interrupts. 


Data Memory. The Z8 can address 62K bytes of external data 
memory beginning at locations 2048 (Figure 5). 
External data memory may be included with or separated 
from the external program memory space. DM, an optional 
I/O function that can be programmed to appear on pin P3,, 
is used to distinguish between data and program memory 
space. 


Register File. The 144-byte register file includes four I/O 
port registers (RO-R3), 124 general-purpose registers (R4- 
R127) and sixteen control and status registers (R240-R255). 
These registers are assigned the address locations shown 
in Figure 6. 
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Address Spaces (Cont.) 


Z8 instructions can access registers directly or indirectly 
with an 8-bit address field. The Z8 also allows short 4-bit 
register addressing using the register pointer (one of the 
control registers). In the 4-bit mode, the register file is 
divided into nine working-register groups, each occupying 
sixteen contiguous locations (Figure 7). The register pointer 
addresses the starting location of the active working- 
register group. 


65535 FFFF 


EXTERNAL 
ROM OR RAM 


4096 
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Stacks. Either the internal register file or the external data 
memory can be used for the stack. A 16-bit stack pointer 
(R254 and R255) is used for the external stack, which can 
reside anywhere in data memory between locations 2048 
and 65535. An 8-bit stack pointer (R255) is used for the 
internal stack which resides within the 124 general- 
purpose registers (R4-R127) 


65535 


4095 


OF FF 


Location of 
first byte of 
instruction 
executed 
atter reset 


interrupt 
Vector 
(Lower Byte) 


Interrupt 
Vector 
‘Upper Byte) 


9 
8 
Z 
6 
5 
4 
3 
2 
1 
0 


ON-CHIP 


Figure 4. Program Memory Map 


LOCATION IDENTIFIERS 
255 SPL 
254 SPH 
248 PoiM 
246 PM 
24s Preo 
244 r0 
242 11 
240 sio 

IMPLEMENTED 
127 

GENERAL-PURPOSE 

REGISTERS 
4 
3 P3 
2 P2 
1 Pi 
0 PO 


Figure 6. The Register File 
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EXTERNAL 
DATA 
MEMORY 


NOT ADDRESSABLE 


The upper nibble of the register tile address 
provided by the register pointer specifies 


the active working-register group 


The lower 
nibble of 

the register 
tite address 
provided by 
the instruction 
points to the 
specitied 
register 


REGISTER FILE 


Figure 7. The Register Pointer 


Synertek. 


1/O Ports 


The 28 has 32 lines dedicated to input and output. These 
lines are grouped into four ports of eight lines each and are 
configurable as input, output or address/data. Under soft- 
ware control, the ports can be programmed to provide 
address outputs, timing, status signals, serial |/O, and 
paralled |1/O with or without handshake. All ports have 
active pull-ups and pull-downs compatible with TTL loads. 


Port 4 


Port 1 can be programmed as a byte I/O port or as an 
address/data port for interfacing external memory. When 
used as an |/O port, Port 1 may be placed under handshake 
control. In this configuration, Port 3 lines P33 and P3, are 
used as the handshake controls RDY1 and DAV1 (Ready 
and Data Available). 


Memory locations greater than 2048 are referenced 
through Port 1. To interface external memory, Port 1 must 
be programmed for the multiplexed address/data mode 
(AD,-AD,). If more than 256 external locations are required, 
Port O must output the additional lines. 


Port 1 can be placed in the high-impedance state along with 
Port 0, AS, DS and R/W, allowing the Z8 to share common 
resources in multiprocessor and DMA applications. Data 
transfers can be controlled by assigning P3, as a Bus 
Acknowledge input, and P3, as a Bus Request output. 


PORT 1 
(WO OR ADy-AD;) 


DAV1 AND RDY1 


HANDSHAKE CONTROLS 
(P3, AND P3,) 


PORT 1 


Port 0 


Port O can be programmed as a nibble |/O port, or as an 


address port for interfacing external memory. When used as 
an I/O port, Port O may be placed under handshake control. 


In this configuration, Port 3 lines P3, and P3, are used as 
the handshake controls DAVO and RDYO. 


For external memory references, Port O can provide address 
bits Ag-A,, (lower nibble) or Ag-A,, (lower and upper nib- 
ble) depending on the required address space. If the address 
range requires 12 bits or less, the upper nibble of Port O can 
be programmed independently as 1/O while the lower nib- 
ble is used for addressing. When Port O nibbles are defined 
as address bits, they can be set to the high-impedance state 
along with Port 1 and the control signals AS, DS and R/W. 
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PORT 0 
(UO OR Ag-A4s) 


HANDSHAKE CONTROLS 
\ DAVO AND RDYO 
(P3, AND P3,) 


PORTO 


Port 2 


Each bit of Port 2 can be programmed independently as an 
input or an output, and is always available for 1/O opera- 
tions. In addition, Port 2 can be configured to provide 
open-drain outputs. 


Like Ports O and 1, Port 2 may also be placed under handshake 
control. In this configuration, Port 3 lines P3, and P3, are 
used as the handshake controls lines DAV2 and RDY2. The 
handshake signal assignment for Port 3 lines P3, and P3, is 
dictated by the direction (input or output) assigned to bit 7 of 
Port 2. 


PORT 2(I/O) 


DAV2 AND RDY2 


HANDSHAKE CONTROLS 
(P3, AND P3,) 


PORT 2 


Port 3 


Port 3 lines can be configured as1/O or control lines. In either 
case, the direction of the eight lines is fixed as four input 
(P3,5-P33) and four output (P3,-P3,). For serial 1/0, lines P35 
and P3, are programmed as serial in and serial out 
respectively. 


Port 3 can also provide the following control functions: 
handshake for Ports O, 1 and 2 (DAV and RDY); four exter- 
nal interrupt request signals (IRQO-IRQ3); timer input and 
output signals (T,,, and Toy) and Data Memory Select (DM). 


PORT 3 
(vO OR CONTROL) 


PORT 3 
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Serial Input/Output 


Port 3 lines P3,) and P37 can be programmed as serial !/O 
lines for full-duplex serial asynchronous receiver/transmitter 
operation. The bit rate is controlled by counter/timer 0, witha 
maximum rate of 62.5 kilobits per second. 


The Z8 automatically adds a start bit and two stop bits to 
transmitted data (Figure 8). The Z8 can also provide odd parity. 
Eight data bits are always transmitted, regardless of parity 


TRANSMITTED DATA — NO PARITY 


[SP [SP] D; | Ds] Ds} D405] D2| 0, | Do] St] 


| f  Seyahe BIT 
EIGHT DATA BITS 


TWO STOP BITS 


TRANSMITTED DATA — WITH PARITY 


[SP] P| P | 0¢|s] 04] 05 | 02] 0,] 09| st] 


| = BIT 
SEVEN DATA BITS 
ODD PARITY 
TWO STOP BITS 
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selection. If parity is enabled, the eighth bit is the odd parity bit. 
An interrupt request (IRQ4) is generated on all transmitted 
characters. 


Received data must have a start bit, eight data bits and at least 
one stop bit. If parity is on, bit 7 of the received data is replaced 
by a parity error flag. Received characters generate the IRQ3 
interrupt request. 


RECEIVED DATA — NO PARITY 


[SP | Dy | Ds] Ds | Ds] 03 | D2 [0s | Oo [ST] 


| ae BIT 
EIGHT DATA BITS 


ONE STOP BIT 


RECEIVED DATA — WITH PARITY 


[se] [os[0s]>.[0,[o.[0,] 0.|st] 


Sf Lista BIT 
re eo DATA BITS 
PARITY ERROR FLAG 
ONE STOP BIT 


Figure 8. Serial Data Formats. 


Counter/Timers 


The Z8 contains two 8-bit programmable counter/timers (Ty 
and T,), each driven by its own 6-bit programmable pres- 
caler. The T, prescaler can be driven by internal or external 
clock sources; however, the Ty prescaler is driven by the 
internal clock only. 


The 6-bit prescalers can divide the input frequency of the 
clock source by any number from 1 to 64. Each prescaler 
drives its counter, which decrements the value (1 to 256) 


that has been loaded into the counter. When the counter 
reaches the end of count, a timer interrupt request — IRQ4 


(Ty) or IRQS (T,) — is generated. 


The counters can be started, stopped, restarted to continue, 
or restarted from the initial value. The counters can also be 
programmed to stop upon reaching zero (single-pass mode), 


or to automatically reload the initial value and continue 
counting (modulo-n continuous mode). The counters, but 
not the prescalers, can be read any time without disturbing 
their value or count mode. 


The clock source for T, is user-definable and can be the 
internal microprocessor clock (4 MHz maximum) divided by 
four, or an external signal input via Port 3. The Timer Mode 
register configures the external timer input as an external 


clock (1 MHz maximum), a trigger input that can be 
retriggerable or non-retriggerable, or as a gate input for the 


internal clock. The counter/timers can be programmably 
cascaded by connecting the Ty output to the input of T,. 
Port 3 line P3, also serves as a timer output (Toyz) through 
which To, T, or the internal clock can be output. 
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Interrupts 


The Z8 allows six different interrupts from eight sources: the 
four Port 3 lines P3,-P33, Serial In, Serial Out, and the two 
counter/timers. These interrupts are both maskable and 
prioritized. The Interrupt Mask Register globally or individually 
enables or disables the six interrupt requests. When more 
than one interrupt is pending, priorities are resolved by a 
programmable priority encoder that is controlled by the Inter- 
rupt Priority Register. 


All Z8 interrupts are vectored. When an interrupt request is 
granted, the Z8 enters an interrupt machine cycle that dis- 
ables all subsequent interrupts, saves the program counter 
and status flags, and branches to the program memory vector 
location reserved for that interrupt. This memory location and 
the next byte contain the 16-bit address of the interrupt ser- 
vice routine for that particular interrupt request. 


The Z8 also supports polled systems. To accommodate a 
polled structure, any or all of the interrupt inputs can be 
masked and the Interrupt Request Register polled to deter- 
mine which of the interrupt requests needs service. 


Clock 


The on-chip oscillator has a high-gain, series-resonant ampli- 
fier for connection to a crystal or to any suitable external clock 
source (XTAL1 = Input, XTAL2 = Output). 


The crystal source is connected across XTAL1 and XTAL2, 
using the recommended capacitors (C, = 15 pF) from each 
pin to ground. The specifications for the crystal are as 
follows: 


— AT cut, series resonant 
— Fundamental type, 8 MHz maximum 


— Series resistance Ro <= 1000 


Power Down Standby Option 


The low-power standby mode allows power to be removed 
without losing the contents of the 124 general-purpose regis- 
ters. This mode is available to the user as a bonding option 
whereby pin 2 (normally XTAL2) is replaced by the VM 


(standby) power supply input. This necessitates the use of an 
external clock generator (input = XTAL1) rather than a crystal 


source. 


The removal of power, whether intended or due to power 
failure, must be preceded by a software routine that stores the 
appropriate status into the register file. Figure 9 shows the 
recommended circuit for a battery back-up supply system. 
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+5V 0 


TRICKLE 
CHARGE 


Figure 9. Recommended Driver Circuit for Power 
Down Operation. 


Z8602 Development Device 


The 64-pin development version of the 40-pin mask- 
programmed Z8 allows the user to prototype the system in 
hardware with an actual Z8 device, and develop the cade 
that is eventually mask-programmed into the on-chip ROM 
of the Z8601. 


The 28602 is identical to the Z8601 with the following 
exceptions: 


— The internal ROM has been removed. 


— The ROM address lines and data lines are buffered and 
brought out to external pins. 


— Control lines for the new memory have been added. 


3-229 


oO 
co 
ra) 
= 


PROCESSORS 


Synertek, 


Z8602 Pin Description 


The functions of the Z8602 I/O lines, AS, DS, R/W, XTAL1, 
XTAL2 and RESET are identical to those of their Z8601 
counterparts. The functions of the remaining 24 pins are as 
follows: 


Ao-Ay,- Program Memory Address (outputs). Ap-A,, access 
the first 2K bytes of program memory. 


D,-D7. Program Data (inputs). Program data from the first 4K 
bytes of program memory is input through pins Dy)-D5. 


MDS. Program Memory Data Strobe (output, active Low). 
MDS is Low during an instruction fetch cycle when the first 
2K bytes of program memory are being accessed. MDS 
remains High during other program memory read cycles. 


SYNC. /nstruction Sync (output, active Low). This strobe out- 
put is forced Low during the internal clock period preceding 
the beginning of an opcode fetch. 


SCLK. System Clock (output). SCLK is the internal clock out- 
put through a buffer. The clock rate is equal to one-half the 
crystal frequency. 


IACK. /nterrupt Acknowledge (output, active High). [ACK is 
driven High in response to an interrupt during the interrupt 
machine cycle. 


On On &® WH 


—~ =— © 
_- Oo 


12 
13 
14 


Figure 10. Z8602 Pin Assignments. 
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Addressing Modes 


The following notation is used to describe the addressing 
modes and instruction operations as shown in the instruc- 
tion Summary. 


IRR Indirect register pair or indirect working-register pair 
address 


Irr Indirect working-register pair only 

X Indexed address 

DA Direct address 

RA Relative address 

IM Immediate 

R_ Register or working-register address 

r Working-register address only 

IR Indirect-register or indirect working-register address 
Ir Indirect working-register address only 


RR Register pair or working register pair address 


Symbols 

dst Destination location or contents 
src Source location or contents 

cc Condition code (see list) 

@ Indirect address prefix 


SP Stack pointer (control registers 254-255) 
PC Program counter 

FLAGS Flag register (control register 252) 

RP Register pointer (control register 253) 


IMR Interrupt mask register (control register 251) 


Assignment of a value is indicated by the symbol “—". For 
example, 
dst — dst + src 


indicates that the source data is added to the destination 
data and the result is stored in the destination location. The 


notation ‘‘addr(n)’’ is used to refer to bit ‘‘n” of a given loca- 
tion. For example, 

| dst (7) 
refers to bit 7 or the destination operand. 


3-230 


Synertek. | 78604 /28602 


Flags 

Control Register R252 contains the following six flags: Affected flags are indicated by: 

C Carry flag V Overflow flag O Cleared to zero 

Z Zero flag D Decimal-adjust flag 1 Set toone 

S Sign flag H_ Half-carry flag * Set or cleared according to operation 
— Unaffected 
X Undefined 


Condition Codes 


Condition Codes 
Value Mnemonic Meaning . Flags Set 


1000 Always true --- 
0111 C Carry C=1 
1111 NC No Carry C=0 
0110 Z Zero Z=1 
1110 NZ Not zero Z=0 
1101 PL Plus S=0 
0101 MI Minus S=1 
0100 OV Overflow V=1 
1100 NOV No overflow V=0 
0110 EQ Equal Z=1 
1110 NE Not equal Z=0 oe 
1001 GE Greater than or equal (S XOR V)=0 = D 
0001 LT Less than (S XOR V)=1 Ou 
1010 GT Greater than [Z OR (S XOR V)]=0 = =) 
0010 LE Less than or equal [Z OR (S XOR V)] = 1 a. 
1111 UGE Unsigned greater than or equal C=0 
0111 ULT Unsigned less than C=1 
1011 UGT Unsigned greater than (C=O andZ=0)=1 
0011 ULE Unsigned less than or equal (C or Z) = 1 
0000 Never true aoe 
Instruction Formats 
OPC CCF, DI, El, RET, NOP, 
RCF, RET, SCF 
F | _dst_| opc | INC 
ONE-BYTE INSTRUCTIONS 
| opc | MODE | CLR, CPL, DA. DEC, 
on laa 7 on ae eae 
RRC, SRA, SWAP On Cae TCM, TM, XOR 
JP, CALL (Indirect) ._dst_| xen) 
[ dst] OR 
ae (oR eae Sie 
SRP ee cM, TM. XOR 
. [| move | orc | Lo 
| OPC | MODE | ADC, ADD, AND, ee 1710] sc | 
[ast [sre TCM. TM. XOR an en era 
one or = aaa ° 
| _AppREss | 
[dstisre | OPC | Lo 
OR [ce Tope) sp 
| AY 
| dst_| opc_| LD 
| orc CALL 
Tasucc | orc | DJNZ. JR 
[| RA : 
TWO-BYTE INSTRUCTIONS THREE-BYTE INSTRUCTIONS 


Figure 11. Instruction Formats. 
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Z8 Opcode Map 


Lower Nibble (Hex) 


6,5 6,5 6,5 6.5 10,5 10,5 10,5 10,5 


0 DEC | DEC | ADD | ADD | ADD | ADD | ADD} ADD 
Ri IR, 11,12 ri,Ir2 | R2,.Ri |1IR2.R: | Ri, IM | IRi,IM 
6,5 6,5 6,5 6,5 10,5 10,5 10,5 10,5 
1 RLC | RLC | ADC | ADC | ADC | ADC | ADC} ADC 
Ri IR) ri,r2. |ori,Ir2 | R2,Ri | IR2.Ri | Ri,IM |} 1Ri,1M 
. 6,5 6,5 6,5 16,5 10,5 10,5 10,5 
2 INC | INC SUB | SUB | SUB | SUB} SUB 
IRi r},Ir2 | R2,Ri |IR2,Ri | Ri,IM |} IRi,IM 
8,0 6,1 6,5 6,5 10,5 10,5 10,5 10,5 
3 JP SRP | SBC | SBC | SBC | SBC | SBC | SBC 
IRRi ri,r2 ri,Ir2 | R2,Ri |IR2,Ri | Ri,IM | IRi,IM 
8,5 10,5 10,5 10,5 10,5 
4 DA OR OR OR OR 
IR, R2,Ri | IR2,Ri | Ri,IM | IRi,IM 
10,5 | 10,5 6,5 10,5 | 10,5 | 10,5 
5 POP POP | AND AND | AND | AND | AND 
Ri IR. ri, 12 R2,R; | IR2,R1 IRi,IM 
6,5 6,5 6,5 6,5 10,5 10,5 10,5 10,5 
— 6 COM | COM | TCM | TCM | TCM | TCM | TCM | TCM 
A Ri IRi ri,r2_ | ri,Ir2 | R2,Ri }IR2,Ri | Ri,IM | IRi,IM 
a 10/12,1]12°14,1 6,5 6,5 10,5 10,5 10,5 10,5 
2 7 |PUSH|PUSH| TM | TM | TM | TM | TM | TM 
A R2 IR2 r1, 12 11, Ir2 : IR2,R: | Ri,1M |} IRi,IM 
= 10,5 | 10,5 | 12,0 
8 8 |DECW|DECW| LDE 
i RR} IR) r1,Irra 
=) 
6,5 6,5 12,0 18,0 
9 RL RL LDE LDEI 
Ri IRi r2, Irry |Ir2,Irri 
10,5 10,5 65 6,5 10,5 10,5 10,5 10,5 
A INCW | INCW 
RRi IRi r1,72 r1,Ilr2. | R2,Ri |IR2,Ri | Ri,1M | 1Ri, IM 
; : 16.5 10,5 10.5 10,5 
B CLR CLR XOR | XOR | XOR | XOR | XOR | XOR 
Ri IR) 11,12 r),Ir2 | R2,Ri |IR2,Ri | Ri.IM | IR, 1M 
6,5 6,5 12,0 18,6 10,5 
Cc RRC RRC LDC ‘| LDCI LD 
Ri IR) ry}, Irr2 Ira, Irr2 _%, 
6,5 6,5 12,0 18,0 
D SRA | SRA | LDC | LDCI 
Ri IR, r2, Irri {lr2, Urry 
6,5 6,5 6,5 10,5 10,5 10.5 10,5 6,5 
E RR RR LD LD LD LD LD 
Ry IR, ri, Ir2 | R2,Ri {IR2,Ri | Ri.IM | IRi,IM 
6,7 6,7 6,5 10,5 6,0 
F SWAP | SWAP LD LD 
Ri IR} j ‘ 
Bytes Per 
Instruction : 3 2 : 3 l 
Lower Opcode Nibble Legend: 
R = 8-Bit Address 
Execution Cycles Pipeline Cycles r = 4-Bit Address 


R, or r;} = Dst Address 
R2 or r2 = Src Address 


Upper Opcode Nibble—» A Mnemonic Sequence: 


Opcode, First Operand, Second Operand 


Note: The blank areas are reserved 
First Operand Second Operand instructions. 


*2-byte instruction; fetch cycle appears as a 3-byte instruction. 
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Instruction 
Summary 


Instruction Addr Mode i aa Flags Affected 
ee ee Te 
ADC dst,src (Note 1) ie ‘+ ee QO * 


dst — dst + src + C 
a a 


ADD dst,src (Note 1) 00 <2 2 3 
dst — dst + src 7 
AND dst,src (Note 1) jo = epee 
dst — dst AND src 
CALL dst DA CC. ws Se ee 
SP — SP - 2 IRR D4 
@SP — PC; PC — dst 
CCF EF oo oe 
C —-NOTC 
CLR dst R BO ie ee bes 
dst -— 0 IR Bl 
COM dst R 60 ee OD =e 
dst — NOT dst IR 61 
CP dst,src (Note 1) AQ ae 2 
dst - src 
DA dst R 40 * ee XY - - 
dst — DA dst IR ~ 4) 
DEC dst R 00 - * *# &€ = — 
dst — dst - 1 IR Ol 
DECW dst RR 80 a A ee 
dst — dst - 1 IR 8] 
DI BF 
IMR (7) — 0 
DJNZ r,dst RA tA. -§ = = se Se ee 
r-r-] r=O0-F 
ifr #0 PC —PC + dst 
Rance: + 127, -128 
EI OR ck eh, ee et 
IMR (7) — 1 
INC dst r rE - ££ eee 
dst — dst + 1 r=0-F 

R 20 

IR. 21 
INCW dst RR AQ - * & &- 
dst — dst + ] IR Al 
eh ASS Se a et 
IRET BF * & ke wk ke 


FLAGS — @SP; SP — SP + 1 
PC - @SP; SP — SP + 2; IMR(7) —1 


JP cc,dst DA Pa ee 
if cc is true estct 
PC — dst IRR 30 
JR cc,dst RA A ksh) teh ae ee 
if cc is true, eee 
PC — PC + dst 
Range: +127, -128 
LD dst,src r IM FC ee ee 
dst — src r R r8 
R r9 
r=Q-F 
r X 7 
X f D7 
r Ir E3 
Ir r F3 
R R E4 
R IR E5 
R IM E6 
IR IM E7 
IR R F5 
LDC dst,src r Irr CO wk ee SS 
dst — src Irr r D2 
LDCI dst,src Ir Irr C2. =<2+<¢4¢4 4 
dst — src Irr Ir D3 
r-—r+1:rr—rr+ 1] 
LDE dst,src r Irr Bo ££ ee eS = 
dst — src Irr r 92 
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Instruction Addr Mode i gg Flags Affected 
ee ee ee 

and Operation “Gi, oe ions CZSYDE 
LDEI dst,src lf Irr 83 ------ 
dst — src Irr eg 93 
r-r+1];rr—rr+¢+] 
NOP FF ------+ 
OR dst,src (Note 1) 4_ -*t«#Q-- 
dst — dst OR src 
POP dst R 50 ------ 
dst — @SP IR 5] 
SP — SP + ] 
PUSH src R 1S ee er es 
SP —SP-1; @SP—src IR 71 
RCF CF Q----- 
C-0 
RET ee ae ee 
PC — @SP; SP—SP +2 

L t R 0 ee a 
pede hu = 


~ ke ke ee eH 


RLC dst R 10 
a 
RR dst R EO 
. . 


i 


RRC dst R CO a ee 
Vr" IR Cl 

SBC dst,src (Note 1) 30 * ek ee] e 

dst — dst-src-C 

SCF DF l1----- 

C-] 

SRA dst R DO * ee QO - - 
tr ir DI 

SRP src IM 31 ------ 

RP — src 

SUB dst,src (Note 1) ZG * ee et ] ie 

dst — dst - src 

SWAP dst +7, R FO X * *X-- 

IR F] 

TCM dst,src (Note 1) 6G - **Q -- 

(NOT dst) AND src 

TM dst,src (Note 1) 70 - * *Q- - 

dst AND src 

XOR dst,src (Note 1) BO - * *Q-- 


dst — dst XOR src 


Note 1 


These instructions have an identical set of addressing 
modes, which are encoded for brevity in this table. The 
higher opcode nibble is found in the instruction set table 
above. The lower nibble 1s expressed symbolically by a 
in the table above, and its value 1s found in the following 
table to the right of the applicable addressing mode pair. 


For example, the opcode of an ADC instruction using 
the addressing modes r (destination) and Ir (source) is 13. 


Addr Mode Cawnr 
dst ere .- OPcode Nibble 

r r (2) 

r Ir 3) 

R R [4] 

R IR (5) 

R IM [6] 

IR IM [7 


ie a 
c 
S 
oan 
cw 
9 wi 
— ©) 
=o 
ion 
joe 
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R240 SiO 
SERIAL I/O REGISTER © 
(FO,,; READ/WRITE) 


OD, Dg D, O, D, D, D, Dy 


| 


R241 TMR 
TIMER MODE REGISTER 
(F1,,; READ/WRITE) 


0, 0, Oy 0, ©, BO, B, B; 


cc 


Toy: MODES 0 = NO FUNCTION 
RESERVED = 00 1 = LOADT, 
: Bue ap 0 = DISABLE T, COUNT 
INTERNAL CLOCK OUT = 11 1 = ENABLE T, COUNT 
0 = NO FUNCTION 
Ty MODES = 
EXTERNAL CLOCK INPUT = 00 1 = LOADT, 
GATE INPUT = 01 0 = DISABLE T, COUNT 
= 1 


wou 


TRIGGER INPUT 

(NON-RETRIGGERABLE) 

TRIGGER INPUT = 11 
(RETRIGGERABLE) 


10 ENABLE T, COUNT 


R242 71 
COUNTER TIMER 1 REGISTER 
(F2,,; READ/WRITE) 


DICICICACACACAES 


| T, INITIAL VALUE (WHEN WRITTEN) 
(RANGE 1 256 DECIMAL 01 00 HEX) 


T, CURRENT VALUE (WHEN READ) 


R243 PRE1 
PRESCALER 1 REGISTER 
(F3,,; WRITE ONLY) 


COUNT MODE 
0 = T, SINGLE-PASS 
1 = T, MODULO.N 


CLOCK SOURCE 


0 = T, EXTERNAL TIMING INPUT 


(Tin) MODE 
1 T, INTERNAL 


PRESCALER MODULO 
(RANGE: 1-64 DECIMAL 
01-00 HEX) 
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R244 TO 


COUNTER/TIMER O REGISTER 


SERIAL DATA (D, = LSB) 
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(F4,,; READ/WRITE) 
| Ty INITIAL VALUE (WHEN WRITTEN) 
(RANGE. 1 256 DECIMAL 01 00 HEX) 


T, CURRENT VALUE (WHEN READ) 


R245 PREO 
PRESCALER O REGISTER 
(F5,,; WRITE ONLY) 


6; 0; Ds. By 0, Oy DB, 0; 
| count MODE 
0 = T,, SINGLE.PASS 


1 = T, MODULO-N 
RESERVED 


PRESCALER MODULO 
(RANGE 1-64 DECIMAL 
01-00 HEX) 


R246 P2M 
PORT 2 MODE REGISTER 
(F6,,; WRITE ONLY) 


D,|O,: 05 04'D,, Dz‘ D; | Do 


i 


P2, P2, VO DEFINITION 
0 DEFINES BIT AS OUTPUT 
1 DEFINES BIT AS INPUT 


R247 P3M 
PORT 3 MODE REGISTER 
(F7,,; WRITE ONLY) 


| 0 PORT 2 PULL-UPS OPEN DRAIN 
1 PORT 2 PULL-UPS ACTIVE 
RESERVED 


0 P32. INPUT P35 OUTPUT. 
1P32  ODAVOIROYO P35 RDYO/DAVO 
00 P33. INPUT P34 OUTPUT 
1 
| 9} P33 INPUT p34. («OOM 
11 P33 OAVI/RDY1 P34 RDY1I/DAV1 
0 P31 INPUT (T,,) P36 OUTPUT (Tour) 
1P31 OAV2/RDY2 P36 RDY2/DAV2 
0P30 INPUT P37. OUTPUT 
1P30 SERIALIN P37 SERIAL OUT 
0 PARITY OFF 
1 PARITY ON 
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28 Control Registers 


R248 PO1M 
PORT 0 AND 1 MODE REGISTER 
bases WRITE ONLY) 


PO,-P0, ie 
OUTPUT = 


[0, "0," 0, 0. "0,10,/0, [0,] 


P0,-P0,; MODE 


: 


00 = OUTPUT 
INPUT = 4 01 = INPUT 
Ay2-Ais = 1X 1X = Ag-A,, 
EXTERNAL rereonipe TIMING STACK SELECTION 
RMAL = 0 0 = EXTERNAL 
Sy ENCED =1 1 = INTERNAL 
P1,-P1, MODE 


00 = BYTE OUTPUT 
01 = BYTE INPUT 
10 = AD,-AD, 


WW = HIGH IMPEDANCE ADo-AD7, AS, DS, R/W, 
As-Ai1, A12-Ais IF SELECTED 


R249 IPR 
INTERRUPT PRIORITY REGISTER 
(FQ; WRITE ONLY) 


RESERVED _] 
IRQ3, IRQ5 ee a ater A) 
> IRQ3 


RESERVED = 

C>A> 8B = 001 

A>B>C = 010 

Vhs nee A>C>B-= 011 

IRQO, 1RQ2 PRIORITY (GROUP B) s . 7 : : ‘ot 
0 = IRQ2 > IRQO B>A>C = 110 

1 = IRQO > IRQ2 RESERVED = 111 


IRQ1, IRQ4 saath (GROUP C) 
= IRQ1 > IRQ4 
i = IRQ4 > IRQ1 


R250 IRO 
INTERRUPT REQUEST REGISTER 
(FA,; READ/WRITE) 


a ca 


RESERVED IRQO = P32 INPUT 
IRQ1 = P33 INPUT 


(RQ2 = P3, INPUT 


INTERRUPT GROUP PRIORITY 
= 000 


IRQ3 = P3o INPUT, SERIAL INPUT 
IRQ4 = To, SERIAL OUTPUT 


IRQ5 = T 


R251 IMR 
INTERRUPT MASK REGISTER 
(FB; READ/WRITE) 


| 1 ENABLES IRQO-IRQ5 
(Dp = IRQO) 
RESERVED 


1 ENABLES INTERRUPTS 
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R252 FLAGS 
FLAG REGISTER 
(FC,,; READ/WRITE) 


| | Loser FLAG F1 
USER FLAG F2 
HALF CARRY FLAG 
DECIMAL ADJUST FLAG 
OVERFLOW FLAG 
SIGN FLAG 
ZERO FLAG 


CARRY FLAG 


R253 RP 


REGISTER POINTER 


(FD; READ/WRITE) 
CADICICICICIES 


| | beseag CARE 
DON'T CARE 
DON'T CARE 


DON'T CARE 


R254 SPH 
STACK POINTER 
(FE,,: READ/WRITE) 


Ds Ds | Dy [03 | D2 0, | Do) 
STACK POINTER UPPER 


BYTE (SP,-SP,.) 


| 


R255 SPL 
STACK POINTER 


(FF,,; READ/WRITE) 
[Dr] 0s] Ds | Ds D5 | D2 | Ds [Dy] 


| STACK POINTER LOWER 


BYTE (SP)-SP,) 


ro) 
ce 
Oo 
= 
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Absolute Maximum Ratings* 


Voltages on All Inputs and Outputs 


with Respect to Ground ............. -0.3V to +7.0V 
Operating Ambient Temperature ......... O°C to +70°C 
Storage Temperature ................ -65°C to +150°C 


28601 /Z8602 


Comment* 

Stresses greater than those listed under “Absolute Maxi- 
mum Ratings’’ may cause permanent damage to the device. 
This is a stress rating only; operation of the device at any 
condition above those indicated in the operational sections 
of these specifications is not implied. Exposure to absolute 
maximum rating conditions for extended periods may affect 
device reliability. 


Standard Test Conditions 


The characteristics below apply for the following standard 
test conditions, unless otherwise noted. All voltages are 
referenced to GND. Positive current flows into the reference 
pin. Standard conditions are as follows: 


— +4.75V S$ Voc $5.25V 
— GND=O0V 
— O°CST,S+ 70°C 


DC Characteristics 


Symbol Parameter 
Von Clock Input High Voltage 
Vet Clock Input Low Voltage 


VRH 

Vee Reset Input Low Voltage 
Vou Output High Voltage 
Voi 


Ie Input Leakage 
lot Output Leakage 


lec Vcc Supply Current eed , 


Backup Supply Voltage 


Le 
ze 
| OutputLowVoltage | 
Re 
ie 


Driven by Ext- 
ernal Clock Gen- 
erator 


Driven by Ext- 
ernal Clock Gen- 
erator 


lon = 250 vA 1 
lo, = +2.0 mA 1 


OV < Vy < +5.25V 
OVS Vy <+5.25V 


oA 
p10 [WA 


zr 
EE 


mA 
A 


Power Down Mode 


1. For Ag-A11, MDS, SYNC, SCLK and IACK on the Z8602 version, IQH = -100 uA and Io, = 1.0 mA. 


Test Load Circuits 


Voc 
2.1K 
FROM OUTPUT FROM OUTPUT 
UNDER TEST UNDER TEST 
150 pF T 
TEST LOAD 1 


T ° 


TEST LOAD 2 


Voc Vec Vcc 


CLOCK IN XTAL 2 


a CL = 15 pF MAX. 


100 XTAL 1 


ii Cy = 15 pF MAX. 


EXTERNAL CLOCK 
INTERFACE CIRCUIT 
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External I/O or Memory Read and Write Cycle 


8601/02 8601A/02A 
Symbol - Parameter | Min. | Min. | 


TdA(AS) Address Valid to ASt Delay | 50 | | 35 | | ns [12 
TAAS(A) | ASttoAddressFloatDelay ss | 60 | | 45 | S| ns S| S12 
TAAS(DR) | AS! toReadDataRequiredValid | | 320 | S| 220 | ns | 1.234 
TwAS | AStowWidth =| | TCTs | 
TAD) | AddressFloattoDSi | || CCTs |S 
TwDS 250 138 | | ons, | 12,3, 
TwOS | DS(Write)Lowwidth | to | | otto | Cds S|... 
TADS(D!) | DSitoReadDataRequired Valid || 200 | S| 130 | ns | 12.34 
ThOS(DI) _| ReadDatatoDS'HoldTime ss | Oo |] CS CdT CCTs ST 
TADS(A) | DSttoAddress Active Delay ss |_ 70 | ~~ | 45 | | ons | 1.23 
TADS(AS) | OSitoASiDelay | 0 | | TCTs S|. 


TAR/WIAS) | R/WValidtoAStDelay | 50—S| SCT CS ]St—“‘iRSCis Sf 
TdDS(R/W) | DSitoR/WNotvaid sss | oo | SCidTs ts | dT S| S28 
TdDO(DS) | Write Data Validto DS (Write) Delay | 50 | | 35 | | ns | 1,23 
TdDS(DO) | DSttoWrite DataNotValidDelay | 70 | | 45 | | ns | 1,23 


TdA(DR} Address Valid to Read Data 255 ca 1,2,3,4 
Required Valid 
TdAS(DS) | AS! to DS! Delay | so | | | 55 | ons | 


Notes: 

Test Load 1. 

Timing numbers given are for minimum TpC. 

Also see Clock Cycle Time Dependent Characteristics Table. 

When using extended memory timing add 2 TpC. 

All timing references use 2.0V for a logic ‘’1’’ and 0.8V for a logic “0”. 


7 a) 
ce 
[om) 
Ow 
rw 
2 uy 
= 
=o 
cw 
a. 


apo > 


, -A1; OR Ag-A 
DN 4 As-Aiy Ag-Ais >» 
TdAS(DI) TdDS(A) 


TwAS ea 


AS 
TdA(DS) 
TdDS(AS) 
bs TdR(AS) TdDS(R) 
TdW(AS) TADS(w) 
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Handshake pangereee mule 


oe rd Z8601A/ 
Symbol Parameter 02A Notes 


ie mone 
TsDI(DAV) Data In Set Up Time <TR Ed Ke le 
ThDIDAV) | DatalnHoldTime | 230 | | 160 pom 
TwDAV | Data Availablewidth | 75 | 12.0 | 
TADAVIK{RDY) OAM: input to RD! Daley 2 
TADAVOMRDY) | DAV! OutputtoRDYiDelay | 0 | | , 
TADAVIr(RDY) | DAV! Input to RDY! Delay | = | 175 | | 120 «| ons 1,2 
TdDAVOr(RDY) | DAVt Output to RDY! Delay or ae a ae 
Tebobav_| uw ou OAV! poy | so || so | 

o | 200 | o | 140 | ns 


=k 
io) 


TdRDY(DAV) RDY! Input to DAV! Delay 


Notes: 

1. Test Load 1. 

2. Input handshake. 

3. Output handshake 

4. All timing references use 2.0V for a logic ‘1’ and 0.8V for a logic “0”. 


DATA IN ‘ DATA IN VALID ’ 


Ts DI (DAV) TH DI (DAV) 


DAV . Tw DAV 
(INPUT) 


| Tq DAV If (RDY) Tq DAV Ir (RDY) 
RDY 
(OUTPUT) 


Input Handshake 


DATA OUT DATA OUT VALID . 
| Ta DO(DAV) | 


DAV 
(OUTPUT) 7 
Td DAV Of (RDY) —- Td DAV Or (RDY) 
RDY \ Tg RDY (DAV) 
(INPUT) \ 


Output Handshake ‘. _- 


Memory Port une 28602, 28603 


| Min. | Max. | Min. | Max. | 
| aaron vat wipetatnpatboiey || ago || 20 
PT tawintowtine PO 


TdA(DI) 
ThHDIKA) 
Notes: 

1. Test Load 2. 

2. This is a clock cycle dependent parameter. For clock frequencies other than maximum frequency use the following formula: 


Z8602 and 28603 = 5TpC — 165. 
Z8602A and Z8603A = 5TpC — 95. 


Ao—Ai1 


Do—D7 DON'T CARE DON'T CARE 


3-238 


Ordering Information 


Temperature Number 
Part Number Range of Pins Package 


Plastic 
Ceramic 
Ceramic 


Z8601 PS O°C to 770°C 40 
28601 CS O°C to +70°C 40 
28602 QS OC te+70°C 64 
Z8601A PS OC to +70°C. = 40 
Z8601A CS 0°C to +70°C 40 
Z8602A QS 0°C to +70°C 64 


Package Availability 40 Pin Ceramic 
40 Pin Cerdip 
40 Pin Plastic 


Notice Z8 and Z-bus are trademarks of Zilog, Inc. 


Plastic 


Ceramic 
Ceramic 
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Description 


8-Bit Single-Chip Microcomputer Circuit 
8-Bit Single Chip Microcomputer Circuit 
8-Bit Microcomputer Development Device 


12 MHz Single-Chip Microcomputer Circuit 
12 MHz Single Chip Microcomputer Circuit 
12 MHz Microcomputer Development Device 


op) 
oc 
_—) 
Own 
fc wr 
Ow 
=O 
=o 
oc 
oa 


Features 
e Prototyping version of Synertek Z8601 
e Piggyback 2716 EPROM program memory. 


e Pin-compatible with Z8601 masked-ROM for hardware 
debugging or low-volume production. 


Complete microcomputer on-chip 

128 bytes of on-chip data RAM 

32 1/0 lines 

Socket for 2716 4K x 8 EPROM 
Two 14-bit counter/timers. 
Duplex UART and baud-rate generator. 


Description 


The Synertek Z8603 Microcomputer Protopak Emulator is a 
ROM-less version of the Synertek 2K Z8 single-chip micro- 
computer. A removable 2716 EPROM plugged into the 24-pin 


Block Diagram 


OUTPUT INPUT XTAL AS OS R/W RESET 


MACHINE TIMING & 
INSTRUCTION CONTROL 


EXTERNAL 
EPROM 
PROGRAM 


TIMER! SS 


COUNTERS 
(2) 


REG. POINTER i 


REGISTER FILE 
124 x 8-BIT 


28603 


Microcomputer 
Protopak/-Emulator 


Vectored priority interrupt system. 

Up to 62K of external data memory. 

Up to 62K of external program memory. 

On-chip cyrstal, RC, or LC oscillator. 

High-speed instruction execution. 
Working-register operations = 1.5us 
Average instruction = 2.2us 

Single +5V supply voltage. 

All inputs/outputs TTL compatible. 


“piggy-back”’ socket atop the Z8603 allows pin-compatible 
emulation of the Z8601 masked-ROM version. 


Package Drawing 


2716 EPROM* 


* NOT INCLUDED 


v0 ADDRESS OR /0 ADDRESSI/DATA OR I/O 
(BITPROGRAMMABLE) (NIBBLE PROGRAMMABLE) (BYTE PROGRAMMABLE) 


*Z8 is a trademark of Zilog Inc. 


3-240 


Synertek. | 28603 


Ordering Information 


Temperature Number 
Range of Pins Package 


Part Number 
28603 


Description 


8-Bit Microcomputer Protopack Emulator 


ra) 
cc 
raz} 
= 
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Z8 Family of Single-Chip 
Microcomputers 


ertek. 


PRELIMINARY 


Features 


e Complete microcomputer with on-chip RAM, ROM and 
I/O 

— 128 bytes of on-chip RAM 

— 4K bytes of on-chip ROM 

— 32 1/0 lines 

Two programmable 8-bit counter/timers, each with a 
6-bit programmable prescaler 

Full-duplex UART clocked by an internal timer 
144-byte register file includes: 

— 124 general-purpose registers, each of which can 
be used as an accumulator, index register, storage 
element, address register or part of the internal 
stack 

— Four I/O port registers 

— Sixteen status and control registers 


Description 


The Z8 microcomputer introduces a new level of sophistica- 
tion to single-chip architecture. Compared to earlier 
single-chip microcomputers, the Z8 offers faster execution; 
more efficient use of memory; more sophisticated interrupt, 
input/output and bit-manipulation capabilities; and easier 
system expansion. 


OUTPUT INPUT XTAL AS DS R/W RESET 


MACHINE TIMING & 
INSTRUCTION CONTROL 


PROGRAM 
MEMORY 
2048 x 8-BIT 


NTER 
cou oo s REG. POINTER | 
REGISTER FILE PROGRAM 
Ps COUNTER 


INTERRUPT 124 x 8-BIT 


CONTROL 


ADDRESS OR 1/0 ADDRESS/DATA OR /0 
(BITPROGRAMMABLE) (NIBBI.E PROGRAMMABLE) (BYTE PROGRAMMABLE) 


Figure 1. Block Diagram 


Register pointer permits shorter, faster instructions to 
access one of nine working-register groups 
Vectored, prioritized interrupts for |1/O, counter/timers 
and UART 
Expandable bus interfaces up to 60K bytes each of 
external program memory and external data memory 
On-chip oscillator can be driven by a crystal, RC, LC or 
external clock source 
High-speed instruction execution 

— Working-register operations = 1.5 us 

— Average instruction execution = 2.2 us 

— Longest instruction = 5 us 
Low-power standby mode retains contents of general- 

purpose registers 

Single +5 V supply 
All 1/0 pins TTL compatible 


Under program control, the Z8 can be tailored to the needs 
of its user. It can be configured as a stand-alone microcom- 
puter with 4K of internal ROM, a traditional microprocessor 
that manages up to 120K of external memory, or a parallel- 
processing element in a system with other processors and 
peripheral controllers linked by the Z-Bus. In all configura- 
tions, a large number of pins remain available for |/O. 


Pin Description 


PO,-POZ, P19-P17, P2 -P2,, P3,-P3,. //O Port Lines 
(Input/Outputs, TTL compatible). These 32 lines are divided 
into four 8-bit |1/O ports that can be configured under pro- 
gram control for |/O or external memory interface. 


AS. Address Strobe (output, active Low). Address Strobe is 
pulsed once at the beginning of each machine cycle. 
Addresses are output via Ports O and 1 for internal and 
external program fetches and external data memory 
transfers. The addresses for all external program or data 
memory transfers are valid at the trailing edge of AS. Under 
program control, AS can be placed in the high-impedance 
state along with Ports O and 1, Data Strobe and Read/Write. 


DS. Data Strobe (output, active Low). Data Strobe is acti- 
vated once for each external memory transfer. 


R/W. Read/Write (output). R/W is Low when the Z8 is 
writing to external program or data memory. 


Copyright 1979 by Zilog, Inc. All rights reserved. No part of this publication may be reproduced, stored in a retrieval system, or transmitted, in 
any form or by any means, electronic, mechanical, photocopying, recording, or otherwise, without the prior written permission of Zilog. 


Reproduced by permission. 


*Z8 is a trademark of Zilog Inc. 
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Pin Description (Cont.) 


XTAL1, XTAL2.-Crysta/ 1, Crystal 2 (time-base input and 
output). These pins connect a series-resonant crystal (8 
MHz maximum), LC network, RC network or an external 
single-phase clock (8 MHz maximum) to the on-chip clock 
oscillator and buffer. 


RESET. Reset (input, active Low). RESET initializes the Z8. 
When RESET is deactivated, the Z8 begins program execu- 
tion from internal program location O00C,,. 


Vec 1 40 P3, 
XTAL2 2 39 P3, 
XTAL1 3 38 P2, 

P3, 4 37 P2, 

P3, 5 36 P2, 
RESET 6 35 P2, 

RIW 7 34 P2, 

DS 8 33 P2, 

AS 9 32 P2, 

P3, 10 31 P2, 

GND 11 30 P3, 

P3, 12 29 P3, 

PO, 13 28 P1, 

PO, 14 27 P1, 

PO, 15 26 Pt, 

PO, 16 25 Pt, 

PO, 17 24 P1; 

PO, 18 23 P12 

PO, 19 22 Pt, 

PO, 20 21 Pi, 


RESET Vec 
bie RW GND 
CONTROL DS XTAL1 janie 
AS XTAL2 
PO, P2, 
PO, P2, 
Po, P2, 
PORT 0 PORT 2 
(NIBBLE PO; P2, (BIT PRO- 
PROGRAMMABLE) GRAMMABLE) 
PO P2 
VO OR Ag-Ais 4 4 Me) 
PO, P2; 
PO, P2, 
PO, P2, 
Pty P3, 
P1, P3, 
P1, P3, PORT 3 
PORT 1 (FOUR INPUT; 
(BYTE Pt; P3, FOUR OUTPUT). 
PROGRAMMABLE) Pi, P3, SERIAL AND 
VO OR ADp-AD PARALLEL I/O 
i Pi; P3, AND CONTROL 
Pt, P3, 
| P1, P3, 


Figure 3. Pin Functions 
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Architecture 


Z8 architecture is characterized by a flexible 1/O scheme, 
an efficient register and address space structure and a 
number of ancillary features that are helpful in many 
applications. | 


Microcomputer applications demand powerful I/O capabili- 
ties. The Z8 fulfills this with 32 pins dedicated to input and 
output. These lines are grouped into four ports of eight lines 
each and are configurable under software control to provide 
timing, status signals, serial or parallel 1/O with or without 
handshake, and an address/data bus for interfacing exter- 
nal memory. 


Because the multiplexed address/data bus is merged with 
the |/O-oriented ports, the Z8 can assume many different 
memory and I/O configurations. These configurations range 
from a self-contained microcomputer to a microprocessor 
that can address 120K of external memory. 


The Z8 offers three basic address spaces to support this 
wide range of configurations: program memory (internal 
and external), data memory (external) and the register file 
(internal). The 144-byte random-access register file is com- 
posed of 124 general-purpose registers, 41/O port registers, 
and 16 control and status registers. 


To unburden the program from coping with real-time prob- 
lems such as. serial data communication and 
counting/timing, the Z8 offers an on-chip asynchronous 
receiver/transmitter (UART), and two counter/timers with a 
large number of user-selectable modes. Hardware support 
for the UART is minimized because one of the on-chip 
timers supplies the bit clock with selectable baud rates. 


Address Spaces 


Program Memory. The 16-bit program counter addresses 
64K bytes of program memory space. Program memory can 
be located in two areas: one internal and the other external 
(Figure 4). The first 4096 bytes consist of on-chip mask- 
programmed ROM. At addresses 4096 and greater, the Z8 
executes external program memory fetches. 


The first 12 bytes of program memory are reserved for the 
interrupt vectors. These locations contain six 16-bit vectors 
that correspond to the six available interrupts. 


Data Memory. The 4K Z8 can address 60K bytes of exter- 
nal data memory beginning at locations 4096 (Figure 5). 
External data memory may be included with or separated 
from the external program memory space. DM, an optional 
I/O function that can be programmed to appear on pin P3,, 
is used to distinguish between data and program memory 
space. 


Register File. The 144-byte register file includes four I/O 
port registers (RO-R3), 124 general-purpose registers (R4- 
R127) and sixteen control and status registers (R240-R255). 
These registers are assigned the address locations shown 
in Figure 6. 


3-243 


cm 
— 
Secente 
i 
dake! 
a, 
=, 
Noe * 
x 
a 


t 


Synertek. 


Address Spaces (Cont.) 


Z8 instructions can access registers directly or indirectly 
with an 8-bit address field. The Z8 also allows short 4-bit 
register addressing using the register pointer (one of the 
control registers). In the 4-bit mode, the register file is 
divided into nine working-register groups, each occupying 
sixteen contiguous locations (Figure 7). The register pointer 
addresses the starting location of the active working- 
register group. 


65535 FFFF 


EXTERNAL 
ROM OR RAM 


4096 


4095 OFFF 


ON-CHIP 


Location of 
first byte of 
instruction 
executed 
atter reset 


000C 


Interrupt 
Vector 
{Lower Byte) 


Intersupt 
Vector 
‘Upper Byte) 


Figure 4. Program Memory Map 


LOCATION IDENTIFIERS 

255 SPL 

254 SPH 

253 RP 

252 FLAGS 

251 IMR 

250 IRQ 

249. IPR 


248 Po1M 
247 Pam 
246 PaM 
248 PREO 
244 r0 
243 T1 PRESCALER PRE1 
242 11 
240 sio 


NO 
IMPLEMENTED 


127 


GENERAL-PURPOSE 
REGISTERS 


4 

3 P3 
2 P2 
4 P1 
0 PO 


Figure 6. The Register File 
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Stacks. Either the internal register file or the external data 
memory can be used for the stack. A 16-bit stack pointer 
(R254 and R255) is used for the external stack, which can 
reside anywhere in data memory between locations 4096 
and 65535. An 8-bit stack pointer (R255) is used for the 
internal stack which resides within the 124 general- 
purpose registers (R4-R127) 


65535 


EXTERNAL 
DATA 
MEMORY 


NOT ADDRESSABLE 


Figure 5. Data Memory Map 


The upper nibble of the register file address 
provided by the register pointer specifies 
the active working-register group. 


The lower 
nibble of 

the register 
file address 
provided by 
the instruction 
points to the 
specified - 
register. 


SPECIFIED WORKING. 
REGISTER GROUP 


REGISTER FILE 


Figure 7. The Register Pointer 
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1/O Ports 


The Z8 has 32 lines dedicated to input and output. These 
lines are grouped into four ports of eight lines each and are 
configurable as input, output or address/data. Under soft- 
ware control, the ports can be programmed to provide 
address outputs, timing, status signals, serial I/O, and 
paralled 1/O with or without handshake. All ports have 
active pull-ups and pull-downs compatible with TTL loads. 


Port 4 


Port 1 can be programmed as a byte I/O port or as an 
address/data port for interfacing external memory. When 
used as an |/O port, Port 1 may be placed under handshake 
control. In this configuration, Port 3 lines P33 and P3, are 
used as the handshake controls RDY1 and DAV1 (Ready 
and Data Available). 


Memory locations greater than 4096 are referenced 
through Port 1. To interface external memory, Port 1 must 
be programmed for the multiplexed address/data mode 
(AD,)-AD,). If more than 256 external locations are required, 
Port O must output the additional lines. 


Port 1 can be placed in the high-impedance state along with 
Port 0, AS, DS and R/W, allowing the Z8 to share common 
resources in multiprocessor and DMA applications. Data 
transfers can be controlled by assigning P3, as a Bus 
Acknowledge input, and P3, as a Bus Request output. 


PORT 1 
(VO OR ADy-AD;) 


DAV1 AND RDY 


HANDSHAKE CONTROLS 
1 
(P3, AND P3,) 


PORT 1 


Port 0 


Port O can be programmed as a nibble I/O port, or as an 


address port for interfacing external memory. When used as 
an !/O port, Port O may be placed under handshake control. 


In this configuration, Port 3 lines P3, and P3, are used as 
the handshake controls DAVO and RDYO. 


For external memory references, Port O can provide address 
bits Ag-A,, (lower nibble) or Ag-A,, (lower and upper nib- 
ble) depending on the required address space. If the address 
range requires 12 bits or less, the upper nibble of Port O can 
be programmed independently as I/O while the lower nib- 
ble is used for addressing. When Port O nibbles are defined 
as address bits, they can be set to the high-impedance state 
along with Port 1 and the control signals AS, DS and R/W. 
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PORT 0 
ie OR Ag-Ais) 


HANDSHAKE CONTROLS 
\ DAVO AND RDYO 
(P3, AND P3,) 


PORTO 


Port 2 


Each bit of Port 2 can be programmed independently as an 
input or an output, and is always available for |/O opera- 
tions. In addition, Port 2 can be configured to provide 
open-drain outputs. 


Like Ports O and 1, Port 2 may also be placed under handshake 
control. In this configuration, Port 3 lines P3, and P3, are 
used as the handshake controls lines DAV2 and RDY2. The 
handshake signal assignment for Port 3 lines P3, and P3, is 
dictated by the direction (input or output) assigned to bit 7 of 
Port 2. 


PORT 2(I/0) 


HANDSHAKE CONTROLS 
\ DAV2 AND RDY2 
(P3, AND P3,) 


PORT 2 


Port 3 


Port 3 lines can be configured as 1/O or control lines. In either 
case, the direction of the eight lines is fixed as four input 
(P3_-P33) and four output (P3,-P3,). For serial 1/0, lines P35 
and P3, are programmed as serial in and serial out 
respectively. 


Port 3 can also provide the following control functions: 
handshake for Ports O, 1 and 2 (DAV and RDY); four exter- 
nal interrupt request signals (IRQO-IRQ3); timer input and 
output signals (T\,, and Toyz) and Data Memory Select (DM). 


PORT 3 
(vO OR CONTROL) 


PORT 3 
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Serial Input/Output 


Port 3 lines P3, and P35 can be programmed as serial 1/0 
lines for full-duplex serial asynchronous receiver/transmitter 
operation. The bit rate is controlled by counter/timer 0, with a 
maximum rate of 62.5 kilobits per second. 


The 28 automatically adds a start bit and two stop bits to 
transmitted data (Figure 8). The Z8 can also provide odd parity. 
Eight data bits are always transmitted, regardless of parity 


TRANSMITTED DATA — NO PARITY 


[SP [SP] D,] Dg [0] Ds] Ds] Dz} Dy | Do] ST 


| aor BIT 
EIGHT DATA BITS 


TWO STOP BITS 


TRANSMITTED DATA — WITH PARITY 


[SP]SP] P ]6] Ds] 04) Ds] D2/ 0; | 04] sr 


| ar BIT 
SEVEN DATA BITS 
ODD PARITY 
TWO STOP BITS 


28611/Z8612 


selection. If parity is enabled, the eighth bit is the odd parity bit. 
An interrupt request (IRQ4) is generated on all transmitted 
characters. 


Received data must have a start bit, eight data bits and at least 
one stop bit. If parity is on, bit 7 of the received data is replaced 
by a parity error flag. Received characters generate the IRQ3 
interrupt request. 


RECEIVED DATA — NO PARITY 


}SP | D, | Dg | Ds | De] Ds | D2 | Dy | Do] ST 


| ae BIT 
EIGHT DATA BITS 


ONE STOP BIT 


RECEIVED DATA — WITH PARITY 


[SP] [05/05 [04] 03] D2] 01] Do | st 


| = START BIT 
SEVEN DATA BITS 


PARITY ERROR FLAG 
ONE STOP BIT 


Figure 8. Serial Data Formats. 


Counter/Timers 


The Z8 contains two 8-bit programmable counter/timers (Tp 
and T,), each driven by its own 6-bit programmable pres- 
caler. The T, prescaler can be driven by internal or external 
clock sources; however, the Tp prescaler is driven by the 
internal clock only. 


The 6-bit prescalers can divide the input frequency of the 
clock source by any number from 1 to 64. Each prescaler 
drives its counter, which decrements the value (1 to 256) 


that has been loaded into the counter. When the counter 
reaches the end of count, a timer interrupt request — IRQ4 


(To) or IRQS (T,) — is generated. 


The counters can be started, stopped, restarted to continue, 
or restarted from the initial value. The counters can also be 
programmed to stop upon reaching zero (single-pass mode), 


or to automatically reload the initial value and continue 
counting (modulo-n continuous mode). The counters, but 
not the prescalers, can be read any time without disturbing 
their value or count mode. 


The clock source for T, is user-definable and can be the 
internal microprocessor clock (4 MHz maximum) divided by 
four, or an external signal input via Port 3. The Timer Mode 
register configures the external timer input as an external 
clock (1 MHz maximum), a trigger input that can be 
retriggerable or non-retriggerable, or as a gate input for the 
internal clock. The counter/timers can be programmably 
cascaded by connecting the T, output to the input of T,. 
Port 3 line P3, also serves as a timer output (Toyz) through 
which To, T, or the internal clock can be output. 
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Interrupts 


The Z8 allows six different interrupts from eight sources: the 
four Port 3 lines P39-P33, Serial In, Serial Out, and the two 
counter/timers. These interrupts are both maskable and 
prioritized. The Interrupt Mask Register globally or individually 
enables or disables the six interrupt requests. When more 
than one interrupt is pending, priorities are resolved by a 
programmable priority encoder that is controlled by the Inter- 
rupt Priority Register. 

All Z8 interrupts are vectored. When an interrupt request is 
granted, the Z8 enters an interrupt machine cycle that dis- 
ables all subsequent interrupts, saves the program counter 
and status flags, and branches to the program memory vector 
location reserved for that interrupt. This memory location and 
the next byte contain the 16-bit address of the interrupt ser- 
vice routine for that particular interrupt request. 


The Z8 also supports polled systems. To accommodate a 
polled structure, any or all of the interrupt inputs can be 
masked and the Interrupt Request Register polled to deter- 
mine which of the interrupt requests needs service. 


Clock 


The on-chip oscillator has a high-gain, series-resonant ampli- 
fier for connection to a crystal or to any suitable external clock 
source (XTAL1 = Input, XTAL2 = Output). 


The crystal source is connected across XTAL1 and XTAL2, 
using the recommended capacitors (C, = 15 pF) from each 
pin to ground. The specifications for the crystal are as 
follows: . 


— AT cut, series resonant 
— Fundamental type, 12 MHz maximum 
— Series resistance Ro < 1000 


Power Down Standby Option 


The low-power standby mode allows power to be removed 
without losing the contents of the 124 general-purpose regis- 
ters. This mode is available to the user as a bonding option 
whereby pin 2 (normally XTAL2) is replaced by the Vim 
(standby) power supply input. This necessitates the use of an 
external clock generator (input = XTAL1) rather than a crystal 
source. 


The removal of power, whether intended or due to power 
failure, must be preceded by a software routine that stores the 
appropriate status into the register file. Figure 9 shows the 
recommended circuit for a battery back-up supply system. 
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TRICKLE 
CHARGE 


if 


Figure 9. Recommended Driver Circuit for Power 
Down Operation. 


Z8612 Development Device 


The 64-pin development version of the 4K 40-pin mask- 
programmed Z8 allows the user to prototype the system in 
hardware with an actual Z8 device, and develop the code 
that is eventually mask-programmed into the on-chip ROM 
of the 28611. 


The 28612 is identical to the Z8611 with the following 
exceptions: 


— The internal ROM has been removed. 


— The ROM address lines and data lines are buffered and 
brought out to external pins. 


— Control lines for the new memory have been added. 
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Z8612 Pin Description 


The functions of the Z8612 I/O lines, AS, DS, R/W, XTAL1, 
XTAL2 and RESET are identical to those of their Z8611 coun- 
terparts. The functions of the remaining 24 pins are as 
follows: 


Ap-A,,. Program Memory Address (outputs). Ap-A,, access 
the first 4K bytes of program memory. 


D,)-D7. Program Data (inputs). Program data from the first 4K 
bytes of program memory is input through pins Dy-D5. 


MDS. Program Memory Data Strobe (output, active Low). 
MDS is Low during an instruction fetch cycle when the first 
4K bytes of program memory are being accessed. MDS 
remains High during other program memory read cycles. 


SYNC. /nstruction Sync (output, active Low). This strobe out- 
put is forced Low during the internal clock period preceding 
the beginning of an opcode fetch. 


SCLK. System Clock (output). SCLK is the internal clock out- 
put through a buffer. The clock rate is equal to one-half the 
crystal frequency. 


IACK. /nterrupt Acknowledge (output, active High). [ACK is 
driven High in response to an interrupt during the interrupt 
machine cycle. 


on mn & WH = 


10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 


nN 
_ 


oOo wwNnnN NN NH DY DY ND 
yo O OBO ON DON & WN 


Figure 10. 28612 Pin Assignments. 
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Addressing Modes 


The following notation is used to describe the addressing 
modes and instruction operations as shown in the instruc- 
tion summary. 


IRR Indirect register pair or indirect working-register pair 
address 


Irr Indirect working-register pair only 

X Indexed address 

DA Direct address 

RA Relative address 

IM Immediate 

R_ Register or working-register address 

r Working-register address only 

IR Indirect-register or indirect working-register address 
Ir Indirect working-register address only 


RR Register pair or working register pair address 


Symbols 

dst Destination location or contents 
src Source location or contents 

ec Condition code (see list) 

@ Indirect address prefix 


SP Stack pointer (control registers 254-255) 
PC Program counter 

FLAGS Flag register (contro! register 252) 

RP Register pointer (control register 253) 


IMR Interrupt mask register (control register 251) 


Assignment of a value is indicated by the symbol “—"’. For 
example, 
dst — dst + src 


indicates that the source data is added to the destination 
data and the result is stored in the destination location. The 
notation “addr(n)” is used to refer to bit ‘’n’’ of a given loca- 
tion. For example, 

dst (7) 
refers to bit 7 or the destination operand. 
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Control Register R252 contains the following six flags: Affected flags are indicated by: 


TWO-BYTE INSTRUCTIONS 


THREE-BYTE INSTRUCTIONS 


Figure 11. Instruction Formats. 
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C Carry flag V Overflow flag O Cleared to zero 
Z Zero flag D Decimal-adjust flag 1 Set to one 
S Sign flag H_ Half-carry flag * Set or cleared according to operation 
— Unaffected 
X Undefined 
Condition Codes | 
Condition Codes 7 
Value Mnemonic Meaning Flags Set 
1000 Always true --- 
0111 c Carry C=1 
1111 NC No Carry C=0 
0110 Z Zero Z=1 
1110 NZ Not zero Z=0 
1101 PL Plus S=0 
0101 MI Minus S=1 
0100 OV Overflow V=1 
1100 NOV No overflow V=0 
0110 EQ Equal Z=1 ee 
1110 NE Not equal Z=0 eo 
1001 GE Greater than or equal (S XOR V)=0 = 2 
0001 LT Less than (S XOR V)= 1 = = 
1010 GT Greater than [Z OR (S XOR V)] =O = 
0010 LE Less than or equal [Z OR (S XOR V)] = 1 oe 
1111 UGE Unsigned greater than or equal C=0 
0111 ULT Unsigned less than C=1 
1011 UGT Unsigned greater than (C=O andZ=0)=1 
0011 ULE Unsigned less than or equal (C or Z)=1 
0000 Never true a8 
Instruction Formats. 
OPC CCF, DI, El, IRET, NOP, 
RCF, RET, SCF 
| _dst_[ opc | INC r 
ONE-BYTE INSTRUCTIONS 
| opc { MODE | CLR, CPL, DA, DEC, 
on [111 Oo] deuere] DECW. INC. INCW. PoP, Pec oit AC LOR She SUBS 
RRC, SRA, SWAP | | sre as W110] sc | tom tM XOR 
JP, CALL (Indirect) oer ae ee) a 
| dst | ORR 
| Sadeee, op [ropa] 10, OR, Shc, SUB, 
oe . ice oe 
| MODE | oPc | Lo 
a Spee ee Ce 
joe ee | Poe [uose Tore tp 
LD 
cn src/dst OR | [cc OPC JP 
PAY 
| _dst_| orc | LD DA, 
opc CALL 
Tascc | opc | DJNZ, JR 
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Z8 Opcode Map 


Lower Nibble (Hex) 


10,5 << ; 10,5 10,5 


0 ADD ADD ADD} ADD 
ri,Ir2 | R2, Ri eg . Ri,IM | IRi,IM 


10,5 ape a 10,5 10,5 

l ADC ADC | ADC 
R2, Ri aes R; | Ri,IM | IRi,IM 

16,5 10,5 10,5 10,5 

2 SUB | SUB | SUB; SUB 
R2,Ri | IR2,Ri | Ri,IM | IRi,IM 

, 10,5 10,5 10,5 10,5 

3 JP SBC | SBC | SBC | SBC 
R2,Ri | IR2,R: | Ri,IM | 1Ri,1M 

. se 5 : 10,5 10,5 

4 “OR OR 
Oe 4 ee Ri,IM | IR1,1M 

10,5 10,5 10,5 10,5 

§ AND | AND } AND | AND 
R2,R. | {R2,Ri | Ri,1M | IRi,1M 

10,5 10,5 10,5 

6 TCM | TCM | TCM 


% IR2,Ri | Ri,IM | IRi,IM 
= 10,5 10,5 
<7 ™ | T 
a Ri,I1M | IRi,IM 
= 10,5 | 10,5 
x 8 DECW | DECW | LDE 
a RR} IRi ri, Irr2 
=) . 
12,0 
9 LDE 
r2, Irri 
10,5 10,5 e 7 co 5 
A INCW | INCW 
RR, IRi ri,r2. | ru, - BS is ae R; — a IRi, ae 
; 10,5 10,5 10,5 
B XOR | XOR | XOR 
IR2,Ri | Ri,IM | IRi,IM 
oe 0 ‘ 
Cc ARC me LDCI 
IR; ri, agi Iri,Irr2 
ine 0 18.5 20,0 20,0 
D LDCI | CALL* CALL 
12, a Ir2, Irry IRR £2) Xi; a 
6, 6, 10,5 10,5 10,5 10,5 
E RR es LD LD LD LD 
IRi R2,Ri {IR2,Ri | Ri, IM | IRi,1M 
10, 
F SWAP ve 
Ri IRi ie 12 Ra, ee 
Bytes Per 2 3 
Instruction 


Lower Opcode Nibble 


Execution Cycles Pipeline Cycles 


Upper Opcode Nibble—» A Mnemonic 


First Operand | Second Operand 


*2-byte instruction; fetch cycle appears as a 3-byte instruction. 
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Legend: 

R = 8-Bit Address 

r = 4-Bit Address 

Ri or r; = Dst Address 
R2 or r2 = Src Address 


Sequence: 
Opcode, First Operand, Second Operand 


Note: The blank areas are reserved 
instructions. 
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Instruction Instruction _Addr Mode Opcode Flags Atfected Instruction _Addr Mode Opcode Flags Affected 
and Operation yte —————_ ation -.. — Byte ————— 
Summary dst src (Hex) CZSVDH and Operation dst src (Hex) CZSVDH 
ADC dst,src (Note 1) 1G + e+ & « O * LDEI dst,src If Irr 83 = 6 ee ee 
dst — dst + src + C dst — src rr Ir 93 
ADD dstsrc_. (Note 1) (i + #4 Oe ie IN 5, ee 
dst — dst + src NOP | rs 
AND dst,src (Note l) «°.. 50 -** Q-- OR dst,src (Note 1) 4 -*# Q-- 
dst — dst AND src. dst — dst OR src 
CALL dst DA D6 --~---- POP dst R Se ee ae 
SP — SP -2 IRR D4 dst — @SP IR 5] 
@SP — PC; PC — ast . SP —- SP + 1 
CGF EF *---- PUSH src R 70 ------ 
C-NOTC SP —SP-1; @SP — src IR 71 
CLR dst R BO ------ RCF CF O----- 
dst — 0 IR Bl C-0 
COM dst ‘R 60 - ++ Q-- RET . Ae eee 
dst — NOT dst IR 61 PC — @SP; SP-—~SP +2 
CP dst,src . (Note 1) AU ts *# ee RL dst gece 2! 90 a or 
dst - src IR 9] 
DA dst R (© #2¢he< 4 Hedi =k i “**#e#e0 
dst — DA dst IR 4] Lael Tp 11 
DEC ast R 00 = eS RR dst = _ R EQ: a 
dst — dst - 1 IR 01 PT" IR a 
DECW dst RR 80 = 2 me RRC dst [| ——]|R Co eee eee 
dst — dst - 1 IR 8] PIR Cl ns 
a oa RAE aE ee 
DI we 2 toe oe SBC dst,src (Note 1) 30) xe ee ] oF 
IMR (7) — 0 dst — dst -src-C Kn 
a iste Se de re ee ea Ou 
DJNZ r,dst RA rA =~ ---- = SCF DF eS: see ee ee —— 
repel . r=0-F C =] a 
ifr #0 PC —PC + dst SRA di =———)kR dO OL : a 4 
R : +127, -128 s LE ee 
EI | .c sat eee ee 
IMR (7) — 1 . SRP src IM 310 = Se ees 
rere rere reer cee eeaetieirnioenreem RP — src 
INC dst ry rE —- * € eo ssc ieee iil cseetimsremelieseefeamstanennssibinmenemnisinanininie 
dst — dst + 1 r= 0-P SUB dst,src (Note 1) 20 * ee we ] 
R 20 dst — dst = sre 
| SWAP dst “opty A FO X**x-- 
INCW ast RR | AQ -+*#4#4-- C7 IR Fl 
dst— dst +) 00 ROA TEM ast sre (Note 1) sO -+*+0-- 
IRET BF kk ek ek (NOT dst) AND src 
FLAGS — @SP; SP-—SP +1 mamciiea. ~ tana ‘er. « 2 oc 
; TM ast,src (Note 1) ie - * *Q-- 
PC — @SP; SP — SP + 2; IMR(7) —1 . Act BND ane 
yo DA 2) ae XOR dst,src (Noel) BO -+*+#0-- 
ie c=0-F dst — dst XOR src 
PC — dst IRR 30 
JR cc,dst RA cB ------ 
if cc is true, c=0-F 
PC — PC + dst Note 1 | 
Range: +127,-128 0 These instructions have an identical set of addressing 
LD dst,src r IM _ a modes, which are encoded for brevity in this table. The 
dst — src r R r8 higher opcode nibble is found in the instruction set table 
R r r9 above. The lower nibble is expressed symbolically by a __ 
r=0-F in the table above, and its value is found in the following 
r x Ci table to the right of the applicable addressing mode pair. 
x : ce For example, the opcode of an ADC instruction using 
r Ir E3 ‘ 
. . F3 the adaressing modes r idestination) and Ir (source) is 13. 
R R E4 
R IR ES 
RIM E6 Addr Mode Lower 
IR IM EZ Opcode Nibble 
IR R F5 ot = 
LDC dst,src r Irr C2 ------ . i (2) 
dst - src Irr r D2 . r Ir 
LDCI dst,src Ir Irr C3 ------ R R [4] 
dst + src ey Ir D3 R IR (5) 
r-rt+1; r—-rr+1 ; R IM 6] 
LDE dst,src r Irr 82 ------ 7 
dst — src Irr r 92 i mm 
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Z8 Control Registers 


R240 SiO 
SERIAL 1/O REGISTER 
(FO,,; READ/WRITE) 


Oy GO: Oe Dy. Os By 0-6, 
i ae DATA (D, = LSB) 


R241 TMR 
TIMER MODE REGISTER 
(F1,,; READ/WRITE) 


Oy Os Dy Dy Oy Oy .Di By 


EXTERNAL CLOCK INPUT = 00 
GATE INPUT = 01 


Tour MODES lo = NO FUNCTION 
RESERVED = 00 1 = LOAD T, 
, one = 0 = DISABLE T, COUNT 
INTERNAL CLOCK OUT = 11 1 = ENABLE T, COUNT 
0 = NO FUNCTION 
T,y MODES eae 
0= 
1 


DISABLE T, COUNT 


TRIGGER INPUT = 10 = ENABLE T, COUNT 


(NON RETRIGGERABLE) 
TRIGGER INPUT = 11 
(RETRIGGERABLE) 


R242 71 
COUNTER TIMER 1 REGISTER 
(F2,,; READ/WRITE) 


| T, INITIAL VALUE (WHEN WRITTEN) 
(RANGE 1 256 DECIMAL 01 00 HEX) 


T, CURRENT VALUE (WHEN READ) 


R243 PRE1 
PRESCALER 1 REGISTER 
(F3,,; WRITE ONLY) 


D, Ds Dy Dy 0D; D2 D, Dy 


| couns MODE 
0 = T, SINGLE-PASS 
1 = T, MODULO-N 


CLOCK SOURCE 


0 TT, EXTERNAL TIMING INPUT OP32 INPUT P35 


(Ty) MODE 
1 T, INTERNAL 
PRESCALER MODULO 


(RANGE: 1-64 DECIMAL 
01-00 HEX) 
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R244 To 
COUNTER/TIMER O REGISTER 
(F4.,; READ/WRITE) 


GO, Dy 0 -6,-B, Os B 0, 


| : Ty INITIAL VALUE (WHEN WRITTEN) 
(RANGE: 1 256 DECIMAL 01 00 HEX) 


T, CURRENT VALUE (WHEN READ) 


R245 PREO 
PRESCALER O REGISTER 
(F5,,; WRITE ONLY) 


D Dy. Dy By Oy Oy Dy. Dy. 


| counr MODE 
0 = Ty SINGLE-PASS 
1 = T,, MODULO-N 


RESERVED . 


PRESCALER MODULO 
(RANGE: 1-64 DECIMAL 
01-00 HEX) 


R246 P2M 
PORT 2 MODE REGISTER 
(F6,,; WRITE ONLY) 


D, Dg Ds Dy; D3; D2! D; | Do) 


| P2,) P2; 10 DEFINITION 
0 DEFINES BIT AS OUTPUT 


1 DEFINES BIT AS INPUT 


R247 P3M 
PORT 3 MODE REGISTER 
(F7,,; WRITE ONLY) 


|B, | Dg Os | Dy; Dy! Dz: D, | Dy 
| 0 PORT 2 PULL-UPS OPEN DRAIN 
1 PORT 2 PULL-UPS ACTIVE 
RESERVED 


OUTPUT 


1P32  DAVO/RDYO P35 RDYO/DAVO 
00 P33. INPUT P34 OUTPUT 
01 
19) °33 INPUT P34 «OM 
11 P33 DAVI/RDY1 P34 RDY1I/DAV1 
0 P31 INPUT (Ty) P36 OUTPUT (Toyz) 
1 P31 DAV2Z/RDY2 P36 RDY2/DAV2 
0P30 INPUT P37. OUTPUT 
1P30 SERIALIN P37 SERIAL OUT 
0 PARITY OFF 
1 PARITY ON 
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R248 PO1M 
PORT 0 AND 1 MODE REGISTER 
(F8,,; WRITE ONLY) 


PO,-P0, MODE | | P0,)-P0, MODE 
OUTPUT = 00 00 = OUTPUT 
INPUT = 01 01 = INPUT 
Ay2-Ais = 1X 1X = Ag-A,, 
EXTERNAL MEMORY TIMING STACK SELECTION 
NORMAL = 0 0 = EXTERNAL 
EXTENDED = 1 1 = INTERNAL 
Pi9-P1, MODE 
00 = BYTE OUTPUT 
01 = BYTE INPUT 


10 = AO,-AD, 


11 = HIGH IMPEDANCE ADo-AD7, AS, DS, R/W, 


As-Ai1, Ai2-A1s IF SELECTED 


R249 IPR 
INTERRUPT PRIORITY REGISTER 
(F9,,; WRITE ONLY) 


RESERVED _] 
IRQ3, IROS PRIORITY (GROUP A) 
0 = IRQS > IRQ3 


INTERRUPT GROUP PRIORITY 
RESERVED = 000 


C>A>B = 001 

A>B>C = 010 

1 = IRQ3 > IRQS A>C>B-= 011 

B>cCc = 100 

IRQO, IRQ2 PRIORITY (GROUP B) Cc : B : : = 101 
0 = IRQ2 > IRQQ B>A>C = 110 

1 = IRQO > IRQ2 RESERVED = 111 


IRQ1, IRQ4 PRIORITY (GROUP C) 
0 = IRQ1 > IRQ4 
1 = IRQ4 > IRQ1 


R250 IRQ 
INTERRUPT REQUEST REGISTER 
(FA; READ/WRITE) 


ae aaa 


RESERVED IRQO = P32 INPUT 


(RQ1 = P33 INPUT 

IRQ2 = P3, INPUT 

IRQ3 = P3q INPUT, SERIAL INPUT 
1RQ4 = To, SERIAL OUTPUT 

IRQS = Ty 


R251 IMR 
INTERRUPT MASK REGISTER 
(FB,,; READ/WRITE) 


es 


1 ENABLES IRQO-IROS 
(Dp = IRQO) 


RESERVED 


1 ENABLES INTERRUPTS 
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R252 FLAGS 
FLAG REGISTER 
(FC,,; READ/WRITE) 


USER FLAG F1 

USER FLAG F2. 

HALF CARRY FLAG 
DECIMAL ADJUST FLAG 
OVERFLOW FLAG 

SIGN FLAG 

ZERO FLAG 

CARRY FLAG 


ir 


R253 RP 
REGISTER POINTER 
(FD; READ/WRITE) 


| Lone CARE 
OON'T CARE 
DON'T CARE 


DON'T CARE 


R254 SPH 
ST.iCK POINTER 
(FE,,: READ/WRITE) 


[e:]o.[0s[o.]05[o.[0. [o. 
STACK POINTER UPPER 


BYTE (SP,-SP,s) 


| 


R255 SPL 
STACK POINTER 
(FF,,; READ/WRITE) 


| STACK POINTER LOWER 


BYTE (SP,-SP,) 


om) 
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Absolute Maximum Ratings 


Voltages on All Inputs and Outputs 


with Respect to Ground ............. -0.3V to +7.0V 
Operating Ambient Temperature ......... O°C to +/0°C 
Storage Temperature .............0.. -65°C to +150°C 


28611/Z8612 


Stresses greater than those listed under “Absolute Maxi- 
mum Ratings’’ may cause permanent damage to the device. 
This is a stress rating only; operation of the device at any 
condition above those indicated in the operational sections 
of these specifications is not implied. Exposure to absolute 
maximum rating conditions for extended periods may affect 
device reliability. 


Standard Test Conditions 


The characteristics below apply for the following standard 
test conditions, unless otherwise noted. All voltages are 
referenced to GND. Positive current flows into the reference 
pin. Standard conditions are as follows: 


— +4.75V < Veg <5.25V 
— GND=0Vv 
— 0°C<T,<+70°C 


DC Characteristics 


Clock Input High Voltage 


Clock Input Low Voltage 


Driven by Ext- 1 
ernal Clock Gen- 
erator 


Driven by Ext- 
ernal Clock Gen- 
erator 


| | 


Ven Reset Input High Voltage 
Ver Reset Input Low Voltage 
Vou Output High Voltage 


VoL Output Low Voltage 

We Input Leakage 
Output Leakage 

lip | Reset Input Current 


lec Vec Supply Current 
IMM Vum 2upply Current 
Vim Backup Supply Voltage 


p08 
a 
- oa 


Ss 
i 


lon = 250 pA 1 
=+2.0 mA 1 

+10 uA | OV<SV,< +5.25V 

OV <V, < +5.25V 


Pa 


ui 
fo) 
= 
5 


1. For Aj-A,,, MDS, SYNC, SCLK and IACK on the Z8612 version, I,, =-100 vA and Ip, = 1.0 mA. 


Test Load Circuits 


2.1K 


Voc Vec Vec 


18K 


CLOCK IN XTAL 2 
FROM OUTPUT FROM OUTPUT CL = 15 pF MAX 
UNDER TEST UNDER TEST — 
150 pF i 50 pF v' XTAL 1 
| | ‘i CL = 15 pF MAX, 
BS oe EXTERNAL CLOCK 
TEST LOAD 1 TEST LOAD 2 INTERFACE CIRCUIT 
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External I/O or Memory Read and Write Cycle 


Symbol eer | Min. | Max. | Min. | Max. | Notes 


TAAAS) | Address ValidtoAStDelay ss | 50 | | 58 | Tons, |. 
THAS(A) | ASttoAddressFloatDelay Ss | 70 | Ts TT ns 2 
TAAS(DR) | ASItoReadDataRequiredValid |_| 360 | |_220 | ns | 1,234 
TwAS | AStowWidth | | TTT is Tt 


TdAz(DS) | AddressFloattoDSi | | CT Tins Tt 
TwDSR pee Reed i 1,2,3,4 


Twosw___| DS(Write)Lowwidth | to | | otto | | sons S| 1.2.3,4 
TaDSR(DR) [eSichesston ena [Pape [fa 1,2,3,4 
ThDR(DS) | ReadDatatoDSiHoldTime | _o {| { o | | 1 
TdDS(A) Cea es a ee 1,2,3 
TADS(AS) 5 to AS! Delay | 7o | | 5 | | ms | 123 
TdR/WIAS) | 50 | | 30 | | ons | 123 
TdDS(R/W) | DSttoR/WNotvaiid ==» -sss/§ 3S | eo | | 85 SO] Sid ns S|. 
TdDW(DSW) -Wiete bata aldo DS wate) {Delay _|_so_} __}_a5_|_{_s_ 1,2,3 
TdDS(DW) 1.2.3 
ie ie el 

Required Valid | wn 
TdAs(Ds)_| ASttoDSiDelay Ci] S| S| CTs oe 
Notes: ae 
1. Test Load 1. . Sh 
2. Timing numbers given are for minimum TpC. a. 


3. Also see Clock Cycle Time Dependent Characteristics Table. 
4. When using extended memory timing add 2 TpC. 
5. All timing references use 2.0V for a logic ““1"’ and 0.8V for a logic “0”. 


pea 
DM 4 Ae 11 As 15 > 


TdAS(DI TdDS(A) 


KS TwAS 
TdDS(AS) 
bs TdR(AS) TdDS(R) 
TdW(AS) : TdDS(w) 
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Clock Cycle Dependent Characteristics 


Symbol 12 MHz Symbol | 8MHz |  12MHz 
TdA(AS) | TpC—75 TpC — 50 TdDS(AS) TpC — 30 
TdAS(A) TpC — 55 Tpc — 40 TdR/WAS) TpC — 55 
TdAS(DR) | 4TpC—140* | 4TpC—110* TdDS(R/W) TpC — 50 
TWAS TpC — 45 TpC — 30 TADW(DSW) TpC — 50 
TwDSR 3TpC —125* | 3TpC—65 TaDS(DW) Tpc — 40 


TwDSW 2TpC — 90* 2TpC — 55* TdA(DR) 5TpC — 215* | 5TpC— 160* 
TdDSR(DR) | 3TpC—175* | 3TpC— 120* | TdAS(DS) TpC — 45 TpC — 30 
Td(DS)A TpC — 55 Tpc — 40 


* Add 2TpC when using extended memory timing. 


Additional Timing Table 


Symbol Parameter | Min. | Max. | Min. | Max. | Notes 
Tw Input Clock Width | 37 | | 26 fons 1 


al Daas el Tel [Te 
. 8 8 
Tr Tin, Tf Tin Timer Input Rise and Fall Times sf too || 100 | 2 


Notes: 

1. Clock timing reference uses 3.8V for a logic “1 and 0.8V for a logic ‘‘O”’. 
2. Timing reference uses 2.0V for a logic “1° and O.8V for a logic ‘’O”’. 

3. Interrupt request via Port 3. . 


CLOCK 


Trc TIC 


SCLK 


TdSC(AS) TdSC(AS) 


AS INTERRUPT — 
SAMPLED . SAMPLED -+#—+| 
DS READ CYCLE \*— WRITE CYCLE 


Twit TwlH 
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Handshake Timing 


Z8611/ Z861 
Symbol Parameter U4 12 Notes 


1A/ 
A 
| Min. | Max. | Min. | Max. | 


TsDIDAV) | _Datainsetuptime | | | Ts 
TRDIDAV) | DatainHoldTime | 230 | | 60 | ons 
TwDAV | Data Availablewidth | 75 | | 120 | ons 


TADAVI(RDY) | DAV! Input to RDY! Delay | tvs | | 120 | ns [| 12 


pons | 13 
TdDAVIr(RDY) | DAV! Input to RDYt Delay || 175 |] 120 «| ons | 12 
TdDAVOL(RDY) | DAV! Output to RDYt Delay Fo | —6f oo [lf ls | 18 
TdDO(DAV) Data Out to DAV! Delay | 50 | | 30 | |ons | 1 
TdRDY(DAV) RDY! Input to DAV! Delay | Oo | 200 | o | 140 | ns | 1 


Notes: 

1. Test Load 1. 

2. Input handshake. 

3. Output handshake 

4. All timing references use 2.0V for a logic ‘1’ and 0.8V for a logic “0”. 


DATA IN ‘ DATA IN VALID ) 


Ts DI (DAV) TH DI (DAV) 


S 
ce 
ee 1 & 
DAV Tw DAV = Jp) 
(INPUT) pet 
Tq DAV If (RDY) Ta DAV Ir (RDY) —— 
o 
RDY 
(OUTPUT) 
Input Handshake 
DATA OUT DATA OUT VALID 
Tg DO(DAV) 
DAV 
(OUTPUT) 
Td DAV Of (RDY)— Tg DAV Or (RDY). 
RDY \ Ta RDY (DAV) 
(INPUT) 


: | 
Output Handshake ‘~ _- 


Memory Port Timing 286412, 28613 


Address Valid to Datalnput Delay 
Data In Hold Time 


28612A 


Min. 
|__| 320 | 
a 


ThDI(A) 


Notes: 
1. Test Load 2. 


2. This is a clock cycle dependent parameter. For clock frequencies other than maximum frequency use the following formula: 
Z8612 and Z8613 = 5TpC — 165. 
Z8612A and Z8613A = 5TpC — 95. 


Ao—Ai11 


Do—D7 DON'T CARE DON'T CARE 
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28611/Z8612 


Package Availabilify 40 Pin Ceramic 


40 Pin Plastic 


Ordering Information 


Part Number 


Z8611 PS 
28611 CS 
28612 QS 


Z8611A PS 
Z8611A CS 
Z8612A OS 


Temperature Number | 
Range of Pins Package Description 


O°C to +70°C 40 Plastic 8-Bit Single-Chip Microcomputer Circuit 
0°C to +70°C 40 Ceramic 8-Bit Single Chip Microcomputer Circuit 
0O°C to+70°C 64 Ceramic 8-Bit Microcomputer Development Device 
O°’ C 16 +70" C 40 Plastic 12 MHz Single-Chip Microcomputer Circuit 
O° C to+-70°C 40 Ceramic 12 MHz Single Chip Microcomputer Circuit _ 
O°Cio+70°C 64 Ceramic 12 MHz Microcomputer Development Device 


} 


3-258 


28613 


Microcomputer 
Protopak-Emulator 


Features 


Prototyping version of Synertek 8611 Vectored priority interrupt system. 
Piggyback 2732 EPROM program memory. Up to 60K of external data memory. 
Pin-compatible with Z8611 masked-ROM for hardware Up to 60K of external program memory. 
debugging or low-volume production. On-chip cyrstal, RC, or LC oscillator. 
Complete microcomputer on-chip High-speed instruction execution. 

128 bytes of on-chip data RAM Working-register operations = 1.5us 

32 1/0 lines Average instruction = 2.2us 

Socket for 2732 4K x 8 EPROM Single +5V supply voltage. 


Two 14-bit counter/timers. All inputs/outputs TTL compatible. 
Duplex UART and baud-rate generator. 


Description 


The Synertek Z8613 Microcomputer Protopack Emulator is 24-pin “piggy-back” socket atop the Z8613 allows pin- 
a ROM-less version of the Synertek 4K Z8 single-chip compatible emulation of the 28611 masked-ROM version. 
microcomputer. A removable 2732 EPROM plugged into the 


(7 ) 
co 
a) 
Sow 
Cw 
CO wi 
=o 
oc 
a 


Block Diagram Package Drawing 


OUTPUT INPUT XTAL AS OS R/W RESET 


| 


MACHINE TIMING & 
INSTRUCTION CONTROL 2732 EPROM* 


EXTERNAL 
EPROM 
PROGRAM 


MEMORY 
TIMER/ 


COUNTERS 
(2) REG. POINTER i 


REGISTER FILE 
INTERRUPT 124 x 8-BIT 
CONTROL 


* NOT INCLUDED 


vo ADDRESS OR I/O ADDRESSI/DATA OR 1/0 
(BITPROGRAMMABLE) (NIBBLE PROGRAMMABLE) (BYTE PROGRAMMABLE) 


*Z8 is a trademark of Zilog Inc. 
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Ordering Information 


Temperature Number 
Part Number Range of Pins Package Description 
28613 O°C to +70°C | 40 | Ceramic 8-Bit Microcomputer Protopack Emulator 


Z28613A 0° Cto+70°C 40 Ceramic 12 MHz Microcomputer Protopack Emulator 
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Features 


0 Complete microcomputer with on-chip 
RAM, ROM and I/O 
o 64 bytes of on-chip RAM 
o 1K bytes of on-chip ROM 
o 3011/0 lines 


O Subset of Z8 instruction set 


O Only 2 pins differ from those of Z8 
offering easy upgrade 


O One programmable 8-bit counter/timer 
with a 6-bit programmable prescaler 


O Ability to force all program memory 
fetches to reference external memory 


0 75-byte register file includes: 

o 60 general-purpose registers, each of 
which can be used as an 
accumulator, index register, storage 
element, address register or part of 
the internal stack 

o FourI/O port registers 

o Eleven status and control registers 
for programming and polling the 
Z8S Microcomputer 


O Register pointer permits shorter, faster 
instructions to access one of five 
working-register groups 


QO Vectored interrupts for I/O and 
counter/timers 


O Expandable bus interfaces up to 4K 
bytes of external program memory and 
3K bytes of external data memory 


O On-chip oscillator can be driven by a 
crystal, RC, LC or external clock source 


Description 


The Z8S microcomputer introduces a 
new level of sophistication to low-end 
single-chip architecture. It retains the 
power and versatility of the Z8 
architecture while halving the ROM and 
RAM. Compared to earlier low-end 
single-chip microcomputers, the Z8S 
offers faster execution, more efficient use 
of memory, more sophisticated I/O and 
bit-manipulation capabilities, and easier 
system expansion. 

Under program control, the Z8S can be 
tailored to the needs of its user. It can be 
configured as a stand-alone 


*Z8 is a trademark of Zilog Inc. 


Z8S MCU 
Microcomputer 


OUTPUT INPUT Voc GND 


MACHINE TIMING & 
PORT 3 INSTRUCTION CONTROL 


PROGRAM 
MEMORY 
1024 x 8-BIT 


REG. POINTER i 
REGISTER FILE PROGRAM 
60 x 8-BIT a COUNTER 


a ors 
vo ADDRESS OR 1/0 ADDRESS/DATA OR I/0 
(BITPROGRAMMABLE) (NIBBLE PROGRAMMABLE) (BYTE PROGRAMMABLE) 


TIMER/ 
COUNTER i 


Figure 1. Z8S Block Diagram 


O High-speed instruction execution 


o Working-register operations = 1.5 ys 
o Average instruction execution = 
2.2 us 
o Longest instruction = 4.25 us 
O Optional low-power standby mode 
retains contents of general-purpose 
registers 


0 Single +5V supply 
0 All pins TTL compatible 


microcomputer with 1k of ROM and 30 
I/O lines. If the user needs more program 
or data memory, some of the I/O pins 
may be traded off as external address 
lines. Thus, the Z8S may also address up 
to an extra 3k of external program or 
external data memory (or both for 6 
external kilobytes). Programs that grow 
beyond these bounds are best served by 
the Z8. The Z8 and Z8S differ only in two 
pins, interrupt vectors, and some on-chip 
resources (memory, timer, UART, 
options). 
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Pin POo-PO7, Plo-Ply7, P2o-P27, P3o-P35. 1/0 external memory. Port 1 and Port O 
Description Port Lines (Input/Outputs, TTL (bits 0-3) forced into address/data 
. compatible). These 30 lines are divided mode and not available for I/O port 
into three 8-bit I/O ports and one 6-bit operation. 
1/0 pork: INT. Interrupt (input, active Low). A 
NOTE: Pin 4 may be bonded out as I/O high-to-low transition on INT generates 
port line P3s or register file back-up an interrupt request. 
power supply Vmm at user option. R/W. Read/Write (output). R/W is Low 
AS. Address Strobe (output, active when the Z8S is writing to external 
Low). Address Strobe is pulsed once program or data memory. 
for internal and external program XTAL1, XTAL2. Crystal 1, Crystal 2 (time- 
fetches and external data memory base input and output. These pins 
transfers. The addresses for all external connect a series-resonant crystal (8 
program or data memory transfers are MHz maximum), LC network, RC 
valid at the trailing edge of AS. Under network or an external single-phase 
program control, AS can be placed in clock (8 MHz maximum) to the on-chip 
the high-impedance state along with alee oscillator and butler. 
Ports O and 1, Data Strobe and ————— a 
Regd Write: RESET. Reset (input, active Low). RESET 
=< initializes the Z8S. When RESET is 
DS. Data Strobe (output, active Low). deactivated, the Z8S begins program 
Data Strobe is activated once for each execution from internal program 
external memory transfer. location 0044. 
EA. External Access (input, active 
High). Activating External Access RESET 
forces all program fetches to come from aig 
rma} 05 ve 
Veo 1 40 Pa, CONTROL EA GND 
XTAL2 2 39 P3o iNT XTAL1 \croex 
XTAL1 3 38 P2, AS XTAL2 
P3,/vmm 4 37 P2, PO, P2 
iNT 5 36 P2, PO, P2, 
ver a cede. PO P2 
RIW 7 34 P2, PORT 0 ; : PORT 2 
_ (NIBBLE PO, P2, (BIT PRO- 
DS 8 33 P2, PROGRAMMABLE) PO p2 GRAMMABLE) 
AS 9 32 P2, 1/0 AND/OR As-A11 4 ‘ /0 
EA 10 31 P2, POs P2s 
GND 11 30 P32 PO, P2, 
P31 12 29 P33 PO, P2; 
PO, 13 28 P17 P1y P30 
PO, 14 27 PA, Pt, P3; ROT . : 
PO, 15 26 P1, canes P1, P32 CARE OUTPUT) 
PO; 16 25 Pt, Pi P3 PARALLEL 1/0 
Ba. 17 24 Pt, PROGRAMMABLE) es a ene Cale er 
PO; 18 23 PI, EOE Pt, sain 
PO, 19 22 Pt, ss 
6 
PO, 20 21 Pty Pi, 
Figure 2. Pin Assignments Figure 3. Pin Functions 
Architecture  Z8S architecture is characterized by address/data bus is merged with the 


a flexible I/O scheme, an efficient 
register and address space structure 
and a number of ancillary features that 
are helpful in many applications. 

Microcomputer applications 
demand powerful I/O capabilities. The 
Z8S fulfills this with 30 pins dedicated 
to input and output. These lines are 
grouped into three ports of eight lines 
each and one of 6 lines and are 
configurable under software control to 
provide timing, status signals, parallel 
I/O with or without handshake, and an 
address/data bus for interfacing 
external memory. 

Because the multiplexed 
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I/O-oriented ports, the Z8S can assume 
many different memory and I/O 
configurations. These configurations 
range from a self-contained 
microcomputer to a microprocessor 
that can address 7K of external 
memory. 

The Z8S offers three basic address 
spaces to support this wide range of 
configurations: program memory 
(internal and external), data memory 
(external) and the register file 
(internal). The 75 byte random-access 
register file is composed of 60 general- 
purpose registers, 4 I/O port registers, 
and 11 control and status registers. 


Program Memory. The 12-bit 

program counter addresses 4K bytes of 
program memory space. Program 
memory can be located in two areas: 
one internal and the other external 
(Figure 4). The first 1024 bytes consist 
of on-chip mask-programmed ROM. At 
addresses 1024 and greater, the Z8S 
executes external program memory 
fetches. Alternately, all 4K bytes of 
program memory may be external. 

The first 4 bytes of program memory 
are reserved for the interrupt vectors. 
These locations contain two 12-bit 
vectors that correspond to the two 
available interrupts. 


Data Memory. The Z8S can address 3K 
bytes of external data memory 
beginning at locations 1024 (Figure 5). 
External data memory may be included 
with or separated from the external 
program memory space. DM, an 
optional I/O function that can be 
programmed to appear on pin P33, is 
used to distinguish between data and 
program memory space. 


The Z8S has 30 lines dedicated to 
input and output. These lines are 
grouped into three ports of eight lines 
and one port of 6 lines and are 
configurable as input, output or 
address/data. Under software control, 
the ports can be programmed to 
provide address outputs, timing, status 


EXTERNAL 
ROM OR RAM 


ON-CHIP 
ROM 


LOCATION OF FIRST 
BYTE OF INSTRUCTION 
EXECUTED AFTER RESET 


INTERRUPT VECTOR 
(LOWER BYTE) 


INTERRUPT VECTOR 
(UPPER BYTE) 


Figure 4. Program Memory Map 
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Register File. The 75-byte register file 
includes four I/O port registers (RO- 
R3), 60 general-purpose registers 
(R4-R63) and eleven control and status 
registers (R112-R127). These registers 
are assigned the address locations 
shown in Figure 6. 

Z8S instructions can access registers 
directly or indirectly with an 8-bit 
address field. The Z8S allows fast 4-bit 
register addressing using the register 
pointer (one of the control registers). In 
the 4-bit mode, the register file is 
divided into five working-register 
groups, each occupying sixteen 
contiguous locations, (Figure 7). The 
register pointer addresses the starting 
location of the active working-register 
group. 


Stacks. The internal register file is used 
for the stack. A 6-bit stack pointer 
(R127) is used for the internal stack 
which resides within the 60 general- 
purpose registers (R4-R63). 


signals, and parallel I/O with or 
without handshake. All ports have 
active pull-ups and pull-downs 
compatible with TTL loads. 

In the following I/O port 
discussions, Port 1 is discussed before 
Port O because Port 1 outputs the lower 
eight address bits. 


4095 


EXTERNAL 
DATA 


MEMORY 


NOT ADDRESSABLE 


Figure 5. Data Memory Map 
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Port 4 


Port 0 


Port 2 


LOCATION "IDENTIFIERS 
127 STACK POINTER (BITS 0-5) SPL 
126 NOT IMPLEMENTED 
125 REGISTER POINTER 
124 PROGRAM CONTROL FLAGS . 
123 INTERRUPT MASK REGISTER 
122 INTERRUPT REQUEST REGISTER 
121 NOT IMPLEMENTED 
120 PORTS 0-1 MODE 
119 PORT 3 MODE 
118 PORT 2 MODE 
117 NOT IMPLEMENTED 
116 NOT IMPLEMENTED 
115 T1 PRESCALER LOAD 
114 TIMER/COUNTER 1 LOAD 
113 TIMER MODE 
h12 NOT IMPLEMENTED 


RP 
FLAGS 
IMR 
IRQ 


POIM 
P3M 
P2M 


PRE1 
11 
T™MR 


NOT 
IMPLEMENTED 


63 


GENERAL-PURPOSE 
REGISTERS 


PORT 3 
PORT 2 
PORT 1 : 
PORT 0 


P3 
P2 
PI 
PO 


o=- ND WY & 


Figure 6. The Register File 


Port 1 can be used as a byte I/O port 
or as an address/ data port for 
interfacing external memory. 

In External Access mode, Port 1 has 
the lower eight bits of memory address 
and the data coming back from 
memory multiplexed at all times 

Memory locations greater than 1024 
are referenced through Port 1. 


If more than 256 external locations 
are required, Port O must output the 
additional address lines. 

Port 1 can be placed in the high- 


Port O can be used as a nibble I/O port, 


or as an address/ data port for 
interfacing external memory. 

In External Access mode, POg-P03 
has the upper four memory address 


bits at all times. 
For external memory references, Port 


O provides address bits Ag-Aj (lower 
nibble). 

The upper nibble of Port O can be 
programmed independently as I/O 
while the lower nibble is used for 
addressing. When Port O nibble is 


Each bit of Port 2 can be 
programmed independently as an 
input or output. | 

Because all external memory 
addresses originate from PortsO andl, 
Port 2 is always available for I/O 
operations. In addition, Port 2 can be 
configured to provide open drain 
outputs. 

Port 2 may be placed under 
handshake control. In this 
configuration, Port 3 lines P39 and P34 
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THE UPPER NIBBLE OF THE REGISTER FILE 

ADDRESS PROVIDED BY THE REGISTER 

POINTER SPECIFIES THE ACTIVE 

WORKING-REGISTER GROUP. THE LOWER 

63 NIBBLE OF 
THE REGISTER 

SPECIFIED WORKING. FILE ADDRESS 


PROVIDED BY 
REGISTER GAOQUF THE INSTRUCTION 


‘POINTS TO THE 
SPECIFIED 
REGISTER. 


———t 


REGISTER FILE 


Figure 7. The Register Pointer 


PORT 1 
Port 1 (VO OR AD,-AD;) 


impedance state along with Port 0, AS, 
DS and R/W, allowing the Z8S to share 
common resources in multiprocessor 
and DMA applications. 


PORT 0 
Port 0 (VO OR Ag-A;s) 


defined as address bits, it can be set to 
the high-impedance state along with 
Port 1 and the control signals AS, DS 
and R/W. 


—_ - PORT 2(1/O) 
<p> 


Port 2 


\ HANDSHAKE CONTROLS 
j DA DY 


[*) 


(P3y AND P3,) 


are used as the handshake controls 
lines DAV and RDY. 


; 


Port 3 Port 3 lines are configured as 3 
input lines and 3 output lines. 

Port 3 provides the following control 
functions: handshake for Port 2 (DAV 
and RDY): timer input and output 
signals (Tj and Toyt) and Data 


Z8S MCU 


PORT 3 
(1/0 AND CONTROL) 


Port 3 


Memory Select (DM). 
Counter/ The Z8S contains an 8-bit 
Timer programmable counter/timer (T}), 


driven by its own 6-bit programmable 
prescaler. The prescaler can be driven 
by internal or external clock sources. 

The 6-bit prescaler divides the input 
frequency of the clock source by any 
number from 1 to 64. The prescaler 
drives its counter, which decrements 
the value (1 to 256) that has been 
loaded into the counter. When the 
counter reaches the end of count, a 
timer interrupt request — IRQ] (T,) — is 
generated. 

The counter can be started, stopped, 
restarted to continue, or restarted from 
the initial value. The counter can also 
be programmed to stop upon reaching 
zero (single-pass mode), or to 
automatically reload the initial value 


and continue counting (modulo-n 
continuous mode). The counter, but not 
the prescaler, can be read any time 
without disturbing its value or count 
mode. 

The clock source for Tj is user- 
definable and can be the internal 
microprocessor clock (4 MHz 
maximum) divided by four, or an 
external signal input via Port 3. The 
Timer Mode register configures the 
external timer input as an external 
clock (1 MHz maximum), a trigger 
input that can be retriggerable or non- 
retriggerable, or as a gate input for the 
internal clock. 

Port 3 line P34 also serves as a timer 
output (Toyt) through which T} or the 
internal clock can be output. 


- -'UY-'-''-----rowvrwoumsmwsavsw 


Interrupts The Z8S allows two different 
interrupts: external (INT pin goes to 
IRQO) and the counter/timer. 

Z8S interrupts are vectored. When 
an interrupt request is granted, the Z8S 
enters an interrupt machine cycle that 
disables all subsequent interrupts, 


saves the program counter and status 
flags, and branches to the program 
memory vector location reserved for 
that interrupt. This memory location 
and the next byte contain the 12-bit 
address of the interrupt service routine 
for that particular interrupt request. 


Addressing The following notation is used to describe the 
Modes addressing modes and instruction operations as 
shown in the instruction summary. 


IRR Indirect register pair or indirect working-register 
pair address 

Irr Indirect working-register pair only 

xX Indexed address 


DA Direct address 
RA Relative address 


IM Immediate 


R Register or working-register address 

r Working-register address only 

IR Indirect-register or indirect working-register 
address 

Ir Indirect working-register address only 

RR Register pair or working register pair address 


Symbols dst Destination location or contents 
src Source location or contents 
cc Condition code (see list) 
@ Indirect address prefix 
SP Stack pointer (control register 127) 
PC Program counter 
FLAGS Flag register (control register 124) 
RP Register pointer (control register 125) 


IMR Interrupt mask register (control register 123) 
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Assignment of a value is indicated by the symbol 
‘—"". For example, 
dst — dst + src 
indicates that the source data is added to the 
destination data and the result is stored in the 
destination location. The notation “addr(n)” is used 
to refer to bit “n” of a given location. For example, 


dst (7) 
refers to bit 7 of the destination operand. 


\ 
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Flags Control Register R124 contains the following Affected flags are indicated by: 
six flags: 0 Cleared to zero 
Cc Carry flag 1 Set to one 
Zz Zero flag * Set or cleared according to operation 
Ss Sign flag - Unaffected 
V Overflow flag X Undefined 
D Decimal-adjust flag 
H Half-carry flag 
Condition Condition Codes ; 
Codes Value Mnemonic Meaning Flags Set 
NN 
1000 Always true --- . 
Olll oi Carry CG = 4 
l1l]l NC No carry Cc. = 0 
Q110 ra Zero oS 1 
ees) NZ Not zero Z = 0 
P)01 PL. 7 Plus Ss = 9 
Q101 MI Minus > = | 
0100 OV Overflow V2 4] 
1100 NOV No overflow Vo a og 
0110 EO Equal Z 2 1 
peas NE Not equal Z = 0 
1001 GE Greater than or equal (S XOR V) = 0 
0001 LT Less than (S XOR V) = 1 
1010 GT Greater than [Z OR (S XOR V)] = 0 
0010 LE Less than or equal iZOR (5 XOR Vj) = 1 
i ei UGE Unsigned greater than or equal C= 0 
0111 ULT Unsigned less than C=] 
Gene UGT Unsigned greater than (C = 0 ANDZ = 0) = 1 
0011 DLE Unsigned less than or equal (COR 4) Sol 
0000 Never true --- 
Instruction 
Formats CCF, DI, El, IRET, NOP, 
RCF. RET, SCF. 
[_dst_| opc | INC r 
One-Byte Instructions 
| opc | MODE | CLR, CPL. DA, ee 
on [111 o] aeuere] DECW. INC, INC. PoP, [ope | MODE | ADC, ADD, AND, CP, 
RRC SRA, SWAP. we | Of 10) wre_) ERLOR S06 Bun, 
JP. CALL (Indirect) | dst — J OR [1.110] ast_| 
| dst ~—s | on (1 170] ast | 
| opc | mooe | ADC. ADD. AND. cP. 
[orc] | MODE | OPC | LD 
[OPS | MORE GP. OR, SBC, SUB, Ps | on Fao] ae 
TCM. TM, XOR | st J] OR [1 110] dst_| 
[move | oPc LD, LOE, LDEI, . 
dstsre | srcidst | | LOC, LDC! -uopE OFC | Lo 
|dstisrc | OPC _| Lo 
on —— a . 
PAG 
| dst_ | opc | LD DA, 
| OPC CALL 
Tasucc | orc | DJNZ, JR | DAY 
LRA [A 


Two-Byte Instructions 


Three-Byte Instructions 


Figure 4. Instruction Formats 
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Synertek. 78S MCU 


Z8S Opcode Map 


Lower Nibble (Hex) 


0 1 2 ae! 4 5 6 7 8 9 A B Cc D E 
6,5 6,5 6,5 6,5 10,5 10,5 10,5 10,5 6,5 6,5 6,5 6,5 
0 DEC | DEC | ADD |} ADD | ADD | ADD | ADD! ADD LD LD LD INC 
Ri IR, rl, 12 rm,Ir2 | R2,Ri | IR2,Ri | Ri,IM] IRi,IM| ri, Re 12,R) r1,IM Tl 
6,5 6,5 6,5 10,5 10,5 10,5 10,5 
1 RLC | RLC | ADC ADC | ADC | ADC| ADC 
Ri IR) r1,r2 R2,Ri | 1R2.Ri | Ri, IM | IRi.IM 


6,5 6,5 16,5 10,5 10,5 10.5 
2 INC SUB | SUB | SUB | SUB! SUB 
Ri r1,Ir2 | R2,Ri |IR2,Ri | Ri,IM | IRi,1M 
8,0 6,1 6,5 10,5 10,5 10,5 10,5 
3 JP SRP SBC SBC SBC | SBC | SBC SBC 
IRR 1,12 ri,Ir2 | R2,Ri |IR2,R: | Ri,IM | IR;,1M 
ee ys . 2 iy . . és . 
4 
me 11,12 — a ne 5 Ss hi re a 
10,5 10,5 6,5 10,5 10, ae 10,5 10,5 
5 POP | POP AND |; AND AND | AND 
Ri IR, ri,Ir2 | R2,Ri en Ri | Ri, IM | IRi,IM 
6,5 
roar TCH 


10,5 oe oe 10,5 10.5 


6 COM com TCM TCM 


¥ IR: | rijr2 | r,lr2 | Re, Ri es Ri, IM | IRy, IM 
o 10/12,1 12/14, 6,5 10,5 10,5 10,5 10.5 
= 7 | PUSH ™ ™ | TM 
Q R2 ri,r2 R2,Ri |1R2,.Ri | Ri, IM | IRi, 1M 
z oe) 
z 10,5 | 10,5 12,0 6,1 co 
& 8 |DECW|DECW| LDE DI = = 
Q, 
5 RRi IR, 11, Irr2 oO — 
6,5- 6,5 12,0 6,1 —— 
S 
9 RL RL LDE EI cc 
Ri IR) r2, Irr , a. 
10,5 10,5 6,5 6,5 10,5 10,5 10,5 10,5 14,0 
A INCW | INCW CP CP CP CP CP CP RET 
RRi IR} 11,12 r1,Ir2 | R2,Ri |IR2,Ri | Ri,IM | IRi.IM 
6,5 10,5 10.5 10,5 10,5 16,0 
B CLR CLR XOR | XOR | XOR | XOR | XOR | XOR IRET 
Ri IRi r1,12 r1,Ir2 | R2,Ri |1R2.Ri | Ri, IM-] IRi.IM 
6,5 6,5 ake 18,5 a 6,5 
Cc RRC RRC LDCI RCF 
Ri IR) rl, ana Ir,, Irr2 rh, %, mie 
6,5 6,5 ie 18,5 20,0 20,0 . 6,5 
D SRA SRA LDCI CALL* oe SCF 
Ri IR) 12, aoe Tr2,Irri | IRR} r2, X, “en 
: 6,5 10,5 10.5 10,5 10,5 6,5 
E CCF 
= a ri,Ir2 | R2,Ri |IR2,Ri | Ri,IM | IRi,IM 
o 5 6,0 
F Pr evae NOP 
IRi 12 a IR; 
Bytes Per 3 1 
Instruction 
Lower Opcode Nibble Legend: 
R = 8-Bit Address 
Execution Cycles Pipeline Cycles r = 4-Bit Address 


Ri or r; = Dst Address 
R2 or r2 = Src Address 


Mnemonic Sequence: 
Opcode, First Operand, Second Operand 


Upper Opcode Nibble—» A 


Note: The blank areas are reserved 
First Operand Second Operand instructions. 


*2-byte instruction; fetch cycle appears as a 3-byte instruction. 
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Instruction 
Summary 


Instruction Addr Mode sg Flags Affected 
ee oe 
and Operation ast src | (Hex) CZSVDH 
ADC dst,src (Note 1) IC ee xe * QO * 
dst — dst + src + C 
ADD dst,src (Note 1) 065 ee et x Q * 
~ dst — dst + src 
AND dst,src (Note 1) ko i -~*+*Q-- 
dst — dst AND src 
CALL dst DA D6é ------ 
SP — SP - 2 IRR D4 
@SP — PC; PC — dst 
CCF EF Be de Be Ge 
C-NOTC 
CLR dst R 2 | 6 eh ay eee 
dst — 0 IR Bl 
COM dst R 60 —- *« *« Q-- 
dst — NOT dst IR 61 
CP dst,src (Note 1) Au . a eae 
dst - src 
DA dst R 40  @: ee em 
dst — DA dst IR 4] 
DEC dst R 00 - * * ke 
dst — dst - | IR 01 
DECW dst RR 80 Saree ae ee 
dst — dst - | IR 8] 
DI 8 
IMR (7) — 0 
DJNZ r,dst RA ) a ee 
r-r- 1] r=0-F 
ifr #0 PC —PC + dst 
Range: +127, -128 
EI ee eS ee es 
IMR (7) — 1 
INC dst r rE — ke eS 
dst — dst + 1 r=0-F 
R 20 
IR 21 
INCW dst RR Ad - * eke 
dst — dst + | IR Al 


IRET BF a 


FLAGS = @SP; SP — SP + 1 
PC — @SP; SP —SP + 2; IMR(7) — 1 


JP cc,dst DA a ae 
if cc is true c=0-F 

PC — dst IRR 30 
JR cc,dst RA CR 4222 22 = 
if cc is true, c=0-F 


PC — PC + dst 
Range: + 127, -128 


LD dst,src r IM we al, eae, 
dst — src r R r8 

R r9. 

r=Q-F 

r X C7 

X r D7 

r Ir E3 

Ir r F3 

R R E4 

R IR ES 

R IM E6 

IR IM E7 

IR R F5 
LDC dst,src r Irr CO ake me 
dst — src Irr r D2 
LDCI dst,src Ir Irr ec nn ee 
dst — src Irr Ir D3 
r-r+1; rr—rr+1 
LDE dst,src r Irr BR ee me a 
dst — src Irr r 92 
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Instruction Addr Mode fea Flags Affected 
Ope: = yte ——_______- 
and Operation dst src = (Hex) C ZS VDH 


LDEI dst,src Ir Irr 83 ------ 
dst — src Irr Ir 93 
r-—r+¢+1;rr-—-r+l 
NOP FF ------ 
OR dst,src ~ (Note 1) 40 -* * Q-- 
dst — dst OR src 
POP dst R 50 ------ 
dst — @SP IR. 5] 
SP — SP + 1 
PUSH src R 70 ------ 
SP — SP-1; @SP — src IR 7 7 
RCF CF Q----- 
C-0 
RET Av Se Sees 
PC — @SP; SP — SP + 2 
RL dst = 5 oe 90 12s he = 
Sa ee 9] 
RLC dst Pee eee a Hs 7 a a 
RR dst on EO a 
Jt ip El 
ARC dst (ppg RQ tw 
SBC dst,src (Note 1) 3 ew aoe] 
dst — dst - src-C . 
SCF DF }----- 
C- 1 . 
SRA dst [- R - DO ** *Q - - 
ir Di 
SRP src IM 31 ------ 
RP — src 
‘SUB dst,src (Note 1) 205 te * we] ® 
dst — dst - src 
SWAP dst —t—_—"_, R FO X **X-- 
IR Fl 
TCM dst,src (Note 1) 6 - **Q-- 
(NOT dst) AND src 
TM dst,src (Note 1) Tes - * *Q-- 
dst AND src 
XOR dst,src (Note 1) BU - **Q- - 
dst — dst XOR src 
Z8S Instruction Set 


Note 1 


These instructions have an identical set of addressing 
modes, which are encoded for brevity in this table. The 
higher opcode nibble is found in the instruction set table 
above. The lower nibble is expressed symbolically by a — 
in the table above, and its value is found in the following 
table to the right of the applicable addressing mode pair. | 


For example, the opcode of an ADC instruction using 
the addressing modes r (destination) and Ir (source) is 13. 


Addr Mode Lower 
ast are: OOPCode Nibble 

r r. 

r Ir 

R R [4] 

R IR 5] 

R IM iG 
IR IM (7 


pyneriek. 78S MCU 


R113 TMR 
Timer Mode Register 
(7ly; Read/Write) 


D, Dg 0, Dy D3, D,/D, | Do| 


DEFAULT = 00 
NOT USED = 01 


NOT USED 
T, OUT = 10 
INTERNAL CLOCK OUT = 11 NOT MSEC 
+. wobEs 0 = NO FUNCTION 
EXTERNAL CLOCK INPUT = 00 1= LOAOT, R118 P2M 
GATE INPUT = 01 0 = DISABLE T T i 
TRIGGER INPUT = 10 | = ENABLE T, COUNT Port 2 Mode Register 
(NON-RETRIGGERABLE) (76y; Write Only) 


TRIGGER INPUT = 11 


(RETRIGGERABLE) 
|r| 0s | 0; |o.[0,]0,[ 0, [oo] 
| P2, P2, V0 DEFINITION 
0 DEFINES BIT AS OUTPUT 


1 DEFINES BIT AS INPUT 


R114T1 


Counter Timer 1 Register 
(72H; Read/Write) 


7) 
c 
jon) 
w~ 
Se) 
ui 
ja) 
fom) 
Cc 
oa 


| T, INITIAL VALUE (WHEN WRITTEN) 
(RANGE 1-256 DECIMAL 01-00 HEX) 


T, CURRENT VALUE (WHEN READ) 


R119 P3M 
Port 3 Mode Register 
(77H; Write Only) 


| 0 PORT 2 PULL-UPS OPEN DRAIN 
R115 PRE] 1 PORT 2 PULL-UPS ACTIVE 
NOT USED 
Prescaler 1 Register 
; NOT USED 
(73H; Write Only) 
00 P32 = INPUT P33 = OUTPUT 
}Dy |Dg}Ds {D4 03/07) 0, /Do] + 4 | P32 = INPUT P33 = DM 
| count MODE 0 P30 INPUT (Ty) P34 9 OUTPUT (Tous) 
0 = T, SINGLE-PASS 1 P30 DAV/RDY P34 RDY/DAV 
1 = T, MODULO-N 
NOT USED 


CLOCK SOURCE 
0 T, EXTERNAL TIMING INPUT 
(Ty) MOD 
1 T, INTERNAL 
PRESCALER MODULO 


(RANGE: 1-64 DECIMAL 
01-00 HEX) 


NOT USED 


Z8S Control Registers 
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R120 POM 


Port 0 and 1 Mode Register 
(78y; Write Only) 


} D7 | Dg | D, 0, D3) Dz; D, | Do 
NOT USED— 
P0,-P0, MODE P0,)-P0; MODE 
OUTPUT = 00 00 = OUTPUT 
01 = INPUT 


INPUT = 01 
1X = Ag-Ay, 

NOT USED NOT USED 
P1,-P1, MODE 


00 = BYTE OUTPUT 
01 = BYTE !NPUT 
10 = AD,- 


D,-AD, 
11 = HIGH IMPEDANCE ADo-ADv. 


R122 IRQ 


Interrupt Request Register 
(7Ay; Read/Write) 


[Dy | Dg [Ds | D, [D5 | Dz | Dy | Do | 
| L INT (IRQO) 
T; (IRQ1) 


NOT USED 


R123 IMR 


Interrupt Mask Register 
(7By; Read/Write) 


Lr 5 Pa | Bs | Bs [Os | D3 | 0, | Oo | 


| Z 1 ENABLES IRQO 
1 ENABLES IRQ1 
NOT USED 


1 ENABLES INTERRUPTS 


Z8S MCU 


R124 Flags 


Flag Register 
(7Cy; Read/Write) 


[o,] 0.]0,] 0.] 05} 0.] 0, }.| 


USER FLAG F1 

USER FLAG F2 

HALF CARRY FLAG 
DECIMAL ADJUST FLAG 
OVERFLOW FLAG 

SIGN FLAG 

ZERO FLAG 


CARRY FLAG 


f= 


R125 RP 
Register Pointer 
(7Dy; Read/Write) 


[01] 06} 05 | «} 5 [0 } 0, [Do] 


| 
REGISTER POINTER | | Loon CARE 
DON'T CARE al DON'T CARE 
DON'T CARE 
ts ids DONT CARE 


"% 


R127 SPL 
Stack Pointer 
(7Fy; Read/Write) 


D, Dg 0D, D,:0, D, D0, Dy 
STACK POINTER 


= NOT USED fSPior Ps) 


Z8S Control Registers 
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Absolute Voltages on all inputs and outputs sei greater than those listed pe! eae Maxi- 
: -) mum Ratings may cause permanent damage to the device. 
Maximum with respect to GND......... : 0.3V to +7.0V This is a stress rating only; operation of the device at any 
Ratings Operating Ambient condition above those indicated in the operational sections 
Temperature.................. 0°C te 470°C of these specifications is not implied. Exposure to absolute 
maximum rating conditions for extended periods may affect 
Storage Temperature........ -65°C to +150°C device reliability. 
Standard The characteristics below apply for the 0 +4.75V < Voo Ss +5.25V 
Test following standard test conditions, unless OGND=O0V 


+a otherwise noted. All voltages are referenced to 
Conditions GND. Positive current flows into the reference 
pin. Standard conditions are as follows: 


a0C <1, = 470°C 


DC Symbol Parameter Min Max Unit Condition Notes 
rete ” Vou Clock Input High Voltage ie i! Vcc V Driven by External Clock Generator 
Vez Clock Input Low Voltage -0.3 0.8 V___ Driven by External Clock Generator 
Vin Input High Voltage 2.0 Vec V 
Vin Input Low Voltage -0.3 0.8 V 
VeH Reset Input High Voltage 3.8 Vcc V 
Vai Reset Input Low Voltage -0.3 0.8 V 
Vou Output High Voltage 2.4 Vlog = -250 pA on 
VoL Output Low Voltage 0.4 VIop = +2.0mA = a 
hip Input Leakage +10 pA OVSV,ySt5.25V = 2 
Io Output Leakage +10 pA OVS Vy S+5.25V 
Ty __—- Reset Input Current -50 BA Voc = +5.25V, Vp, = OV 
oc Vee Supply Current 180 mA Vac = 5.25V . 
Iqm Vem Supply Current 10 mA Power Down Mode oe 
Vim Backup Suinply Voltage 3.0 Vcc V = Power Down Mode 
Test Load ‘ 
Circuits 7 r 
2.1K 18K 
getaed | rigs 
oe Be. ar 50 pF we 
l [ 
Test Load 1 Test Load 2 
Vec Vec | 


CLOCK IN 


XTAL 1 


a Cy = 15 pF MAX. 


External Clock Interface Circuit 
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External 1/ ’e) Symbol Parameter Min Max Unit Condition Notes 
<a . aa TdA(AS) Address Valid to Address Strobe Delay 50 ns Test Load 1 l 
Write Cycle TdAS(A) Address Strobe to Address Float Delay 60 ns Test Load 1 i 
TdAS(DI) Address Strobe to Data In Valid Delay 320 ns Test Load 1 3 
TwAS Address Strobe Width 80 ns Test Load 1 ] 
TdA(DS) Address Float to Data Strobe Delay 0 ns Test Load 1 
TwDS Data Strobe Width es i ns Test Load 1 2 
TdDS(DI) Data Strobe to Data In Valid Delay 200 ns Test Load 1 3 
ThDS(DI) _— Data In Hold Time 0 ns . 
TdDS(A) Data Strobe to Address Change Delay 80 ns Test Load 1 ] 
TdDS(AS) Data Strobe to Address Strobe Delay 70 ns Test Load 1 l 
TdR(AS) Read Valid to Address Strobe Delay 516) ns Test Load 1 ] 
TdDS(R) Data Strobe to Read Change Delay 60 ns Test Load 1 l 
TdDO(DS) Data Out Valid to Data Strobe Delay DU ns Test Load 1 ] 
TdDS(DO) Data Strobe to Data Out Change Delay 80 ns Test Load 1 l 
TdW(AS) Write Valid to Address Strobe Delay 50 ns Test Load 1 ] 
TdDS(W) Data Strobe to Write Change Delay 60 ns Test Load 1 [ 
1. Delay times are specified for an input clock frequency of 3. Address Strobe and Data Strobe to Data*in Valid delay times 
8 MHz. When operating at a lower frequency, the increase in represent memory system access times and are given for an 
input clock period must be added to the specified delay time. 8 MHz crystal input frequency. For lower frequencies; the 


change in four clock periods must be added to TdAS(DI) and 


2. Data Strobe Width i ified { input clock f { 
age sie Seachacet ese Sass ua dud ane fi the change in three clock periods added to TdDS(DI). 


8 MHz. When operating at a lower frequency, the increase in 


three input clock periods must be added to the specified width. 4. All timing references assume 2.0 V for a logic “1” and 0.8 V 
Data Strobe Width varies according to the instruction being for a logic “0.” 
executed. 


a 2 


TdAS(DI) TdDS(A) 


Ks TwAS ae 
TdDS(AS) 
Ds 
TdR(AS) TdDS(R) 
TdW(AS) TdDS(W) 
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Additional Symbol Parameter Min Max Unit Condition Notes 
Timing ToC Input Clock Period -125 1000 ns 
From Ex- | 
Tr tC Input Clock Rise and 20 ns ternal Clock 
Fall Times Ga 
enerator 
From Ex- 
TwC Input Clock Width Si ns ternal Clock 
Generator 


¢ 
System Clock Out to Address 
TdSC(AS) Strobe Delay Time 
Se nee en a ee a ee ee ee 
Instruction Sync Out to Data 
TdS¥(DS) Strobe Delay Time ae 
ite aca a age Fo, 
TwSY Instruction Sync Out Width 160 ns ] 


ns ] 


Twl Width of Interrupt Request via 100 ns 
Port 3 Input 
al i ee a a 


1. Times given assume an 8 MHz crystal input frequency. For 2. All timing references assume 2.0 V for a logic “1” and 0.8 V 
lower frequencies, the change in two clock periods must be for a logic “0.” 
added. 
Tpc Two 
CLOCK 
Trc TIC 
SCLK 
TdSC(AS) 
AS INTERRUPT 
DATA IN 
+ ——{ meget sSurtebk}—" 
ne HEAD CVGLE yt WRITE CYCLE 
TdSY(DS) 
SYNC TwSY 
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Handshake Symbol Parameter Min Max Unit Condition 
Timing TsDI(DA) Data In Setup Time 0 ns 
ThDA(DI) Data In Hold Time 230 ns 
TwDA Data Available Width 175 fg SUE zangehane 
Test Load 1 
0 178 ee Input Handshake 
Test Load 1 
TADAL(RY) a ee Low to Ready ee 
foe eee 0 Output Handshake 
“ Test Load 1 
150 - Input Handshake 
; Test Load 1 
TdDAH(RY) at — High to Ready 
: 0 Output Handshake 
o Test Load 1 
TaDO(DA) ia Pate-sivallanie 50 as 6 West Lead 
TdRY(DA) oo to Data Available Delay 0 205 ae Tes Coad 


TsDI(DA) ThDA(DI) 
DAV TwDA 
(INPUT) 
TdDAL(RY) 
RDY 
(OUTPUT) PORT 


READ 
Input Handshake 


DATA OUT DATA OUT VALID 
| TdDO(DA) 


, PORT 
DAV WRITE | 
(OUTPUT) 
TdDAL(RY) TdDAH(RY) | 
RDY \ TdRY(DA) 
(INPUT) me 
‘N 
“aw 
Output Handshake 
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Ordering Tem 
perature Number : 
Information Part Number Range of Pins Package Description 
Z8S-01 MCC PS) 0°C to +70°C 40 Plastic 8-Bit Single-Chip Microcomputer Circuit 
Z8S-01 MCC CS 0°C to +70°C 40 Ceramic  8-Bit Single-Chip Microcomputer Circuit 


Note: The ordering procedure for the Z8S-01 MCC involves transferring the ROM code to Synertek. The details of this pro- 
cedure are available from your Synertek Regional Sales Office. 


Package Availability 40 Pin Plastic 
40 Pin Ceramic 


os) 
a 
z=) 
= 
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28681 


Z8 Family 
28681 Microcomputer 


Features 


e “ROMless” version of the 28601 Single-Chip 
Microcomputer, capable of Addressing up to 128K Bytes 
of External Memory Space 


Description 


The Z8681 MCU is the ‘‘ROMless” version of the Z8601 
single-chip microcomputer and offers all the outstanding fea- 
tures of the Z8 Family architecture. Using the 28681, it is 
possible to design a powerful microprocessor system incorpo- 
rating a minimum number of support devices. 


Port 1 is configured to function as a multiplexed Address/ 
Data bus (ADp-AD7), while Port O is software configurable to 
output address bits Ag-Aj5. This provides for program 


Pin Configuration 


TIMING 

AND 
CONTROL 

CLOCK 


PORT 0 PORT 2 
(NIBBLE (BIT PRO- 
PROGRAMMABLE) GRAMMABLE) 
ie) 


B-Ars 


PORT 3 
PORT 1 (FOUR INPUT; 
(BYTE FOUR OUTPUT) 
PROGRAMMABLE) 


SERIAL AND 
10 OR AD,-AD? PARALLEL W/O 


AND CONTROL 


Figure 1. Pin Functions 


*Z8 is a trademark of Zilog Inc. 
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e Up to 24 Programmable I/O Lines 


e 40-pin Package, Single +5 V supply, all Pins TTL 
Compatible 


memory and data memory space of up to 64K bytes each. 
Located on-chip are 144 bytes of RAM, organized as a register 
file of 124 general-purpose registers, 16 control and status 
registers, and three I/O port registers. (Port 1 cannot be util- 
ized as an I/O register.) This file is divided into groups of 
working registers in such a way that short format instructions 
may be used to quickly access a register within a certain 
group. 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 


-_ s+ 
nan & Ww 


Figure 2. Pin Assignments 


Synertek. 


Functional Description 


Register File. The internal register organization of the Z8681 
centers around a 144-byte random-access register file com- 
posed of 124 general-purpose registers, 16 control registers, 
and the three I/O port registers. Any general-purpose register 
can be an accumulator, address pointer, index register, or part 
of the internal stack. The register file is divided into nine 
groups of 16 working registers. A register pointer uses short- 
format instructions to quickly access any one of the nine 
groups, resulting in fast and easy task-switching. 


1/0 Ports. The I/O ports (Ports 0, 2, and 3) are software 
configurable as input, output, or additional address lines. 
These ports can also provide timing, status signals, and serial 
or parallel |1/O (with or without handshake). 


I/O port space is mapped into the register file, creating an 
efficient and convenient means of moving data. 


Interrupts. The Z8681 can respond to six separate interrupts 
from eight sources. The interrupts are maskable and priorit- 
ized by software control, thus allowing greater design 
flexibility. 


Using vectored interrupts, control is automatically passed to 
the appropriate service routine. The interrupts are organized 
as four external lines and four internal status signals. The 
internal interrupts control the serial port handshake and the 
two counter/timers. 


UART. The 28681 also offers the serial 1/O capability of 
interfacing to asynchronous data communications. The on- 
chip counter (TO) is used to supply the baud rate for the serial 
data transfer. The UART is capable of transferring data at a 
rate of up to 62.5K b/s. 


15 10 
LINES 


28681 


Counter/Timers. Also on-chip are two 8-bit programmable 
counter/timers (TO and 11), each driven by its own 6-bit 
programmable prescaler. Both counter/timers can operate 
independently of the processor instruction sequence, thereby 
unburdening the program from such time-critical operations 
as event-counting or elapsed-time calculations. The counters 
can be started, stopped, continued, or restarted from the initial 
value by program control. 


Instruction Set for the Z8684 


The basic instruction set for the Z8681 consists of 47 instruc- 
tion types and utilizes seven addressing modes. The 
instructions can operate on several types of data elements, 
including individual bits, 4-bit BCD characters, bytes, or 
words. 


All 124 general-purpose registers can be used as accumula- 
tors, address pointers, index registers, or as internal stack, 
resulting in fast data manipulation for real-time applications. 
The internal pipelining of instructions dramatically increases 
throughput by allowing instruction fetches during the pre- 
vious instruction execution cycles. 


Z8681 Applications 


The Z8681 is a Z-BUS-compatible device and can be inter- 
faced to various Z-BUS peripherals such as the Z-CIO, Z-SCC, 
or FIO. Due to the flexibility of Port O and the data memory 
select feature, the Z8681 can also support a great variety of 
memory configurations. Figures 3 and 4 illustrate two design 
approaches using the 28681. 


64K 64K 
DATA PROGRAM 
MEMORY MEMORY 


cs cs 


Figure 3. Z8681 Interfacing to External Memory. 
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Ordering Information 


Product Package/ 
Number Temp. 


CE 


CS 
DE 


Z-BUS COMPATIBLE 
PERIPHERAL CHIP 


MEMORY. 
MAPPED 
CS LOGIC 


64K 
PROGRAM 
MEMORY 


Figure 4. Z8681 Interfacing to Memory-Mapped I/O. 


Speed 


Product Package/ 
Description Number Temp. Speed 


Z8 MCU DS 
(ROMless, 40-pin) 


Same as above PE 


Same as above PS 


Notes: C = Ceramic, D = Cerdip, P = Plastic; E = -40°C to +85°C, S = O°C to + 70°C. 
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Description 


Z8 MCU 
(ROMless, 40-pin) 


Same as above 


Same as above 


Z8590 


UPC Universal 
Peripheral Controller 


Features 


Complete Slave Microcomputer, for Distributed 
Processing Use 

Unmatched Power of Z8 Architecture and Instruction 
Set 

Three Programmable I/O Ports, Two with Optional 
2-Wire Handshake 

Six Levels of Priority Interrupts from Eight Sources: Six 
from External Sources and Two from Internal Sources 


Description. 


The SY8590 Universal Peripheral Controller (UPC) is an intel- 
ligent peripheral controller for distributed processing appli- 
cations (Figure 3). The UPC unburdens the host processor by 
assuming tasks traditionally done by the host (or by added 
hardware), such as performing arithmetic, translating or 
formatting data, and controlling |/O devices. Based on the Z8 
microcomputer architecture and instruction set, the UPC 
contains 2K bytes of internal program ROM, a 256-byte reg- 
ister file, three 8-bit |/O ports, and two counter/timers. 


The UPC offers fast execution time, an effective use of 
memory, and sophisticated interrupt, |/O, and bit manipula- 
tion. Using a powerful and extensive instruction set 
combined with an efficient internal addressing scheme, the 
UPC speeds program execution and efficiently packs pro- 
gram code into the on-chip ROM. 


Pin Configuration 
SY8590 UPC 


BUS | 
TIMING 
AND RESET 


CONTROL 


MASTER 
CPU 
INTERRUPT 


Figure 1. SY8590 UPC Pin Functions 


*Z8 is a trademark of Zilog Inc. 


Two Programmable 8-bit Counter/Timers each with a 
6-bit Prescaler. Counter/Timer TO is Driven by an Inter- 
nal Source, and Counter/Timer T1 can be Driven by 
Internal or External Sources. Both Counter/Timers are 
Independent of Program Execution. 

256-byte Register File, Accessible by both the Master 
CPU and UPC, as Allocated in the UPC Program 

2K bytes of On-chip ROM for Efficiency and Versatility 


An important feature of the UPC is an internal register file 
containing I/O port and control registers accessed both by 
the UPC program and indirectly by its associated master CPU. 
This architecture results in both byte and programming effi- 
ciency, because UPC instructions can operate directly on I/O 
data without moving it to and from an accumulator. Such a 
structure allows the user to allocate as many general pur- 
pose registers as the application requires for data buffers 
between the CPU and peripheral devices. All general- 
purpose registers can be used as address pointers, index 
registers, data buffers, or stack space. 


The register file is logically divided into 16 groups, each 
consisting of 16 working registers. A Register Pointer is used 
in conjunction with short format instructions, resulting in 
tight, fast code and easy task switching. 


SY8590 UPC 


1EO OR P37[_ 13 


IE OR P3of |4 
INT OR P35[_45 


INTACK OR P32{_|6 


Figure 2. SY8590 UPC Pin Assignments 
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Communication between the master CPU and the register 
file takes place via one group of 19 interface registers 
addressed directly by both the master CPU and the UPC, or 
via a block transfer mechanism. Access by the master CPU is 
controlled by the UPC to allow independence between the 
master CPU and UPC software. 


The UPC has 24 pins that can be dedicated to I/O functions. 
Grouped logically into three 8-line ports, they can be pro- 
grammed in many combinations of input or output lines, with 
or without handshake, and with push-pull or open-drain 
outputs. Ports 1 and 2 are bit-programmable; Port 3 has four 
fixed inputs and four outputs. 


To relieve software from coping with real-time counting and 
timing problems, the UPC has two 8-bit hardware counter/ 
timers, each with a fixed divide-by-four, and a 6-bit 
programmable prescaler. Various counting modes may be 
selected. 


Z8590 


In addition to the 40-pin standard configuration, the UPC is 
available in four special configurations: 


— A 64-pin RAM development version with external inter- 
face for up to 4K bytes of RAM and 36 bytes of internal 
ROM permitting down-loading from the master CPU. 


— A Protopack RAM version with a socket for up to 2K bytes 
of RAM, with 36 bytes of internal ROM permitting down- 
loading from the master CPU. 


— A 64-pin ROM development version with external inter- 
face for up to 4K bytes of ROM and no internal ROM. 


— A Protopack ROM version with a socket for 2K bytes of 
ROM and no internal ROM. 


This range of versions and configurations makes the UPC 
compatible with most system peripheral device control 
considerations. 


HOST CPU — 
UPC MICROCOMPUTER 
INTERFACE eee 
<p 
PROGRAM PROGRAM Hey 
INTERFACE MEMORY COUNTER = Ne 
pasbese REGISTERS 2K x 8 AND CONTROL va 
Wir (PART OF REGISTER 
FILE) -_> 
HANDSHAKE — 
— 
he 
tae ad 
— <j 
= eel PORT —P , 10 
2 —_—> 
TO nie 
MASTER ia haaaiaen i 
CPU cS ——»] CONTROL —— 
Wait 
REGISTER —- 
FILE 
256 x 8 
HANDSHAKE 


INT 
INTACK 


(El 
1EO 


Z-BUS 
INTERRUPT 
LOGIC 


+5V GND PCLK 


(vO FUNCTION 
IS OPTIONAL) 


uPC 
INTERRUPT 
LOGIC 


Figure 3. Functional Block Diagram. 
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Pin Description 


A/D. Address/Data (input). A Low on this pin defines infor- 
mation on the data bus as an address. A High defines the 
information as data. 


CS. Chip Select (input, active Low). A Low enables the UPC to 
accept address or data information from the master CPU 
during a write cycle or to transmit data to the master CPU 
during a read cycle. This line is usually generated from higher 
bits of the address lines. 


DB ,-DB 7. Data Bus (bidirectional). This bus is used to 
transfer address and data information between the master 
CPU and the UPC. 


P19-P17, P29-P27, P3q-P37. //O Port Lines (bidirectional, 
TTL compatible). These 24 lines are divided into three 8-bit 
1/0 ports and may be configured in the following ways under 
program control: 


P19-P17. Port 7 (input/output — as output it can be push- 
pull or open-drain). Bit programmable Parallel 1/O. 


P29-P27. Port 2 (input/output — as output it can be push- 
pull or open-drain). Bit programmable Parallel I/O. 


P3>-P37. Port 3 (four inputs, four outputs). Parallel 1/O, 
handshake control, timer !/O, or interrupt control. 


PCLK. Clock (input). TTL-compatible clock input, 4 MHz max- 
imum. This signal does not need to be related to the master 
CPU clock. 


RD. Read (input, active Low). A Low enables the master CPU 
to read information from the UPC. Raising the voltage on this 
pin above Vpp will force the UPC into test mode. 


WAIT. Wait (output, active Low, open-drain). When the CPU 
accesses the UPC register file, this signal requests the mas- 
ter CPU to wait until the UPC can complete its part of the 
transaction. 


WR. Write (input, active Low). A Low on this pin enables the 
master CPU to write information to the UPC. A simultaneous 
Low on RD and WR resets the UPC. It is held in reset as long 
as WR is Low. 


Functional Description 


Address Space. On the 40-pin UPC, all address space is 
committed to on-chip memory. There are 2048 bytes of mask- 
programmed ROM and 256 bytes of register file. I/O is 
memory-mapped to three registers in the register file. Only 
the Protopack and 64-pin versions of the UPC can access 
external program memory. See the section entitled ‘Special 
Configurations” for complete descriptions of the Protopack 
and 64-pin versions. 


Program Memory. Figure 4 is a map of the 2K on-chip pro- 
gram ROM. Even though the architecture allows addresses 
from O to 4K behavior of the device above program address 
2047 (7FFH) is not defined. The first 12 bytes of program 
memory are reserved for the UPC interrupt vectors. For the 
Protopack and 64-pin versions, the address space is extended 

to 4096 bytes. In the RAM versions, addresses 1CH through 
_ 2FH are reserved for on-chip ROM. 
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Register File. This 256-byte file includes three I/O port regis- 
ters (1-3H), 234 general-purpose registers (6-EEH), and 19 
control, status and special I/O registers (OH, 4H, 5H, and 
FO-FFH). The functions and mnemonics assigned to these 
register address locations are shown in Figure 5. Of the 256 
UPC registers, 19 can be directly accessed by the master CPU; 
the others are accessed indirectly via the block transfer 
mechanism. 


2047 
LOCATION OF 
FIRST BYTE OF 
INSTRUCTION 
EXECUTED AFTER 
RESET iS 


1RQ1 UPPER BYTE 
IRQO LOWER BYTE 
IRQO UPPER BYTE 


~ 


a 


> 


a 


| | 


°o 


Figure 4. Program Memory Map 


(OENTIFIER 
LOCATION (UPC Side) 


FFH STACK POINTER SP 
FEH MASTER CPU INTERRUPT CONTROL MIC 
FOH REGISTER POINTER RP 
FCH PROGRAM CONTROL FLAGS ——'|_‘ FLAGS 
FBH UPC INTERRUPT MASK REGISTER IMR 
FAH UPC INTERRUPT REQUEST REGISTER IRQ 
FOH UPC INTERRUPT PRIORITY REGISTER | IPR 
F8H PORT 1 MODE PIM 
F7H PORT 3 MODE | PIM 
F6H PORT 2 MODE P2M 
FSH To PRESCALER PREO 
F4H TIMER/COUNTER 0 To 
FSH T; PRESCALER PRE1 
F2H TIMER/COUNTER 1 1 
F1H TIMER MODE TR 
FOH MASTER CPU INTERRUPT VECTOR REG. MIV 
EFH 


GENERAL-PURPOSE REGISTERS 


DATA INDIRECTION REGISTER 
LIMIT COUNT REGISTER 
PORT 3 
PORT 2 
PORT 1 
DATA TRANSFER CONTROL REGISTER 


Figure 5. Register File Organization 
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Functional Description (Cont.) 


The I/O port and control registers are included in the register 
file without differentiation. This allows any UPC instruction to 
process I/O or control information, thereby eliminating the 
need for special 1/O control instructions. All general-purpose 
registers can function as accumulators, address pointers, or 
index registers. In instruction execution, the registers are read 
when they are defined as sources and written when defined 
as destinations. 


UPC instructions may access registers directly or indirectly 
using an 8-bit address mode or a 4-bit address mode and a 
Register Pointer. For the 4-bit addressing mode, the file is 
divided into 16 working register groups, each occupying 16 
contiguous locations (Figure 6). The Register Pointer (RP) 
addresses the starting point of the active working-register 
group, and the 4-bit register designator supplied by the 
instruction specifies the register within the group. Any 
instruction altering the contents of the register file can also 
alter the Register Pointer. The UPC instruction set has a 
special Set Register Pointer (SRP) instruction for initializing or 
altering the pointer contents. 


Stacks. An 8-bit Stack Pointer (SP), register R255, is used for 
addressing the stack, residing within the 234 general- 
purpose registers, address location 6H through EFH. PUSH 
and POP instructions can save and restore any register in the 
register file on the stack. During CALL instructions, the Pro- 
gram Counter is automatically saved on the stack. During UPC 
interrupt cycles, the Program Counter and the Flag register 
are automatically saved on the stack. The RET and IRET 
instructions pop the saved values of the Program Counter and 
Flag register. 


Ports. The UPC has 24 lines dedicated to input and output. 
These are grouped into three ports of eight lines each and can 
be configured under software control as inputs, outputs or 


THE 4-BIT 
REGISTER eHECOWER 
POINTER 
NIBBLE OF 
PROVIDES 
THE REGIS- 
THE UPPER 
TER FILE 
NIBBLE OF 
ADDRESS 
THE REGIS- aeiLie 
TER FILE io) 
PROVIDED 
ADDRESS Ce eia 
FOR THE STRUCTION 
4-BIT ; 
AODRESS 
MODE 


Figure 6. Register Pointer Mechanism 


28590 


special control signals. They can be programmed to provide 
Parallel 1/O with or without handshake and timing signals. All 
outputs can have active pullups and pulldowns, compatible 
with TTL loads. In addition, they may be configured as open- 
drain outputs. 


Port 7. Individual bits of Port 1 can be configured as input or 
output by programming Port 1 Mode register (P1M) F8H. This 
port is accessed by the UPC programas general register 1H. It 
is written by specifying address 1H as the destination of any 
instruction used to store data in the output register. The port is 
read by specifying address 1H as the source of an instruction. 


Port 1 may be placed under handshake control by program- 
ming Port 3 Mode register (P3M) F7H. This configures Port 3 
pins P33 and P34 as handshake control lines DAV, and RDY, 
for input handshake, or RDY, and DAV, for output handshake, 
as determined by the direction (input or output) assigned to bit 
7 of Port 1. The Port 3 Mode register also has a bit that 
programs Port 1 for open-drain output. 


Port 2. Individual bits of Port 2 can be configured as inputs or 
outputs by programming Port 2 Mode register (P2M) F6H. This 
port is accessed by the UPC program as general register 2H, 
and its functions and methods of programming are the same 
as those of Port 1. Port 3 pins P3; and P3¢ are the handshake 
lines DAV> and RDY>, with the direction (input or output) 
determined by the state of bit 7 of the port. The Port 3 Mode 
register also has a bit used to program Port 2 for open-drain 
output. 


Port 3. This port can be configured as |/O or control lines by 
programming the Port 3 Mode register. Port 3 is accessed as 
general register 3H. The directions of the eight data lines are 
fixed. Four lines, P39 through P33, are inputs, and the other 
four, P34 through P37, are outputs. The control functions 
performed by Port 3 are listed in Table 1. 


Function Line Direction Signal 
P3, In DAV>/RDY> 
P33 In DAV,/RDY;, 
mandsiaher =| Ba, Out RDY,/DAV; 
P36 Out RDY2/DAV>2 
UPC Interrupt P30 In IRQ3 
Request* P3, In IRQ, 
P33 In IRQ, 
. P3, In Tn 
Counter/Timer an P3¢ Out Tate 
P35 Out INT 
P35 In INTACK 
Master CPU P3, ic lel 
Po Out IEO 
Test Mode P35 Out A/D 


*P3o, P31, and P33 can always be used as UPC interrupt request inputs 
regardless of the configuration programmed. 


Table 1. Port 3 Control Functions 
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Functional Description (Cont.) 


Counter/Timers. The UPC contains two 8-bit programmable 
counter/timers, each driven by an internal 6-bit program- 
mable prescaler. 


The T1 prescaler can be driven by internal or external clock 
sources. The TO prescaler is driven by an internal clock source. 
Both counter/timers operate independently of the processor 
instruction sequence to relieve the program from time-critical 
operations like event counting or elapsed-time calculation. TO 
Prescaler register (PREO) F5H and T1 Prescaler register 
(PRE1) F3H can be programmed to divide the input frequency 
of the source being counted by any number from 1 to 64. A 
counter register (F2H or F4H) is loaded with a number from 1 
to 256. The corresponding counter is decremented from this 
number each time the prescaler reaches end-of-count. When 
the count is complete, the counter issues a timer interrupt 
request; IRQ, for TO or IROs for T1. Loading either counter 
with a number (n) results in the interruption of the UPC at the 
nth count. 


The counters can be started, stopped, restarted to continue, or 
restarted from the initial value. They can be programmed to 
stop upon reaching end-of-count (Single-Pass mode) or to 
automatically reload the initial value and continue counting 
(Modulo-n Continuous mode). The counters and prescalers 
can be read at any time without disturbing their values or 
changing their counts. The clock sources for both timers can 
be defined as any one of the following: 


— UPC internal clock (4 MHz maximum) divided by four 

— External clock input to Counter/Timer T1 via P3, (1 MHz 
maximum) 

— Retriggerable trigger input for the UPC internal clock 
divided by four 

— Nonretriggerable trigger input for the UPC internal clock 
divided by four 

— External gate input for the UPC internal clock divided by 
four 


EOM, XERR, LERR 


IRQ, DAV, IRQ, 
IRQ» DAV», IRQo, Tin 
IRO3 IRQ3, IEI 

IRQ, TO 


T1 


Vector 


Location 
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Interrupts. The UPC allows six interrupts from eight different 
sources as follows: 


— Port 3 lines P39, P39, and P33 
— The master CPU(3) 
— The two counter/timers 


These interrupts can be masked and globally enabled or dis- 
abled using Interrupt Mask Register (IMR) FBH. Interrupt 
Priority Register (IPR) FQH specifies the order of their priority. 
All UPC interrupts are vectored. 


Table 2 lists the UPC’s interrupt sources, their types, and their 
vector locations in program ROM. Interrupt Request IRQ¢ is 
dedicated to master CPU communications. Interrupt Requests 
IRQ,, IRQ, and IRQ3 are generated on the falling transitions 
of external inputs P33, and P3,, and P3o. Interrupt Requests 
IRQ, and IRQs are generated upon the timeout of the UPC’s 
two counter/timers. When an interrupt request is granted, 
the UPC enters an interrupt machine cycle. This cycle disables 
all subsequent interrupts, saves the Program Counter and 
Status Flags, and branches to the program memory vector 
location reserved for that interrupt. This memory location and 
the next byte contain the 16-bit address of the interrupt ser- 
vice routine for that particular interrupt request. 


The UPC also supports polled systems. To accommodate a 
polled structure, any or all of the interrupt inputs can be 
masked and the Interrupt Request register polled to determine 
which of the interrupt requests needs service. 


Following any hardware reset operation, an El instruction 
must be executed to enable the setting of any interrupt 
request bit in the IRO register. Interrupts must be disabled 
prior to changing the content of either the IPR (F9H) or the IMR 
(FBH). Dlis the only instruction that should be used to globally 
disable interrupts. 


Comments 
Internal (RO Bits O, 1, 2) 
External (P33) | Edge Triggered 


External (P31) | Edge Triggered 
External (P30) | Edge Triggered 


Internal 


Internal 


Table 2. Interrupt Types, Sources, and Vector Locations 
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Functional Description (Cont.) 


Master CPU Register File Access. There are two ways in 
which the master CPU can access the UPC register file: direct 
access and block access. 


Direct Access. Three UPC registers — the Data Transfer Con- 
trol (OH), the Master Interrupt Vector (FOH), and the Master 
Interrupt Control (FEH) — are mapped directly into the master 
CPU address space. The master CPU accesses these registers 
via the addresses shown in Table 3. 


The master CPU also has direct access to 16 registers known 
as the DSC (Data, Status, Command) registers. The DSC regis- 
ters are numbered O through F (DSCO-DSCF). These registers 
can be any 16 contiguous register file registers beginning ona 
16-byte boundary. The base address of the DSC register group 
is designated by the IRP (I/O Register Pointer), which is bits 
D,-D7 of the Data Transfer Control register (OH). Figure 7 
shows how the register address is made up of the 4-bit IRP 
field, concatenated with the low order 4-bits of the address 
from the master CPU. 


Block Access. The master CPU may transmit or receive blocks 
of data via address xxx11111. When the master CPU accesses 
this address, the UPC register pointed to by the Data Indirec- 
tion register is read or written. The Data Indirection register is 
incremented, and the Limit Count register is decremented, for 
example, when the master CPU issues a read or write to 
address xxx11111 while the Data Indirection register con- 
tains the value 33H. The operation causes register 33H to be 


D 

0 
Hs 
per 
a 


ADDRESS FROM CPU 


A7| Ag: As Ag; Ag; Az! Ay | Ao 


R7 Re | Rs’ Raj Rg Ro Ry Ro 


REGISTER 
Fit 


at 


Figure 7. DSC Register Addressing Scheme 
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read or written and the Data Indirection register to be incre- 
mented to 34H. This scheme is well suited to Block I/O 
Instructions and allows the master CPU to efficiently read or 
write a block of data to or from the UPC. 


The Limit Count register (04H) is decremented and is used to 
control the number of bytes to be transferred by master CPU 
block accesses. If the master CPU attempts a read or write to 
the UPC after the Limit Count register reaches O, the access is 
not completed, the LERR bit (D4) of the Data Transfer Control 
register is set (indicating a limit error), and the LERR error 
causes an IRQo interrupt request. 


The IRP field of the Data Transfer Control register, the Data 
Indirection register, and the Limit Count register are not 
directly accessible to the master CPU and therefore must be 
set by the UPC. This allows the UPC to protect itself from 
master CPU errors and frees the master CPU from tracking the 
UPC’s internal data layout. 


UPC Address 
Decimal Hex 


Address 
xxx 11000 


5 

@5"* xxx11111 
240 xxx 10000 
254 xxx11110 

*n xxx00000 
nt xxx00001 
nt2Z xxx00010 
n+3 xxx0001 1 
n+4 xxx00100 
n+5 xxx00101 
n+6 xxx001 10 
n+7 xxx001 11 
n+8 xxx0 1000 
n+9 xxx01001 
n+10 xxx01010 
ney xxx01011 
n+12 xxx01100 
n+143 xxx01101 
n+14 xxx01110 


xxx01111 


x = don’t care 
*n is the value in the IRP x 16 
**Master CPU accesses the register address in Register 5. 


Table 3. Master CPU/UPC Register Map 
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Special Configurations 


There are two Protopack and two 64-pin versions of the UPC. 
These versions are identical to the 40-pin UPC with the follow- 
ing exceptions: 


— Internal ROM is totally omitted from the 64-pin develop- 
ment and ROM Protopack versions 

— All but 36 bytes of internal ROM are omitted from the 
64-pin RAM and Protopack RAM versions 

— The memory address and data lines are buffered and 
brought out to external pins or to the socket on the 
Protopack 

— Control lines for the external memory are also provided 


The 64-pin version of the UPC allows the user to prototype the 
system in hardware with an actual UPC device and to develop 
the code intended to be mask programmed into the on-chip 
ROM of the 40-pin UPC for the production system. The 64-pin 
or Protopack RAM versions of the UPC are extremely versatile 
parts. Memory space can be extended to 4K bytes on the 
64-pin version by using external RAM/ROM for all but 36 
bytes of the UPC’s memory space. This memory can then be 
down-loaded from the master CPU using a bootstrap program 
stored in the 36 bytes (C-2F). Figure 8 is amemory map for the 
64-pin RAM version. 


FFFH 


EXTERNAL 


PROGRAM MEMORY 
RAM 


30H 
2FH 


INTERNAL 


BOOTSTRAP ROM 
ROM 


EXTERNAL 
RAM 


Z-UPC INTERRUPT 
VECTORS 


Figure 8. UPC RAM Version Memory Map 
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64-Pin and Protopack Pin Functions. Forty of the pins onthe 
64-pin and Protopack versions have functions identical to 
those of the 40-pin version. The remaining 24 pins have 
additional functions described below. (Figures 9 through 11 
show the 64-pin and Protopack versions’ pin functions and 
pin assignments.) 


Ag-A14. Program Memory Address Lines (output). These lines 
are identical in all 64-pin and RAM versions in the Protopack. 
They are used to address 4K bytes of external UPC memory. 


D-D7. Program Data (Input). Data is read in from the external 
memory on these lines. The RAM version also writes external 
memory through this bus. 


IACK. /nterrupt Acknowledge (output, active High). This sig- 
nal is active whenever an internal UPC interrupt cycle is in 
process. 


SY8591 
SY8592 
UPC 
DATA 
BUS PORT 1 
Bus 
TIMING { 
AND RESET 
I 
CONTROL PORT 2 
INT OR P35 
INTACK OR P32 
INTERRUPT IE! OR P3o 
1EO OR P37 
PORT 3 
EXTERNAL 
DATA 
EXT 
EXTERNAL ADD. 
CONTROL 
PCLK 
+5V GND 


Figure 9. SY8591/SY8592 UPC Pin Functions 
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Special Configurations (Cont.) 


MAS. Memory Address Strobe (output, active Low). This 
address strobe is pulsed once for each memory fetch to inter- 


face with quasistatic RAM. 


SY8593 
SY8594 
UPC 
P3, 64[]+5V 
P3e(_}2 63 [_] PCLK 
P27(] 3 62 [| P37/lEO 


P26] 4 61] | P3q/lEl 


P2si}5 |P36/INT 
Pa(]6 59 {_] P32/INTACK 
P23(]7 58] RD 
P22( 18 571_]WA 
P2;(}9 561] AID 
P20] 10 55|_Jcs 
P33} 11 54 [| WAIT 
P34] 12 53 |_|DB7 
P17 (413 52 || DBs 
Piel] 14 51 |_| 085 
P1si] 15 50 | |DB, 
Piaf 116 1 DB3 
P13(] 17 48 {|GND 
P12 i DB2 
P14(} 19 46 |) DB; 
Pto|_} 20 45] | 0Bo 
D7 [} 21 44,])SYNC 
De 43[ ] MAS 
Ds [] 23 42 [|MDS 
Da{ | 24 MRIWIIACK 
Ao [J 25 Do 

Ai (_] 26 D; 

A2 'D2 
A3|_} 28 D3 


Figure 10. SY8591/SY8592 UPC Pin Assignments 
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MDS. Memory Data Strobe (output, active Low). This signal is 


Low during an instruction fetch or memory write. 


and Low when it is loading external memory. 


MR/W. Memory Read/Write (output RAM versions only). 
This signal is High when the UPC is fetching an instruction 


SYNC. /nstruction Sync (output, active Low). This signal is 
Low during the clock cycle just preceding an opcode fetch. 


SY8591 
SY8592 
UPC 


P2s 


*SOCKET FOR 2716 EPROM (2K x 8) OR RAM 


Figure 11. SY8593/SY8594 UPC Protopack Pin Assignments 


Addressing Modes Additional Symbols 
The following notation is used to describe the addressing dst Destination location or contents 
modes and instruction operations as shown in the instruction src Source location or contents 
summary. cc Condition code (see list) 
R Register or working-register address @ indirect addiess prefix : 
g Working-register address only SP Stack Pointer (control register FFH) 
IR Indirect-register or indirect working-register address PC Program Counter ; 
Ir Indirect working-register address only FLAGS Flag register (control register FCH) 
RR Register pair or working-register pair address RP Register Pointer (control FAGIEK GE FDH) 
IRR Indirect register pair or indirect working-register pair IMR Interrupt Mask register (control register FBH) 
address Assignment of a value is indicated by the symbol ‘~-’’. For 
Irr Indirect working-register pair only example, 
» 4 Indexed address 
dst - dst + src 
DA Direct address 
RA Relative address indicates that the source data is added to the destination data 
IM Immediate and the result is stored in the destination location. The nota- 


tion “addr(n)"’ is used to refer to bit ‘‘n’”’ of a given location. For 


example, 
dst (7) 


refers to bit 7 of the destination operand. 
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Flags 

Control Register FCH contains the following six flags: Affected flags are indicated by: 

Cc Carry flag 0 Cleared to zero 

Z Zero flag . 1 Set to one 

Ss Sign flag i Set or cleared according to operation 
Vv Overflow flag ~ _ Unaffected 

D Decimal-adjust flag X Undefined » 

H Half-carry flag 


Condition Codes 


Value Mnemonic Flags Set 


1000 Always true --- 
0111 Cc Carry C=1 
1111 NC No Carry C=0 
0110 Z Zero Z=1 
1110 NZ Not zero Z=0 
1101 PL Plus S=0 
0101 Mi Minus S=1 
0100 OV Overflow V=1 
1100 NOV No overflow V=0 
0110 EQ Equal Z=1 a 
1110 NE Not equal Z=0 | ce 
1001 GE Greater than or equal (S XOR V)=0 LR 
0001 LT Less than (S XOR V) = 1 i 
1010 GT Greater than [Z OR (S XOR V)] =0 =S 
0010 LE Less than or equal . [Z OR (S XOR V)] = 1 a 
1111 UGE Unsigned greater than or equal C=0 
0111 ULT Unsigned less than C=1 
1011 UGT Unsigned greater than (C=O andZ=0)=1 
0011 ULE Unsigned less than or equal (C OR Z)=1 
0000 Never true wee 
Instruction Formats 
RCF RET. SCF 
ONE-BYTE INSTRUCTIONS 

| OPC | MODE | CLR, CPL, DA, DEC, 
on PUSH AL ALC RAY eee 

RRC, SRA, SWAP TCM, TM, XOR 

| dst, J OR (111 Of ast_| 
a JP, CALL (Indirect) 
-” J OE LEO ADC. ADD, AND, CP, 
R LO, OR, SBC, SUB, 

SRP 2 TCM, TM, XOR 

| MODE | oPc | LD 
| OPC | MODE | ADC, ADD, AND, ere aie ed CORN a 
[ast [sre fom TM XOR oe) on eel ae 
OBE OP tBorteci . igen [are | vo 
Ldstisrc | OPC | Lo 
OR ce oe sp 
[ast [| orc | LD PA 

| orc CALL 
[esucc [ opc | DJNZ. JR —- 
TWO-BYTE INSTRUCTIONS THREE-BYTE INSTRUCTIONS 
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Opcode Map 


Upper Nibble (Hex) 


Lower Nibble (Hex) 


10,5 10,5 10,5 10,5 
ADD | ADD | ADD} ADD 
Rz,Ri | IR2,Ri: | Ri,IM] IRi,IM 
ape 5 ane 5 ane 5 mre 5 
as Ri a Ri “eghe IM ate IM 
16,5 10,5 10,5 10,5 
SUB | SUB | SUB} SUB 
R2,Ri | IR2,Ri | Ri, IM | IRi,IM 
6,1 


8,0 10,5 10,5 10,5 10,5 
JP SRP SBC | SBC | SBC | SBC 
IM R2,R: | IR2,R; | Ri,IM | 1Ri,1M 

10,5 10,5 es - = . 


OR OR 
R2,Ri | IR2, Ri a i Pa i 


- . oe 10,5 
AND 

Ha Ms . 4 IRi,IM 
10,5 10,5 10,5 

TCM | TCM | TCM 

IR2,Ri | Ri,IM | IRi,IM 

ee 5 10,5 10,5 


™ ™ 
rh 3 Ri,IM | IRi,IM 


10,5 10,5 12,0 : 
DECW | DECW | LDE 
RR, IRi | ri,drr2 [Ira Irr2 
12,0 : 
LDE LDEI 
r2, Irry |Ir2,Irr) 
es . a . . : c . 
- . ns - ae i 
10,5 10,5 10,5 10,5 
XOR | XOR | XOR XOR 
R2,Ri |IR2,Ri | Ri, IM | IRi,IM 
is 0 18.5 10,5 
mae LDCI LD 
IR, ri, oe Iri, Irr2 ri, x, R2 


ee 0 18.5 20,0 20,0 
LDCI | CALL* CALL 
12, ae Ir2,Irr,) | IRRi DA 
6,5 6,5 6,5 10,5 i. 5 a 5 is 5 
RR RR LD LD 
Ri IR; ri,Ir2 | R2,Ri as oh i. a an a 
8 


5 85 i 5 
SWAP | SWAP 
Ri IRi - - 


Lower Opcode Nibble 


Execution Cycles Pipeline Cycles 


4 


10.5 
Upper Opcode Nibble—» A CP 


RDP, 


Mnemonic 


First Operand Second Operand 


*2-byte instruction; fetch cycle appears as a 3-byte instruction. 
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mo) of 


aes 
a a) 


Se ee 
Bo 
i a 


ma 
o 


Zo 
EE 
~~ 


Bytes Per 3 2 
Instruction 


3 l 


Legend: 

R = 8-Bit Address 

r = 4-Bit Address 

R; or r} = Dst Address 
Sre Address 


R2 or r2 


Sequence: 
Opcode, First Operand, Second Operand 


Note: The blank areas are reserved 
instructions. 
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Instruction 
Summary 


Instruction Addr Mode 


and Operation det “ave 


ADC dst,src (Note 1) 
dst — dst + src + C 

ADD dst,src (Note 1) 
dst — dst + src 

AND ast,src (Note 1) 
dst — dst AND src 

CALL dst DA 

SP — SP - 2 IRR 

@SP — PC; PC — dst 

CCF 

C-NOTC 

CLR dst R 

dst — 0 IR 
COM dst R 

dst — NOT dst IR 

CP dst,src (Note 1) 
dst - src 

DA dst R 

dst — DA dst IR 

DEC dst R 

dst — dst - | IR 
DECW dst RR 

dst — dst - 1 IR 

DI 

IMR (7) — 0 

DJNZ r,dst RA 
r-r-] 


ifr #0 PC—PC + dst 
Range: + 127, -128 


EI 
IMR (7) — 1 
INC dst r 
dst — dst + 1 
R 
IR 
INCW dst RR. 
dst — dst + 1 IR 
IRET 


FLAGS — @SP; SP — SP + 1 


Opcode 
Byte 
(Hex) 


10 


00 


50 


D6 
D4 


EF 


BF 


PC — @SP; SP — SP + 2; IMR(7) —1 


JP cc,dst DA 
if cc is true 
PC — dst IRR 
JR cc,dst RA 
if cc is true, 
PC — PC + dst 

Range: + 127, -128 

LD dst,src r IM 

dst — src r R 
R r 
r X 
xX r 
r Ir 
Ir r 
R R 
R IR 
R IM 
IR IM 
IR R 

LDC dst,src F Irr 

dst — src Irr r 

LDCI dst,src Ir Irr 

dst — src Irr Ir 

r-r+1; rr—rr+l 

LDE dst,src r Irr 

dst — src Irr r 


Flags Affected 


CZSVDH 


* &¢ « « OQ « 
* * *« + O # 
—-+** Q-- 


-—- * &€* &€-—- — 


- * & & —- — 
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Instruction Addr Mode 
and muerer dee gee 
LDEI dst,src Ir Irr 
dst — src Irr Ir 
r-r+1; r-rr+1 
NOP 
OR dst,src (Note 1) 
dst — dst OR src 
POP dst R 
dst — @SP IR 
SP — SP + 1 
PUSH src . R 
SP -—SP-1; @SP—src IR 
RCF 
C-0 
RET 
PC — @SP; SP-—SP +2 
RL dst ey ] 
RLC as A 
AR dst (tea) B 
RRC ds R 
SBC dst,src (Note 1) 
dst — dst-src-C 
SCF 
C-] 
SRA dst R 
Ho (oi i 
SRP src IM 
RP — src 
SUB dst,src (Note 1) 
dst — dst - src 
- SWAP dst ee R 
C-_—7 IR 
TCM dst,src (Note 1) 
(NOT dst) AND src 
TM dst,src (Note 1) 
dst AND src 
XOR dst,src (Note 1) 


dst — dst XOR src 


Note 1 


Opcode 
Byte 
(Hex) 


83 
93 


PF 


Z8590 


Flags Affected 
CZSVDH 


These instructions have an identical set of addressing 
modes, which are encoded for brevity in this table. The 
higher opcode nibble is found in the instruction set table 
above. The lower nibble is expressed symbolically by av. 
in the table above, and its value is found in the following 
table to the right of the applicable addressing mode pair. 


For example, the opcode of an ADC instruction using 
the addressing modes r (destination) and Ir (source) is 13. 


Addr Mode 
dst src 
r r 
r Ir 
R R 
R IR 
R IM 
IR IM 


Lower 
Opcode Nibble 


Ae & & es 


rm) 
cc 
— 
— 


PROCESSORS 


Synertek. 


Registers 


R248 P1M 
PORT 1 MODE REGISTER 
UPC REGISTER ADDRESS (HEX): F8 


[Py [De [Ds |B, [Ds [D2 | Ds | Do 
| P1o-P17 VO DEFINITION 
0 DEFINES BIT AS OUTPUT 


1 DEFINES BIT AS INPUT 


R246 P2M 
PORT 2 MODE REGISTER 
UPC REGISTER ADDRESS (HEX): F6 


[D7 | Dg | Ds | Dy | Ds [Dz | Ds | Do | 
| P29-P27 VO DEFINITION 
0 DEFINES BIT AS OUTPUT 


1 DEFINES BIT AS INPUT 


Z8590 


R247 P3M 
PORT 3 MODE REGISTER 
UPC REGISTER ADDRESS (HEX): F7 


L 0 PORT 2 PULL-UPS OPEN DRAIN 
1 PORT 2 PULL-UPS ACTIVE 
0 PORT 1 PULL-UPS OPEN DRAIN 
4 PORT 1 PULL-UPS ACTIVE 
0 Pas = OUTPUT 
1 Pgs = INT 
RESERVED 
0 P33 = INPUT Py, = OUTPUT __ 
4 P33 = DAVIRDY1 P34 = RDYI/DAVI 
0 P3 = INPUT (Tin) P36 = OUTPUT me 
1 P31 = DAVZIRDY2 P36 = RDY2/DA 
0 P39 = INPUT P37 = OUTPUT. 
1 P39 = IEl P37 = IEO 
0 P32 = INPUT 


— 


1 P32 = INTACK 


Figure 12. Port Mode Registers 


R251 IMR 
INTERRUPT MASK REGISTER 
UPC REGISTER ADDRESS (HEX): FB 


| L 1 ENABLES IRQO 
1 ENABLES IRQ1 
1 ENABLES IRQ2 


1 ENABLES IRQ3 

1 ENABLES !RQ4 

1 ENABLES IRQ5 
RESERVED 

1 ENABLES INTERRUPTS 


R250 IRQ 
INTERRUPT REQUEST REGISTER 
UPC REGISTER ADDRESS (HEX): FA 


IRQO = MASTER CPU COMMUNICATIONS 
1RQ1 = P33 INPUT 

IRQ2 = P3, INPUT 

IRQ3 = P39 INPUT 

IRQ4 = To 

IRQS = Ty 

RESERVED 


= 


R249 IPR 


INTERRUPT PRIORITY REGISTER 
UPC REGISTER ADDRESS (HEX): F9 (WRITE ONLY) 


[Dy | Ds [Ds | Dy [Ds 2 | Dy [Do | 


RESERVED =e 


INTERRUPT GROUP PRIORITY 
RESERVED = 000 

C>A>B = 001 

A>B>C = 010 

A>C>B = 011 

B>C>A = 100 

C>B>A = 101 

B>A>C = 110 

RESERVED = 111 


IRQ1, IRQ4 a (GROUP C) 
0 = IRQI >| 
1 = IRQ4 > inal 


IRQO, IRQ2 PRIORITY (GROUP B) 
0 = IRQ2 > IRQO 
1 = IRQ0>IRQ2 


IRQ3, IRQS PRIORITY (GROUP A) 
0 = IRQS > IROQ3 
1 = IRQ3>IRQ5 


Figure 13. Interrupt Control Registers 


R254 MIC 
MASTER CPU INTERRUPT CONTROL REGISTER 
UPC REGISTER ADDRESS cee FE 


Le END OF MESSAGE 

0 WAIT ENABLE WHEN WRITE 
1 WAIT DISABLE WHEN WRITE 
0 ENABLE LOWER CHAIN 


1 DISABLE LOWER CHAIN 

0 DISABLE DATA TRANSFER 
1 ENABLE DATA TRANSFER 
0 VECTOR OUTPUT 

1 NO VECTOR OUTPUT 


R240 MIV © 
MASTER CPU INTERRUPT VECTOR REGISTER 
UPC REGISTER ADDRESS (HEX): FO 


CACACICACICIEAES 
i: Pee VECTOR DATA (Dp = LSB) 


0 NO MASTER CPU INTERRUPT PENDING 


1 MASTER CPU INTERRUPT PENDING 


0 NO INTERRUPT UNDER SERVICE 
1 INTERRUPT UNDER SERVICE 

0 INTERRUPT REQUEST DISABLED 
1 INTERRUPT REQUEST ENABLED 


Figure 14. Master CPU Interrupt Registers 
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Registers (Cont.) 


R252 FLAGS 
FLAG REGISTER 
UPC REGISTER ADDRESS (HEX): FC 


| L USER FLAG F1 
USER FLAG F2 
HALF CARRY FLAG 


DECIMAL ADJUST. FLAG 
OVERFLOW FLAG 

SIGN FLAG 

ZERO FLAG 

CARRY FLAG 
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R253 RP 
REGISTER POINTER 
UPC REGISTER ADDRESS (HEX): FD 


DOMCICICIc 
REGISTER POINTER a oe ae DON'T CARE 


(4-7) 


R255 SP 
STACK POINTER 
UPC REGISTER ADDRESS (HEX): FF 


[97 [Ds [Ds [Ds [3 [D2] Ds |p 
| STACK POINTER 


(SPo-SP7) 


Figure 15. UPC Control Registers 


RO DTC 
DATA TRANSFER CONTROL REGISTER 
UPC REGISTER ADDRESS (HEX): 00 


END OF MESSAGE 


NO TRANSFER ERROR 
TRANSFER ERROR 


NO LIMIT ERROR 
LIMIT ERROR 


DISABLE DATA TRANSFER 
ENABLE DATA TRANSFER 


VO REGISTER POINTER 


R4LC 
LIMIT COUNT REGISTER 
UPC REGISTER ADDRESS (HEX): 04 


[Dz | Dg | Ds [Dy [ Dy | D2 | D, | Op | 
| . LIMIT COUNT VALUE 
(RANGE: 0-255 DECIMAL 


00-FF HEX) 


R5 DIND 
DATA INDIRECTION REGISTER 
UPC REGISTER ADDRESS (HEX): 05 


| 


INDIRECTION ADDRESS 
(Do = LSB) 


Figure 16. Master CPU-UPC Data Transfer Registers 


R241 TMR 
TIMER MODE REGISTER 
UPC REGISTER ADDRESS (HEX): F1 


Tour MODES 0 = NO FUNCTION 
RESERVED = 00 1 = LOAD T, 
To OUT = 01 ? 
T; OUT = 10 
7 0 = DISABLE To COUNT 
INTERNAL CLOCK OUT = 11 1 = ENABLE Tp COUNT 
Tin MODES 
EXTERNAL CLOCK Pom Pe ial 


INPUT = 00 PS SORD Ts 

GATE INPUT = 01 
TRIGGER INPUT = 10 
(NON-RETRIGGERABLE) 
TRIGGER INPUT = 11 
(RETRIGGERABLE) 


0 = DISABLE T; COUNT 
1 = ENABLE T; COUNT 


R242 T1 
COUNTER/TIMER 1 REGISTER 
UPC REGISTER ADDRESS (HEX): F2 


| 


Ty INITIAL VALUE 
(RANGE: 1-256 DECIMAL 
01-00 HEX) 


PRESCALER O REGISTER 


R243 PRE1 
PRESCALER 1 REGISTER 
UPC REGISTER ADDRESS (HEX): F3 


[ COUNT MODE 
0 = T; SINGLE PASS 
1 = T; MODULO ¢ N 


CLOCK SOURCE 

0 = EXTERNAL TIMING INPUT 
(Tin) MODE 

1 = T; INTERNAL 


PRESCALER MODULO 
(RANGE: 1-64 DECIMAL 
01-00 HEX) 


R244 TO 
COUNTER/TIMER O REGISTER 
UPC REGISTER ADDRESS (HEX): F4 


is sae 


To INITIAL VALUE 
(RANGE: 1-256 DECIMAL 
01-00 HEX) 


R245 PREO 


UPC REGISTER ADDRESS (HEX): F5 


[7 | Be [Bs | Ds [Ds | Ds | D, | Dy) 
| [ COUNT MODE 
0 = To SINGLE-PASS 
1 = To MODULO +N 


RESERVED 


PRESCALER MODULO 
(RANGE: 1-64 DECIMAL 
01-00 HEX) 


Figure 17. UPC Counter/Timer Registers 
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Registers (Cont.) 

Control Register 

00, | 

Data Transfer Control Register 

04, 

Limit Count Register 

O54, 

Data indirection Register 

FOu 

Interrupt Vector Register 

Fly 

Timer Mode 

F2y 

TO Register 

F3y 

TO Prescaler 

F4,, 

T1 Register 

Foy 

T1 Prescaler 

F6y 

Port 2 Mode 

F7y 

Port 3 Mode 

F8y 

Port 1 Mode 

F9On 

Interrupt Priority 

FAy 

Interrupt Request 

FBy 

Interrupt Mask 

FCy 

Flag Register 

FDy 

Register Pointer 

FEy 


Master CPU Interrupt 
Control Register 


FFy 
Stack Pointer 


Note: X means not defined. 


| By | De | Ds | Ds | Ds | D2 | Ds | Do | 
Pee Eee 
Not Defined 


Not Defined 


Not Defined 


Not Defined 


X X X 


x 
~ 
* 


Not Defined 


X X X X 


E 
x 


Not Defined 


x< 
E 


X X X X X 


|x 
x 


Not Defined 


Not Defined 


Not Defined 


Table 4. Control Register Reset Conditions 
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Comments 


Disable data transfer 
from master CPU 


Stops TO and T1 


Single-Pass mode 


Single-Pass mode 
External clock source 


Port 2 lines defined as 
inputs 


Port 1, 2 open drain; 

P35 a INT; P30, P31, Poo; 
P33 defined as input; P34, 
P3., P37 defined as output 


Port 1 lines defined as 
inputs 
Reset Interrupt Request 


Interrupts disabled 


Master CPU interrupt dis- 
abled; wait enable when 
write; lower chain enabled 


Synertek, 


Absolute Maximum Ratings* 


Voltages on all pins (except Vgp) 


with respect toGND ..................6. -0.5V to +7.0V 
Operating Ambient Temperature .......... OC to +70°C 
Storage Temperature ................. -65°C to +150°C 


Z8590 


Comment* 
Stresses greater than those listed under ‘Absolute Maxi- 
mum Ratings” may cause permanent damage to the device. 
This is a stress rating only; operation of the device at any 
condition above those indicated in the operational sections 
of these specifications is not implied. Exposure to absolute 
maximum rating conditions for extended periods may affect 
device reliability. 


Standard Test Conditions 


The characteristics below apply for the following standard test 
conditions, unless otherwise noted. All voltages are refer- 
enced to GND. Positive current flows into the reference pin. 
Standard conditions are as follows: 


— +4.75V<Vec S$ +5.25 V 
— Vss = GND=0OV 
OPC = 145 770°C 


“+5V 
2.2K 


FROM OUTPUT 
UNDER TEST 


250 


. 
> 


| 


Figure 18. Test Load 1 


D.C. Characteristics 


FROM OUTPUT 
UNDER TEST 


Figure 19. Test Load 2 


Notes 


O< Vin = +5.25 V 


__[InputLeakage | 10] ts [A 


Note: 1. For Ag-Aj1 and Do-D7, MDS, SYNC, MAS, and MR/W/1ACK on 
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the 64-pin versions. Ioy = 100 vA and Io; = 1.0 mA. 
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Master CPU Interface Timing 


Notes* 


1 | Tre Clock Rise Time fl OC 
a 
3 Clock Fall Time fF | 20 
¢ [Twat | Otek tow wats —SSSSSS*d | 8 
@_[TeaToW) | A/0wWRiSaupTine —SSSSCSCSCS~S~rSC 
7 [TexrD@0) [A010 AD iSeuptine ————SSSSSCS~wCi 
= [tarowny [A/D WA iHome ——SSSSSSSSC~sC 


30 
9 _| Tha/DIRO) 
10 | Tscsiwn) | CSioWRisewptime | 
11 [TecsA) | CSiwoABISouptime | 
2 | Tscsawr) | CSttoWRiSetuptme | 
i3__| TsCSiRO 
14_| TRCSIWR 
15 | THCSIRD) 
16_| TsD\WA) 
17 Tw(WR) WR Low Width 390 
i8__| TwRO) 290 
19 | THWAID) | DataintoWRiHowTime | 
20 | TaRO(OH) | DataValidfromADiDeley | 
21 | THABON | Data Validto RDI HodTime | 
22 | TaRDIOL) | Data Bus Float DelayfromRBi | 
23 [TaRDIOB,) | RO ltoReadDataAciveDely | 

oe 

aS 

a 


70 
24 TdWR(W) WR | to WAIT | Delay 150 
25 TdRD(W) RD | to WAIT | Delay 


26 TdDI(W) Data Valid to WAIT | Delay 


Interrupt Acknowledge Transactions 


Number | Symbol _| Parameter sin. (ns)_| Max. (ns) | Notes 
27 [TsACKRO) | INTACK ito \Scuptme —SC~=“~*~—*~“‘“‘~‘~sSCéCSYTSCd 
28 | TaRD(D) | RD! toVector Valid Delay —SSSCSCS~S~SSSCSCSCS~*dtC«t 
29 [THROIACK) | RDItoINTACKiHoldTime—S~CS~‘“<~S;SS*dSC<i SYS 
30 IEl to RD | Hold Time a | 100 | 
31 RD (Acknowledge) Low Width | 255 | 
32 | TaEWEO) | IEltoEO Delay —SSCSC=“~*~s~‘“‘“‘“‘~;S*drTSC‘(C*Y~C(‘ FO 
33 [ TsIENRD) | Ielto RDI SeupTime—S~Ss=—“—~S*~‘—~*~SS‘S 
34 INTACK | to IEO | Delay ae 
35 | TdACK;(IEO) | INTACK'tolEO'Delay CT 8 
Notes: 


1. This parameter is dependent on the state of the UPC at the time of master CPU access. 
2. In case where delay chain is not used. 

3. The timing characteristics given reference 2.0 V as High and 0.8 V as Low. 

4. All output ac parameters use test load 1. 

*Timings are preliminary and subject to change. 
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Master CPU Interface Timing 


——a 
WRITE CASE 
WR 
(234-4 = 
enon np cee 
OH oe otek 


. [poy to 
(15) 


=) 
oc 
2 
= 


PROCESSORS 


fail 


Interrupt Acknowledge Timing 


| @) —>|@) 


INTACK 


(33) 
a a 
©) 
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Handshake Timing 


Number [Symbol [Parameter SSCS~S~SC«S Mn | 
[TsDIDA) | Detain SetupTime ——SC~—~—S—CSC~S~S~dC~<iSCS 
4 


TdDAL(RY) Data Available Low to Ready ~ 20 175 1,2 
Delay Time 0 2 


Notes* 


— 


5 TdDAH(RY) Data Available High to Ready 1,2 
Delay Time 2,3 

6 TdDO(DA) Data Out to Data Available 50 2 
Delay Time 

7 TdRY(DA) Ready to Data Available Delay Time [© | 3205 2 


TwRES Minimum Width of WR and RD both Low 
for Reset 


RAM Version Program Memory Timing 


Number | Symbol 


TwMAS Memory Address Strobe Width 
TdA(MAS) Address Valid to Memory Address Strobe t Delay 


TdMR/W Memory Read/Write to Memory Address Strobe |t 
(MAS) Delay 


4 TdMDS(A) Memory Data Strobe t to Address Change Delay 


TdMDS Memory Data Strobe | to Memory Read/Write Not 
(MR/W) Valid Delay 


nN] — 


i¢) 


30 
30 


ol 


oi 


6 TwiMDS) Memory Data Strobe Width (Write Case) | 160 | | 6 
7 TdDO(MDS) Data Out Valid to Memory Data Strobe ! Delay | 30 [| | 5 
8 TdMDS(DO) Memory Data Strobe | to Data Out Change Delay a ae 5 
9 TwiMDS) —_| Memory Data Strobe Width (Read Case) {| 230 | | 6 
10 TdMDS(DI) Memory Data Strobe | to Data In Valid Delay ee oe ee, 
11 TdMAS(DI) Memory Address Strobe ! to Data In Valid Delay ee ee 
12 ThMDS(DI) Memory Data Strobe | to Data In Hold Time ee a ae 
13 Instruction Syne Out Width | ico {| 
14 TdSY(MDS) Instruction Sync Out to Memory Data Strobe Delay | 200 [| | 
15 Interrupt Request via Port 3 Input Width | 100 | | 
Note: 
1. Input Handshake. input clock periods must be added to the specified width. Data 
2. Test Load 1. Strobe width varies according to the instruction being executed. 
3. Output Handshake. 7. Address strobe and data strobe to data in valid delay times 
4. Internal reset signal is 1/2 to 2 clock delays from external reset represent memory system access times and are given for a4 MHz 
condition. input frequency. 
5. Delay times are specified for an input clock frequency of 4 MHz. 8. All timing references assume 2.0 V for a logic “1” and 0.8 V for 
When operating at a lower frequency, the increase in input clock a logic “0”. 
period must be added to the specified delay time. 9. All output ac parameters use test load 2. 
6. Data strobe width is specified for an input clock frequency of 4 *Timings are preliminary and subject to change. 


MHz. When operating at a lower frequency, the increase in three 
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Handshake Timing 
(1) (2X3) 
DAV 
INPUT | 
® © 
RDY 4 
OUTPUT PORT 
READ 
INPUT HANDSHAKE 
DATA OUT DATAOUT VALID 
©) PORT 
DAV 


OUTPUT 


RDY 
INPUT 


Reset Timing 


ws 
fo 
a) 
Co =e 
rw 
— os 

i> 
=o 
lo 
oa 


RAM Version Program Memory Timing 


—| Cd) je 


MAS 


Or meas 
Og 
MRIW 
ONLY) 
(6) (5) 


© 
tt {ona} 
4 
MDS 
READ CASE 
@) 
_ EE 
@ 
” 
iRQN ey 
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Ordering Information 


Package/ 
‘Temp. Speed | 


Product 


Number Description 


SY8590 UPC (40-pin) 

SY8590 Same as above 
SY8590 Same as above 
SY8590 Same as above 
SY8590 Same as above 
SY8590 Same as above 
SY8591 UPC External 


ROM-based 
Program Memory 
(64-pin) 
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Product 
Number 


SY8592 


Package/ 

Temp. Speed | Description 
UPC External 
RAM-based_ 
Program Memory 


(64-pin) 


SY8593 UPC 
2716 EPROM 
Program Memory 
(40-pin) 

SY8594 UPC RAM 


Program Memory 
(40-pin) 


Notes: C = Ceramic, D = Cerdip, P = Plastic, Q = Quip, R = Protopack; E = -40°C to +85°C, S = 0°C to +70°C. 
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Z86C01 

single-Chip 

CMOS Microcomputer 
with 2K ROM 


FEATURES 


¢ Complete CMOS microcomputer with on-chip RAM, e Register pointer permits shorter, faster instructions to 
ROM and I/O access one of nine working-register groups 
— 128 bytes of on-chip RAM ¢ Vectored, prioritized interrupts for |/O, counter/timers 
— 4K bytes of on-chip ROM and UART 
— 32 1/0 lines e Expandable bus interfaces up to 6OK bytes each of 
¢ Two programmable 8-bit counter/timers, each with a external program memory and external data memory 
6-bit programmable prescaler © On-chip oscillator can be driven by a crystal, RC, LC or 
e Full-duplex UART clocked by an internal timer external clock source 
© 144-byte register file includes: e High-speed instruction execution 
— 124 general-purpose registers, each of which can — Working-register operations = 1.5 ws 
be used as an accumulator, index register, storage — Average instruction execution = 2.2 us 
element, address register or part of the internal — Longest instruction = 5 us 
stack e Low-power standby mode retains contents of general- 
— Four I/O port registers purpose registers 
— Sixteen status and control registers ¢ Single +5 V supply 
e Pin, function and object code compatible with e All!/O pins TTL compatible 
Synertek 


HMOS 28601 MCU 


DESCRIPTION 


The Z86C01 is an implementation of the powerful Z8 in a line of Synertek CMOS microcomputers based on 
architecture in a high performance, N-well HCMOS the Z8 architecture. Future members of the family will 
process. The Z86C01 is capable of performing in the have architectural enhancements in order to optimize 
same socket as a Z8601 with at least an order of speed/power performance, as well as different 
magnitude savings in power consumption. It is the first amounts of memory and I/O capabilities. 


BLOCK DIAGRAM 


OUTPUT INPUT Vee GND XTAL AS DOS RIW RESET 


MACHINE TIMING & 
INSTRUCTION CONTROL 


PORT 3 
PROGRAM 
MEMORY 
2048 x 8-BIT 


PROGRAM 
a 


TIMER/ 
COUNTERS 
(2) 


INTERRUPT 
CONTROL 


REG. POINTER 


REGISTER FILE 
124 x 8-BIT 


vO AODRESS OR I/O ADDRESS/DATA OR V0 
(BITPROGRAMMABLE) (NIBBLE PROGRAMMABLE) (BYTE PROGRAMMABLE) 


*Z8 is a trademark of Zilog Inc. 
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PROCESSORS 


Synertek. 


Absolute Maximum Ratings* 


Voltages on All Inputs and Outputs 


with Respect to Ground ..........eeeeeees OV to +6V 
Operating Ambient Temperature ......... O°C te 470°C 
Storage Temperature ............0e6- -65°C to +150°C 


Standard Test Conditions 


The characteristics below apply for the following standard test 
conditions, unless otherwise noted. All voltages are refer- 
enced to GND. Positive current flows into the reference pin. 
Standard conditions are as follows: 


— Veco = 4.5V to 5.5V 


Z86C01 


Stresses greater than those listed under “‘Absolute Maximum 
Ratings’ may cause permanent damage to the device. This is 
a stress rating only; operation of the device at any condition 
above those indicated in the operational sections of these 
specifications is not implied. Exposure to absolute maximum 
rating conditions for extended periods may affect device 
reliability. 


ADVANCE INFORMATION 


(Specifications and information subject to change without 
notice.) 


— GND =O0OV 
— 0°C<Ta< 70°C 
D.C. Characteristics 
VcH Clock Input High Voltage Vec Vec V Driven by Ext. 1 
ernal Clock Gen- 
erator 
Vet Clock Input Low Voltage V Driven by Ext- 
ernal Clock Gen- 
erator 
i Viwm Supply Current [|__| __|_-ma | Power Bown Mode 
Vum Back Supply Voltage a ae Vcc Power Down Mode 
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Synertek. 786C04 


External I/O or Memory Read and Write Cycle 


TwDS DS (Read) Low Width. 250 
DS (Write) Low Width 160 


TdDS(D1) DS! to Read Data Required Valid F200 


—_ =a 
NN 
Wo WwW 


TaWAS) | Adsress Vaid ASi Delay ————S~dtCSi Yn 

TaASIA) | ASI wo Adress oatDelay ——~—~S~S~dtCTSit Sn 

TaAS(O) | ASI Reed Dew Requredvand =< ~S*S*~*idCi Yrs | 

TaNOS) | Adress FoatwOS———SSCS~“~‘dSC‘TS*dSSSS~*d Ce 

[DSi to Read Date Required Vaid 

THOS(O) | Reed Data O81 Hold Time a 

TaDSIA) | DSi wAdsressActwe Delay ———~S«dSCiO | SSSS*d ns Pt 

Tapsias) | OStwAS\Deay 0 gs Pt 

Tar WAS) | R/Wvaiste ASIDeey ———SS*d 8s ft 

TaDsin/W) | OSiwR/WNaveis ————SS~idCSCiSSS*d ns ft 

TabO(0S) | Wire Data Vato DS (write)! belay “| 80 | | rs [02 
= 


PROCESSORS 


Notes: 

1. Timing numbers given are for minimum TpC. 

2. Also see Clock Cycle Time Dependent Characteristics Tabie. 

3. When using extended memory timing add 2 TpC. 

4. All timing references use 2.0V for a logic ‘1’ and 0.8V for a logic “O"’. 


PORT O, 
fa TT 


TdAS(DI) TdDS(A) 


TwAS 


AS 
TdDS{AS) 
ne TdR(AS) TdDS(R) 


TdW(AS) TdDS(w) 


RIW 


3-301 


Sunerick. ; 286C01 


Clock Cycle Dependent Characteristics 


Symbol 8 MHz . . Symbol 8 MHz 
TdA(AS) TpC — 75 | TdDS(AS) — TpC — 55 
TdAS(A) TpC — 55 TdR/W(AS) ToC: '75 

TdAS(DR) ATpC—140* TdDS(R/W) TpC — 65 

TwAS TpcC — 45 TdDW(DSW) TpC — 75 

TwDSR 3TpC — 125* TdDS(DW) TpC — 55 
TwDSW 2TpC — 90* | TdA(DR) 5TpC — 215* 

TdDSR(DR) 3TpC — 175* | TdAS(DS) — TpC — 45 
Td(DS)A TpC — 55 | 


Additional Timing Table | 


| Z8611/12 | 
Symbol Parameter | | Min, | Max 


TpC Input Clock Period | 125 1000 


Tr, HC | ‘Clock Input Rise and Fall Times aa a ae 
TwC Input Clock Width 


TWT yl Timer Input Low Wdith | 
TwTiyH Timer Input High Width 3 pC 


TpTin | Timer Input Period Tpc 
8 


Notes 


n 
NM} rm} rm] al ala 


Tr Tin, TE Tiny Timer Input Rise and Fall Times Eo a 

TwiL Interrupt Request Input Low Time | 100 | 2,3 

TwlH Interrupt Request Input High Time STpC oi 
Notes: 


1. Clock timing reference uses 3.8V for a logic ‘"1’’ and 0.8V for a logic “0”. 
2. Timing reference uses 2.0V for a logic “1” and O.8V for a logic ‘‘O”’. 
3. Interrupt request via Port 3. 


CLOCK 
TrTin TrTin 
T¢Tin TFTin 
TIN 
TwTink TwTing 
TpeTin 
IRON 
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Features 


® Two Z8602 devices offer complete configuration 
choice for any application. 


e 2048 bytes static RAM for convenient execution and 
debug of user code. 


@ On-board 2716 socket to test user code in EPROM 
without additional hardware. 


° As many as 2048 hardware breakpoints on address 
compare cover the entire internal ROM space. 


Description 


The Z8 Devélopaieli Module is a_ single-board 
microcomputer system specifically designed to assist in 
the development and evaluation of hardware and 
software designs based on the Z8 microcomputer. It 
allows system prototyping in hardware with the Z8602 
prototyping device, thereby developing code that will 
eventually be mask Prgeerned into the Z8 on-chip 
ROM. 


-Two Z8602 devices on the 78 Development Module 
: provide flexibility: one serves as a controller while the 


©1980 by Zilog, Inc. Z8 is a trademark of Zilog, Inc. 
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Z8 Develooment 


Module 


Versatile monitor software for debugging, register and 
memory manipulation, and file upload and download. 


‘Transparent’ operation allows software development 
without disconnecting from CRT and host. Industry- 
standard interface compatible with most CRT termin- 
als and development hosts. 


e Wire-wrap area for prototyping. 


other is totally user-definable. All user ports on the 
second Z8602 are unconfigured and available to suit any 
application. 

To simulate the final mask-programmed version on 
which user code resides, 2048 bytes of high-speed static 
RAM are available for executing and debugging code. An 
on-board EPROM ‘socket allows the. user to substitute 
EPROM for static RAM. This enables the user to test 
PROM after software development. and debug without 
building special hardware. | 


oO 
=a 
oO 
= 


PROCESSORS 


Synertek. 


The EPROM.-resident monitor software offers debugging 
features, register and memory manipulation, as well asa 
convenient means to upload and download software 
between the host and user RAM space. 


The Development Module connects to the CRT terminal 
and host system via two on-board standard RS232C 
serial ports and is physically located between the CRT 
and host. A simple command makes the Development 
Module transparent in the serial path to allow software 
development without disconnecting from the CRT and 
host. 


Z8 Development Module 


The Development Module can operate stand-alone for 
simple debugging operations or it can interface directly 
to a host development system such as the Zilog ZDS-1 or 
PDS 8000 Series for software development and file 
storage. 


Twenty square inches of wire-wrap area with conven- 


_iently located 5 V and ground points are provided near 


the user Z8602 for prototyping. 


Functional Description 
Hardware Ke 


Two Z8 microcomputer units designated the Monitor 


MCU and User MCU are at the heart of the Z8 
Development Module. The Monitor MCU controls the 
operation of the User MCU and the monitor/debug soft-. 


ware. The monitor/debugger resides in 4K bytes of © 
EPROM. Hardware breakpoint logic provides a maxi- | 


mum of 2048 breakpoints. Single stepping and software 
trace capabilities are also available. - 

The User MCU is a Z8602 controlled by the Monitor MCU 
via internal address/data and control lines brought out 


to external pins. This effectively leaves all ports on the - 


User MCU unconfigured and available to the user. The 


2K bytes of static RAM on the ‘internal’ bus are for user _ 


code that may be executed by the User MCU. Execution 


is in real time at full processor speed. Both MCUs utilize: 


7.4 MHz crystal oscillators, the outputs of which are 


divided internally to provide 3.7 MHz clocks. 
In addition to wire-wrap area, a 40-pin header (3M type 


3495-1002) for the User Z8 can connect to a ribbon cable ~ 


viuintgdghyintes 93h 
shrinichetebated 938 
Beehedebcketwhad xh 
Siekotatetsteiv’ 23 
thebsbchwbwky: 
 Mrtehehehns 


= 

= 

= 
eS 
& 
bed 
3 
bd 
= 
Baad 
= 
bd 
= 
bead 
= 
Sasa 
= 

i 


Z8 Development Module conveniently connects to both the CRT and MDT 2000 Development System. 


with a 40-pin plug that may plug into a target system. 
Bus driver logic may be added on the wire-wrap area for 
basic emulation capability. Two switches, ‘Mode’ and 
‘Reset’, provide a means to re-enter the Monitor and 
reinitialize the system, respectively. Baud rate from 110 


‘ to 19200 may be selected with an on-board 4-element 
_ DIP switch. 


Software 


The monitor/debug program, residing in 4096 bytes of 
EPROM, includes debug, input/output, control and host 
interface commands. The commands are grouped into 
four major functional blocks: monitor, debug, manipula- 
tion and file commands. 
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Monitor Commands 


This group of commands controls execution of the User 
MCU, monitors user interrupts and transfers control 
from the monitor to the host system. 


GO<ADDRESS> 

Causes User MCU to execute program disallowing 
further debug until a BREAK or HALT command is 
encountered. 


HALT . 
Halts program execution of the User MCU | 


QUIT 
Returns control to the host system and enters the 
‘transparent’ mode. 


INTERRUPTS [E/D] 

Enables or disables all user generated interrupts. Note: 
All user interrupts are automatically disabled when a 
breakpoint is encountered. It is necessary to reenable 
such interrupts by this command. 


Debug Commands 


This group of commands allows the user to debug code 
by tracing through code and setting breakpoints and 
jumps to specified locations within the ‘internal’ ROM 
space. 


BREAK <ADDRESS> 
Sets a breakpoint at the specified address. 


KILL [<ADDRESS>] 
Clears the breakpoint at the specified address. 


JUMP <ADDRESS> 

Allows the User MCU to jump to a specified address 
anywhere within the internal ROM space, by changing 
the value of the program counter. 

NEXT [<n>] 


Causes execution of n instructions of the User MCU and 
then halts the User MCU. 


TRACE 
Causes single step execution of the User MCU. Every 
instruction executed is output to the console. 


Manipulation Commands 


The manipulation commands display and alter registers 
and memory. This group may be subdivided into two 
categories: register manipulation and memory manipu- 
lation. 


REGISTER MANIPULATION 


REGISTER [<REG NUMBER>] 

[<NEW REG VALUE >]] . 
Allows examination and modification of the User MCU 
registers. 


WORKING REGISTERS 


Displays contents of the 16 working registers of the 
User MCU. 


Z&8 Development Module 


PHILL<STARTING REGISTER> 

<NUMBER OF REGISTERS> 

[<DATA BYTES>] 

Stores the sequence of DATA BYTES into User MCU 
registers beginning at the STARTING REGISTER and is 
copied as many times as necessary for the NUMBER OF 
REGISTERS specified. 


MEMORY MANIPULATION 


DISPLAY [<STARTING ADDRESS >[<n>]] 
Allows display and modification of user memory 
contents for n number of bytes. 


SET<ADDRESS> <LENGTH> 

[<DATA BYTES>] 

Allows a sequence of data bytes beginning at the 
ADDRESS specified to be written into user memory. 


FILL <STARTING ADDRESS> 

<LENGTH> [<DATA BYTES>] 

Stores the sequence of DATA BYTES into user memory 
beginning at the starting ADDRESS and is copied as 
many times as necessary for the LENGTH specified. 


MOVE <SOURCE ADDRESS > 

<DESTINATION ADDRESS > [<n>] 

Moves contents of a user memory block from a source 
address to a destination address for a length of n bytes. 


COMPARE < ADDRESS 1> 
<ADDRESS 2> [<n>] 


Compares two blocks of user memory data, one begin- 
ning at ADDRESS 1 and the other at ADDRESS 2 forn 
bytes. 


File Commands 


The file group the user to upload and download programs 
to and from the host system. . 


LOAD <FILE NAME> 

Downloads a file to user memory starting at the low 
address of the file and continuing until the entire file is 
transferred. . 


UPLOAD <FILE NAME> 

<ADDRESS 1> <NUMBER OF 

BYTES> [<ENTRY ADDRESS >] 

Creates a RIO file image of user memory, beginning at 
ADDRESS 1, creating default length records, and 
imaging memory for the specified number of bytes. 


Note: The following notation is used in the command 
description. 


<> _ Enclose descriptive names for the quantities to be 
entered, and are not actually entered as part of the 
command. 


(] Denote optional entries in the command syntax. 


| Denotes “‘or.”’ 
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Synertek, 


Z8 Development Module 


MONITOR ; TRACE |-CODE 
a sTOPIGO REGISTERS | 


BREAK 
POINT 


MONITOR MONITOR 
MCU EPROM 


RS232C 
PORTS 


TOCRT TO HOST 


MONITOR ADDR BUS 


MONITOR DATA BUS 


PROGRAM 
COUNTER 


DATA 
MUX 


ADDR 
MUX 


Z8 Development Module Block Diagram 


Specifications 

Central Processor: 

Monitor MCU: 2Z8-02 (64-pin package) 

User MCU: Z8-02 (64-pin package) 

Clock Rate: 7.3MHz 7 

Memory: Monitor—4K bytes of EPROM 
User—2K bytes of static RAM 
User—Wired socket for EPROM to 
substitute for static RAM | 

Input/Output: Two RS232C ports to.CRT terminal 
and host system 

Baud Rate: Switch selectable from 110 to 
19200 baud © 

Breakpoint: 2048 max., valid for Address 
Compare, applicable to user ‘internal’ 
memory only | 

Control: Mode and Reset switches 

Power: +5 V,1.4V 

Physical Characteristics 

Wire Wrap 20 sq. in. 0.036” dia. plated-through 

Area: holes on 3/32 in. centers 


Height: 1.75 in. (4.76 cm), including 
standoffs 
Width: 14.5 in. (35.6 cm) 
Depth: 11.0 in. (29.9 cm) 
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Ordering Information 
Product Number: 05-6158-01 


Description: Z8 Development Module. Includes 
one serial interface ribbon cable and 


reference manual. 


Systems recommended for use with above: 


Synertek Systems MDT 2000 Micro 
Development System 

Synertek Z8 Software Development 
Package 


Description: 


Prerequisites: 


Description: 
Prerequisites: 


ZDS-1 Series Development Systems 
Z8 Software Development Package 


PDS-8000 Series Development 
Systems 


Description: 


Prerequisites: Z8 Software Development Package 


SY66016 
High-Speed 16 x 16 
Parallel Multiplier 


Synertek. 


PRELIMINARY 


Features 


High-Speed 16 x 16 Parallel Array Multiplier 

100 nsec Typical Multiply Time 

Low Power (Icc = 300 mA Typical) 

Full Product Multiplexed at Output 

2's Complement, Unsigned or Mixed Operands 
Input/Output Latches Selectable for Clocked or Trans- 
parent Mode of operation 


Description 


The SY66016 is a parallel array multiplier built using Syner- 
tek’s advanced HMOS process technology. By use of a 
modified Booths algorithm and the state-of-the-art 2u design 
rules, the SY66016 provides a performance comparable to 
existing bipolar TTL multipliers at less than half the power 
consumption (I¢c = 300 mA typical). 


Input data is accepted in the form of 16-bit 2's complement 
and unsigned magnitude or mixed operands. At the output 
of the array a format adjust control (FA) allow the user to 
select a full 32-bit product or a left shifted 31-bit product 
Suitable for 2’s-complement only. 


The two halves of the product may be routed to a 16-bit 
three-state output port via a multiplexer. In addition the LSP is 


Pin Configuration 


3-307 


Advanced HMOS Technology 

Input/Output Levels TTL Compatible 

Single +5V Power Supply - 

SY66016 Pin-for-Pin Functional Replacement for TRW 
MPY 16HJ and AMD 29516 


connected to the Y-input through a separate three-state 
buffer. 


Applications of the SY66016 multiplier include a variety of 
digital signal-processing systems including floating-point 
processors, FFT processors, array processors, image/video 
processors, speech recognition and synthesis, digital filtering, 
modems, missile guidance, etc. 


In the SY66016 the X, Y, MSP and LSP registers have inde- 
pendent clocks (CLKX, CLKY, CLKM, CLKL). The output 
multiplexer control (MSPSEL) uses a pin which is a supply 
ground in the TRW MPY 16HJ. When this control is LOW the 
function is that of the MPY 16HJ, thus allowing full 
compatibility. 


Block Diagram 


Xm{| °° X16 


REGISTER 


CLKY 


REGISTER 


| | | | 
cuxx | | Te | 
a a> 


MULTIPLIER 
ARRAY 
16 x 16 


FORMAT ADJUST 
Msp. | LSP 
REGISTER | REGISTER 


CLKM 
CLKL 
MSPSEL 
su SEL MULTIPLEXER 


\/ 


qd 16 
PRODUCT 


MICRO- 


ig) 
c 
jo) 
w 
Je) 
(eS) 
oO 
S 
Cc 
joe 


Synertek. 


Definition of Signals 


X15-Xo 
Yis-Yo 


Xu. Yu 
(TCX, TCY)}* 


FA (RS)* 


FT 


Multiplicand Data inputs. 


Multiplier Data inputs or least significant 
product (LSP) output. 


Mode control inputs for each data word; 
LOW for unsigned data and HIGH for 2’s 


complement data. 


Format adjust control selects either a full 
32-bit product (HIGH) or a left shifted 31- 
bit product with the sign bit replicated in 
the LSP (LOW). This control is normally 
high, except for certain fractional 2’s com- 
plement applications. 


Feedthrough control (HIGH) makes both 
MSP and LSP registers transparent. 
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SY66016 


Selects either MSP (LOW) or LSP (HIGH) to 
be available at the product output port. 


Round control for the rounding of 
the MSP. 


Three-state enable for product output port. 


Three-state enable for routing LSP through 
Y input/output port. 


Register Clock, X15.9, Xm, RND 
Register Clock, Y15.9, Yn, RND 
MSP Register Clock 

LSP Register Clock 


*TRW MPY 16HJ pin designation. 


ertek. SY66450 
Graphic Processor 


PRELIMINARY 


Features 


Interfaces to Any 8 or 16 Bit Processor 
Standard NMOS Technology 

5V Supply 

Low Power 

10 MHz Clock 


Description Pin Configuration 


Graphic processor interfaces between host processor 

and screen bit mapped memory. Draws graphic symbols, 64 pin 
lines, circles, arcs etc. Color capability. OFF-loads host ay 
processor to create high speed graphics system. 


Block Diagram 


HOST VIDEO 
—— MpB (MICROPROCESSOR BUS) ——® DISPLAY “*— DAB (DATA/ADDRESS BUS) 
PROCESSOR MEMORY 


=) 
oc 
= 
= 


PROCESSORS 


RAS 
CASEN 


MpBUS ADORESS OUT Pp ADDREN 
CONTROL ; CONTROL READY 


LDORSC 


DRPROG LDCOLR 


STATUS aes = 
REG 


DISPLAY 
MEMORY 
REGISTERS 
& COUNTERS 


16 x 16 


REGISTER 
Fl 
DMA id 
CONTROL 
I 1 


PITCH | 
REGISTER uPROG 
-e—} PIPELINE REG 


INTERNAL CONTROL 


i 
1 


SIGNALS 

INTERNAL 

16-BIT BUS STATUS 
REGISTER 


ALU 
‘ee oO PIPELINE REG 


GND O—e 
es = 
MUX 


COMMAND 
PROCESSOR 
AND 
MAPPING ROM 


SY66450 — GRAPHICS PROCESSOR (GPC) CHIP 
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PRELIMINARY 


Features 


Interfaces to Any Dynamic Memory 
Standard NMOS Technology 


5V supply 
Low power 
10 MHz clock 


Description 


Raster scanner interfaces between screen memory and 
CRT monitor. Outputs memory data in video format to 
CRT. Handles PAN, zoom and windowing functions. 
Replaces 20-40 MSI devices. 


Block Diagram 


DAB (DATA/ADDRESS BUS) 


; 


1/O BUFFER 
VIDEO 
SYNC 
GENERATOR 
cE 
R/W 
RS CONTROL 


ZOOM 
& PAN 
CONTROL 


CLR LOGIC 
RESET 
BUSY 


ES 
MEMORY 
REGISTERS 


& ES 


Veo O———> 


GND Q———> 


40 PIN NMOS 
| 
BLINK 
SCROLL 
| 
INTERNAL 
16-BIT BUS 


LIGHT PEN 
LOGIC 


SY66550 RASTER SCANNER (RSC) CHIP 
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Pin Configuration 


40 pin 
plastic 
DIP 
HSYNC 
VS/XS 
BLANK 
RAS 
MEMORY CASEN 
TIMING ZMA 
aoe 2M 


PITCH 
REGISTER 


BLINK 
CURSOR 
VCURSOR 


LPEN 


SY66550 


Raster Scanner 


o 
. 


Military Selection Guide 


- Static Random Access Memories (Ty = -55°C to +125°C) 


Part Number Organization Time Supply Number _ Type EPROM/ Page 
(ns) | Operating =| Standby =} (Volts of Pins (Note 1) PROM No. 
18 OD, 4-3 

“C.D, 4-30 


SYM2114A-3 1024x4- | 150 70 

; SYM2114A-4 1024 x 4 200 70 
— SYM2114A-5 1024 x 4 250 70 

| 30 
30 


SYM2148H-3 1024 x 4 55 150 
SYM2148H 1024x4 70 150 


SYM2148H-6 1024 x 4 85 150 30 
SYM2149H-3 ~ 1024 x 4 bg 150 
SYM2149H 1024 x 4 70 150 
SYM2149H-6 1024 x 4 85 150 


SYM2147H-2 
SYM2147H-3 
SYM2147H 


4096 x 1 
4096 x 1 
4096 x 1 


+ 


* + * * + + + + + + + 
onan ION On icn on oH} on on on 
a ae eh 
Ooo 00 | CO © 


on on 


SYM2129-3 2048 x 8 5 | 
SYM2129-4 2048 x 8 ; 5 
SYM216812] 4096 x 4 70 (31 (3] +5 
SYM216912] 4096 x 4 | +5 
SYM2167[2] 16,384 x 1 +5 


SYM3316 2048 x 8 2 C.D 825191 4-43 

SYM3316A | 2088xB8 C.D 825191 443 
SYM2332 4096 x 8 0 MS2532 430 
SYM2333 4096 x8 1 ‘D 2732/4 4-30 


c 
c 
SYM2364 | | . Ty ¢ 
SYM2364-3 | : c 
C 
c 


SYM2364A 
SYM2364A-3 


SYM2365 8192 x 8 
SYM2365-3 8192 x 8 
SYM2365A 8192 x 8 
SYM2365A-3 8192 x8 | 


sym23i28(41 | 16,384 x 8 
~-$YM23128-3[41 | 16,384 x 8 
SYM23128Al4] | 16,384 x 8 
SYM23128A-314] 16,384 x 8 


SYM2325614] 32,768 x 8 
SYM23256-3/4] 32,768 x 8 
SYM23256AI4] 32,768 x 8 
SYM23256A-3I4] | 32,768 x 8 


CD 
C, D 
C, D 
C.D 
C, D 
C, D 
C, D 
C, D 
C.D 
C, D 
C, D 
C,D 


KKK RRR] RR KRAR 


Notes: 

1. C= Ceramic, D = Cerdip, P = Plastic, K = Leadless Chip Carrier. 
2. Advanced Information. 

3. Not Available. 

4, Preliminary. 


be 
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SYM2114A 


Military 1024 x 4 Static 


Random Access Memory 
Extended Temperature Range 


(-55°C to +125°C) 


Features 


150ns Maximum Access 

Low Operating Power 

- 385 mW Max. 

No Clocks or Strobes Required 
Identical Cycle and. Access Times 
Single +5V Supply 


Description 


The SYM2114A is a 4096-Bit static Random Access Memory 
organized 1024 words by 4-bits and is fabricated using 
Synertek’s N-channel Silicon-Gate MOS technology. It is 
designed using fully DC stable (static) circuitry in both the 
memory array and the decoding and therefore requires no 
clock or refreshing to operate. Address setup times are not 
required and the data is read out nondestructively with the 
same polarity as the input data. Common Input/Output pins 
are provided to simplify design of the bus oriented systems, 
and can drive 1 TTL load. - 


Pin Configuration 


Totally TTL Compatible: 

All Inputs, Outputs, and Power Supply 
Common Data !/O 

400 mV Noise Immunity. 

High Density 18 Pin Package 


The SYM2114A is designed for memory applications where 
high performance, low cost, large bit storage, and simple 
interfacing are important design objectives. It is totally TTL 
compatible in all respects: inputs, outputs, and the single 
+5V supply. A separate Chip Select (CS) input allows easy 
selection of an individual device when outputs are or-tied. 


The SYM2114A is packaged in an 18-pin DIP for the highest 
possible density and is fabricated with N-channel, lon 
Implanted, Silicon-Gate technology — a technology pro- 
viding excellent performance. characteristics as well as 
improved protection against contamination. 


Block Diagram 


MEMORY ARRAY 
64 ROWS 
64 COLUMNS 


ROW 
SELECT 


H COLUMN 
HY = W/OCIRCUITS . 


COLUMN SELECT 


JAA 
ie a ee ae 
i 


MILITARY 


Se: SYM2114A 


Absolute Maximum Ratings* | Comment* 

Temperature Under Bias —65°C to +135°C Stresses above those listed under “Absolute Maximum Ratings’’ 
' Storage Temperature —65°C to 150°C may cause permanent damage to the device. This is a stress rating 

Voltage on Any Pin with only and functional operation of the device at these or any other 

Respect to Ground (under bias) —3.5V to +7V conditions above those indicated in the operational sections of this 

Power Dissipation 1.0W specification is not implied. 

Electrostatic Discharge Rating (ESD)** **Test Condition: MIL-STD-883B Method 3015.1 
Inputs to Ground +2000V . . 


D.C. Characteristics = T, = -55°C to +125°C, Voc = 5V + 10% (Unless otherwise Specified) 


| M2114A-3/-4/-5 |M2114AL-3/L-4/L-5 a 
Symbol Parameter | Min. | | Max. | _ Conditions | 
lu Input Load Current vA | Viy=0 to 5.5V 
(All input pins) 


ILo I/O Leakage Current «=~ CS = 2.0V, Vio = 0.4V to Voc 


oe [peeserre Taam 
Ta = 25°C: | 

ean il CS a= 

Ta = -55°C : 

| 20 | | 60 [Vv 

| 0.4 lo. = 3.2 mA 


Cc lon =-1.0 mA 


Tae 
Vin | InputHigh Voltage __———~«|~—=2.0 
Vou | OutputLowVottage 


Capacitance T, = 25°C, f= 1.0 MHz 


Input/Output Capacitance ae er 


Mo | Min 
hk 
7] 
| 08 | 30 | 
~s0[ 20 
| 04 | 
Tee [aa 


Input Capacitance 


NOTE: This parameter is periodically sampled and not 100% tested. 


A.C. Characteristics T, =-55°C to +125°C, V., = 5V + 10% (Unless otherwise Specified) 
A iG 


| 2aaa-3 | ai4a-4 
eid i ae” ere eet 
PP eee tel bl fel 
tre Read Cycle Time nsec 
ta | Access Timea 20028 
tco | Chip Select to Output Valid sss | S| 70 =| S| 70 | S| 85sec 
tex | Chip Selectto Output Enabled | 10 | =| 10 | ~~ | 10 | | nsec 
toro | Chip Deselect to Output of [| aa [| 80 [60] ree 
tOHA Output Hold from Address Change [ 15 [| | 15 | | 15 | | nsec 
twec | Write Cycle Time : 200 oe! nsec 
taw Address to Write Setup Time fF Oo | | o | | o | {nsec 
we] Write PulseWieth | 80] 20a a 
twa | Write Release Time [0 |] 0 |] 0 |] see 
toTw | WritetoOutputOff ss | | | CT 50 TT Ose 
tou | Dats Hold a 


A minimum of 0.5 ms time delay is required after application of VCC (+5V) before proper device operation is achieved. 


Timing Diagrams 


Read Cycle (note 1) 


ADDRESS 


Write Cycle 


SYM2114A 


9 
ALLS LLL 


toTp 


toOHA 


SD BS 0 EE! EE A, 
TAU ee 1, 


ZZ 


toTWw 
taw 


Notes: 
1. WE is high for a Read Cycle. 


2. tw is measured from the latter of CS or WE going low to the earlier of CS or WE going high. 
3. A minimum 0.5 ms time delay is required after application of Vcc (+5V) before proper device operation is achieved. 


Data Storage 


When WE is high, the data input buffers are inhibited to 
prevent erroneous data from being written into the array. 
As long as WE remains high, the data stored cannot be 
affected by the Address, Chip Select, or Data I/O logic 
levels or timing transitions. 


Data storage also cannot be affected by WE, Addresses, or 
the I/O ports as long as CS is high. Either CS or WE_or both 
can prevent extraneous writing due to signal transitions. 


Data within the array can only be changed during Write time 
— defined as the overlap of CS low and WE low. The 


addresses must be properly established during the entire 
Write time plus typ. 


Internal delays are such that address decoding propagates 
ahead of data inputs and therefore no address setup time is 
required. lf the Write time precedes the addresses, the data in 
previously addressed locations, or some other location, may 
be changed. Addresses must remain stable for the entire 
Write cycle but the Data Inputs may change. The data which 
is stable for tpyy at the end of the Write time will be written 
into the addressed location. 


> 
co 
< 
— 
—_d 
= 


Package Availability 18 Pin Cerdip 


18 Pin Ceramic 
18 Pin Flatpak 


Ordering Information 


Access Supply 
Time Current | Package 


SYMC2114A-3 
SYMD2114A-3 
SYMF2114A-3 


SYMC2114AL-5 
SYMD2114AL-5 
SYMF2114AL-5 
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Ceramic 


Ceramic 
Cerdip 
Flatpak 

Ceramic 
Cerdip 
Flatpak 

Ceramic 
Cerdip 
Flatpak 

Ceramic 
Cerdip 
Flatpak 


Cerdip 
Flatpak 
Ceramic 
Cerdip 
Flatpak 


SYM2114A 


SYM2128 


Military 2048 x 8 Static 


Random Access Memory 
Extended Temperature Range 


(-55°C to +125°C) 


Synertek. 


Features 


@ 150 nsec Maximum Access Time 
@ Fully Static Operation: 

No Clocks or Strobes Required 
® Automatic CE Power Down 
@ Identical Cycle and Access Times 
@ Single +5V Supply ( + 10%) 


Description 


The Synertek SYM2128 is a 16,384 bit static 
Random Access Memory organized 2048 words 
by eight bits and is fabricated using Synertek’s 
new scaled n-channel silicon gate technology. It 
is designed using fully static circuitry, therefore 
requiring no clock or refreshing to operate. The 
~ common data input and three-state output pins 
optimize compatibility with systems utilizing a 
bidirectional data bus. 


The SYM2128 offers an automatic power down 
feature under the control of the chip enable 
(CE) input. When CE goes high, deselecting the 


Pin Configuration 


1 
2 
3 
4 
5 
6 
7 
8 
9 
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@ Pin Compatible with 2716 16K EPROM 
@ Totally TTL Compatible: 
All Inputs and Outputs 
@ Common Data Input and Output 
@ Three-State Output 
@ JEDEC Approved Pinout 


chip, the device will automatically power down 
and remain in a standby power mode as long as 
CE remains high. This feature provides signifi- 
cant system level power savings. 


The SYM2128 is configured in the JEDEC 
approved pinout for 24 pin byte organized 
memories and is pin compatible with 16K 
ROMs, EPROMs and EEPROMs. This offers the 
user the flexibility of being able to switch 
between RAM, ROM, EPROM, orEEPROMashis 
needs dictate with a minimum of board changes. 


Block Diagram 


16,384 BIT ARRAY 
(128 x 128) 


COLUMN 
ADDRESS 
DECODER 

DRIVER 


> 
cf 
< 
—_ 
— 
= 


Synertek -SYM2128 


Absolute Maximum Ratings* , Comment* 
Temperature Under Bias ...... -65°C to +135°C Stresses above those listed under “Absolute Maximum 
Storage Temperature .......... -65°C to 150°C Ratings may cause permanent damage to the device. This 


iS a stress rating only and functional operation of the 


Pj l j 
voltage-omayay Fim with device at these or any other conditions above those 


Respect to Ground (under bias) .. -3.5V to +7V indicated in the operational sections of this specification is 
Power Dissipation. .....44) 2440s e46u5 1.0W not implied. 
Electrostatic Discharge Rating (ESD)** **Test Condition: MIL-STD-883B Method 3015.1 
Inputs to Ground ............... cece eee +2000V 


D.C. Characteristics Ta = -55°C to +125°C, Vec = 5V +10% (unless otherwise specified) 


hey Input Load Current (All input pins) Ff 10 | pA Vec = Max, Vin = Gnd to Vcc 
_ Vout = Gnd to 4.5V | 
lec Power Supply Current | | 95 | mA | OT) = 25°C] Vec = Max, CE = Vip. 


| | 100 | ma_[ Ts = -85°C | Outputs Open 
Isp | Standby Current, || 80 | mA] Vee = Min to Max, CE = Vin 


IPO Peak Power-on Current (Note 6) mA Vec = Gnd to Voc Min 
} | CE = Lower of Vcc or Viy Min. 


Vit ‘| Input Low Voltage -3.0 fos | vo 
Vin Input High Voltage 2.0 | 60 | Vv | 


Vou Output High Voltage | 24 | | Vv | lon =-1.0mA 


Test 


Output Leakage Current 


Output Capacitance 


Input Capacitance 


NOTE: This parameter is periodically sampled and not 100% tested. 
A.C. Characteristics = Ta = -55°C to +125°C, Vee = 5V 410% 


READ CYCLE 

seth ee Te Te oe lei 
WRITE CYCLE 

iwc 200 

co 

7 

twp Write Pulse Width S 

twR Write Recovery Time 


nn 


tow Data Valid to End of Write 


wn 


SNS 
7) 


twz Write Enabled to Output in High Z | Oo | 60 | ns | Note 5 
tow Output Active from End of Write fo | fons | Note 5 


4-8 ‘(See following page for notes) 


— SYM2128 
Timing Diagrams | i = . 


READ CYCLE NO. 1 (NOTES 1 and 2) 


ADDRESS 


DATAOUT — PREVIOUS DATA VALID DATA VALID 


READ CYCLE NO. 2 (NOTES 1 and 3) 


aa tace 


tHz: 


-——— taoE 


I | tz 
‘ewe HIGH IMPEDANCE / é ae 
i digi et a tz . : ‘ . : rs : 
tye | 
lec —_enwenp aeecp ae ae ae aweieme ea a= 


Vcc CURRENT 50% . 50% 
Isp , . 


WRITE CYCLE NO. 1 (NOTE 4) 


oT  — ter 


ADDRESS 


> 
c 
<x 
e 
— 
= 


KTILI LIZ 


DATA IN DATA VALID | 


eae: eee 


ey 
XXXXX) HIGH IMPEDANCE _ . 
DATA OUT 


Notes: 

. WE is high for Read Cycles. 

. Device is continuously selected, CE = OE= VIL- 

. Addresses valid prior to or coincident with CE transition low. 

If CE goes high simultaneously with WE high, the outputs remain in the high impedance state. 

Transition is measured +500mV from low or high impedance voltage with load B. This parameter is sampled and not 100% tested. 


A pullup resistor to Vcc on the CE input is required to keep the device deselected: otherwise, power-on current approaches Icc 
active. 


. Aminimum 0.5 ms time delay is required after application of Vcc (+5V) before proper operation is achieved. 


YN O99 PWNS 
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Synertek, SYM2128 


WRITE CYCLE NO. 2 (OE = Vj) (NOTE 4) 


twe 


tcw —-——_____—_ > 


DATA IN 


DATA OUT 


2.0V 2.0V 


> TEST POINTS < 


0.8V 0.8V 


12502 


Dout Dour 
100pF 
(INCLUDING 
ee SCOPE AND 7752. 
JIG) 


0.4V 


INPUT 


OUTPUT 


AC TESTING: INPUTS ARE DRIVEN AT 2.4V FOR A LOGIC “1” 
AND 0.4V FOR A LOGIC “0”. TIMING MEASUREMENTS ARE 

MADE AT 2.0V FOR A LOGIC “1” AND 0.8V FOR A LOGIC “0”. 
INPUT PULSE RISE AND FALL TIMES ARE 5ns. 


Package Availability 24 Pin cerdip 
24 PinCeramic 
24 Pin Leadless Chip Carrier 


Ordering Information 


Access Operating} Standby 
Order Time Current | Current | Package 
Number (Max) (Max) (Max) Type 


SYMD2128-3: Cerdip 
SYMC2128-3 Ceramic 


SYMK2128-3 LCC 
SYMD2128-4 Cerdip 
SYMC2128-4 Ceramic 


SYMK2128-4 LEC 
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Features 


@ 150 nsec Maximum Access Time 
@ Fully Static Operation: 
No Clocks or Strobes Required 
@ Fast Chip Select Address Time: 60 ns Max. 
@ Identical Cycle and Access Times 
@® Single +5V Supply ( + 10%) 


Description 


The Synertek SYM2129 is a 16,384 bit static 
Random Access Memory organized 2048 words 
by eight bits and is fabricated using Synertek’s 
_ new scaled n-channel silicon gate technology. It 
is designed using fully static circuitry, therefore 
requiring no clock or refreshing to operate. The 
common data input and three-state output pins 
optimize compatibility with systems utilizing a 
bidirectional data bus. 

The SYM2129 offers a chip select access that is 
faster than its address access. In a typical 
application, the address access begins as soon 
as the address is valid. At this time, the high 


Pin Configuration 


1 
2 
3 
4 
5 
6 
7 
8 
9 


SYM2129 
Military 2048 x 8 Static 


Random Access Memory 


Extended Temperature Range 
(50°C 104-126°C) 


@ Pin Compatible with 2716 16K EPROM 
@® Totally TTL Compatible: 
All Inputs and Outputs 
@ Common Data Input and Output 
@® Three-State Output 
@ JEDEC Approved Pinout 


order addresses are decoded and the desired 
memory is then selected. With the faster chip 
select access, this decode time will not add to 
the overall access time thus significantly im- 
proving system performance. 


The SYM2129 is configured in the JEDEC 
approved pinout for 24 pin byte organized 
memories and is pin compatible with 16K 
ROMs, EPROMs and EEPROMs. This offers the 
user the flexibility of being able to switch 
between RAM, ROM, EPROM, or EEPROMashis 
needs dictate with a minimum of board changes. 


Block Diagram 


ADDRESS 
DECODER 
DRIVER 


16,384 BIT ARRAY 
(128 x 128) 


COLUMN 
ADDRESS 
DECODER 

DRIVER 


> 4 
oc 
<x 
= 
= 
= 


Synertek. 


Absolute Maximum Ratings* 


eee -65°C to +135°C 
-65°C to 150°C 


Temperature Under Bias 
Storage Temperature 
Voltage on Any Pin with 


Respect to Ground (under Bias) .. -3.5Vto+7V 
Power Dissipation oe ed Se ee 1.0W 
Electrostatic Discharge Rating (ESD)** 

INGUIS 10, POUND s4e004s4eeax us erodsesan +2000V 


D.C. Characteristics 


Symbol 
ho Input Load Current (All input pins) 
|!Lo| Output Leakage Current 
lec 
Vit Input Low Voltage | 23.0 
ViH Input High Voltage 
VoL 
VOH Output High Voltage 
Capacitance Tx = 25°C, f= 1.0 MHz 


Output Capacitance 


Input Capacitance 


NOTE: 


A.C. Characteristics 


-“ 
0 
: 


S$YM2129 


Comment* 


Stresses above those listed under “Absolute Maximum 
Ratings’ may cause permanent damage to the device This 
is a stress rating only and functional operation of the 
device at these or any other conditions above those 
indicated in the operational sections of this specificationis 
not implied. 


**Test Condition: MIL-STD-883B Method 3015.1 


Ta = -55°C to +125°C, Voc = 5V +10% (Unless otherwise specified) 


SYM2129-3/-4 
Parameter | Min. | 


Conditions 
Vec = Max, Vin = Gnd to Vec 


CS = VIH, Vec = Max 
Vout = Gnd to 4.5V 


_ 
Power Supply Current f | 95 | mA Ta = 25°C] Voc = Max, CS = Vit 
|_| 100 | mA Ta = -55°C | Outputs Open 


al 


24 | | V_ | lon =-1.0mA 


This parameter is periodically sampled and not 100% tested. 


Ta = -55°C to +125°C, Veo = 5V £10% 


READ CYCLE 

Symbol Parameter | Min. | Max. | Min. | Max. — Conditions 
WRITE CYCLE 

two _| Write Cycle Time [150 | 200 | | os | 

twe Write Pulse Width | 90 | | 120 | | ins | 


(See following page for notes) 
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Synertek. SYM2129 


Timing Diagrams 
READ CYCLE NO. 1 (NOTES 1 and 2) 


ADDRESS 


DATA OUT PREVIOUS DATA VALID DATA VALID 


READ CYCLE NO. 2 (NOTE 1) 


DATA OUT 


WRITE CYCLE NO. 1 (NOTE 3) 


inememeresa TE 


ADDRESS 


> 
c 
< 
ea 
cn 
3 


Sas taw as 


We ‘ \3 
“RK \ 


tow —-—_-__> toy > 


DATA IN DATA VALID = 


© Le 3, 
oes | 
rete X x X X x HIGH bald a 


1. WE is high for Read Cycles. 

2. Device is continously selected, CS =OE= VIL: 

3. If CS goes high simultaneously with WE high, the outputs remain in the high impedance state. 

4. Transition is measured +500mV from low or high impedance voltage with load B. This parameter is sampled and not 100% tested. 
5. A minimum 0.5 ms time delay is required after application of Vcc (+5V) before proper device operation is achieved. 
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Synertek. — SYM24129 


ADDRESS 


DATA IN DATA VALID 
+ twz _ tow ——| 


HIGH IMPEDANCE 
DATA OUT DATA UNDEFINED 


A.C. Testing Input, Output Waveform A.C. Testing Load Circuit 


TEST POINTS 125022 


2.0V 


0.8V 0.8V 


100pF 
(INCLUDING 
INPUT OUTPUT SCOPE AND 


JIG) 
AC TESTING: INPUTS ARE DRIVEN AT 2.4V FOR A LOGIC “1” 


AND 0.4V FOR A LOGIC “0”. TIMING MEASUREMENTS ARE 
MADE AT 2.0V FOR A LOGIC “1” AND 0.8V FOR A LOGIC “0”. 
INPUT PULSE RISE AND FALL TIMES ARE 5 ns. 


Package Availability 24 Pin Cerdip 
24 Pin Ceramic 
24 Pin Leadless Chip Carrier 


Ordering Information 


Access | Operating 
Pica Time Current iia 
(Max) (Max) 


SYMD2129-3 Cerdip 
SYMC2129-3 Ceramic 
SYMK2129-3 LCC 
SYMD2129-4 Cerdip 
SYMC2129-4 Ceramic 
SYMK2129-4 LCC 


4-14 


SYM2147H 


Military 4096 x 1 Static 


Random Access Memory 
Extended Temperature Range 
(200° © 104125°C) 


Features 


55 ns Maximum Access Totally TTL Compatible 
No Clocks or Strobes Required All Inputs and Outputs 


Automatic CE Power Down @ Separate Data Input and Output 
Identical Cycle and Access Times ®@ High Density 18-Pin Package 
Single +5V Supply (£10%) @ Three-State Output 


Description 


The Synertek SYM2147H is a 4096-Bit Static Random The SYM2147H offers an automatic power down 
Access Memory organized 4096 words by 1-bit and is feature. Power down is controlled by the Chip Enable 
fabricated using Synertek’s new N-Channel Silicon- input. When Chip Enable (CE) goes high, thus de- 


selecting the SYM2147H, the device will automatically 
power down and remain in a standby power mode as 
long as CE remains high. This unique feature provides 
system level power savings as much as 80%. 


Gate HMOS technology. It is designed using fully stat- 
ic circuitry, therefore requiring no clock or refreshing 
to operate. Address set-up times are not required and 
the data is read out non-destructively with the same 
polarity as the input data. Separate data input and 


output pins provide maximum design flexibility. The The SYM2147H is packaged in an 18-pin DIP for the 
three-state output facilitates memory expansion by highest possible density. The device is fully TTL com- 
allowing the outputs to be OR-tied to other devices. patible and has a single +5V power supply. 


Pin Configuration Block Diagram 


MEMORY ARRAY 
64 ROWS 
64 COLUMNS 


o ON OM BwWNDNY = 
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Synertek. 


Absolute Maximum Ratings” 


Temperature Under Bias......... -65°C to +135°C 
Storage Temperature............ -65°C to +150°C 
Voltage on Any Pin with 

Respect to Ground (under bias) .. . .-3.5V to +7V 
Power DISSIDATION 404 tives eeiwawd sedavawewa 1.2W 


Electrostatic Discharge Rating (ESD)** 
Inputs to Ground ........ceeer eee eeeeees +2000V 


D.C. Characteristics 


M2147H-2 

Symbol | Parameter . | Min. 
Iu Input Load Current (All input pins)} | 
lILo| Output Leakage Current - 
lec Power Supply Current es 
Isp Standby Current —— 
Ipo Peak Power-on Current (Note 9) a 
Vit Input Low Voltage | -3.0 | 
Vin Input High Voltage Leos 
VoL Output Low Voltage Ps | 
VOoH Output High Voltage 2a | 
Capacitance T, = 25°C, f=1.0MHz NOTE: 
Symbol Test 


Output Capacitance 
Input Capacitance 


mA |Vcc = Gnd to Vec Min 
| CS = Lower of Vcc or Viy MIN 


SYM2147H 


Comment* 


Stresses above those listed under “Absolute Maximum 
Ratings” may cause permanent damage to the device. This 
is a stress rating only and functional operation of the 
device at these or any other conditions above those 
indicated in the operational sections of this specification is 
not implied. 


**Test Condition: MIL-STD-883B Method 3015.1 


Tp =-55°C to +1 25°C, Voc = 5V + 10% (Unless otherwise specified) (Note 8) 
M2147H/-3 


Conditions 
Vec = Max, Vin = Gnd to Vec 


[Max 
[10 | 
ye) CS = Vin. Vcc = Max 
140, 
| 160 | 


Vout = Gnd to 4.5V 


Ta = 25°C | Voc = Max, CS = VIL 
Ta = -55°C | Outputs Open r 


This parameter is periodically sampled and not 100% tested. 


A.C. Test Conditions T, = -55°C to +125°C, Vec = 5V + 10% (Unless otherwise specified) (Note 8) 


HE 
N 
eal 
& 
NI 
= 
N |. 


READ CYCLE 
ing | Read yietime——SSS~*dC 
tsa | Address Access time 
“ice | Chip Enable Access Time «dC 
tacea | Chip Enable access Time | 
‘on | Outout Hol rom Address Change | 8 | 
iz | hip Enabled o Ouiputintow2 | 10 
ing | Chip Disabod to Outputin High? +o | 
eu | Chip Enabled i Power UpTime | 0 
io | Chip Disabled 0 Power Down Tine |_| 


WRITE CYCLE 


we [WiteCwietme ——SSSS=*dz SS 
tow | Chiperabledso Enaofwite = AB 
ta [Adore Valid o End of wre ———idt 
ing [Address Setup Time «dO 
we [Write Pulse wisn ————«d C8 
wa | Write Recoverytine id CS 
iow | Data Valisio End of Wee —————*d; | 
we | Write Enabled to OutputinAighZ | 0 
iow | Output Active rom end ofwrte | 0 


N 
oO 


Conditions 


za 
° 
= 
c) 
i) 


SJ 


(See following page for notes) 


we SYM2147H 
Timing Diagrams 


READ CYCLE NO. 1 (NOTES 3 AND 4) 


ADDRESS 


DATA OUT PREVIOUS DATA VALID DATA VALID 


READ CYCLE NO. 2 (NOTES 3AND 5) 


tL2 


HIGH IMPEDANCE _ 


DATA OUT 
IMPEDANCE 


Vec lec 
SUPPLY 
CURRENT ‘sg 


WRITE CYCLE NO. 1 (WE CONTROLLED) (NOTE 6) 


twec 


ELIT AELL LL 


twr 


> 
ce 
<x 
= 
| 
> 


Lt  earaaaaas twe 


ial - 
DATA IN | . a DATA VALID —_ 


tow — 


HIGH IMPEDANCE 


DATA OUT DATA UNDEFINED 


NOTES: 
Chip disabted fer greater than 55ns prior to selection. 
Chip disabled for a finite time that is less than 55ns prior to selection. (If the deselect time is Ons, the chip is by definition selected and access 
occurs according to Read Cycle No. 1.). 
WE is high forRead Cycles. 
Device is continuously selected, CE = Vi. 
Addresses valid prior to or coincident with CE transition low. 
Ht CE goes high simultaneously with WE high, the outputs remain in the high impedance state. 
Transition is measured +500mV from low or high impedance voltage with load B. This parameter is sampled and not 100% tested. 
The operating ambient temperature range is guaranteed with transverse air flow exceeding 400 linear feet per minute. 
A pullup resistor to Vcc on the CE input is required to keep the device deselected: otherwise, power-on current approaches Icc active. 
. Aminimum of 0.5 ms time delay is required after application of VCC (+5V) before proper device operation is achieved. 


N= 


F FGO©MNOH AW 
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Syneriek, SYM2147H 


WRITE CYCLE NO. 2 (CS CONTROLLED) (NOTE 6) 
|}.~—_—___— aaa eee ana ORES 


| 7 
~<— tas ee a QS SSS 


a ine 


<—____— twp 


VAAAAAAA AA 4 er See eae a 


ml 


DATA IN 


HIGH IMPEDANCE 


DATA OUT DATA UNDEFINED 


AC. Testing Input, Output Waveform A.C. Testing Load Circuit 


1.5V<— TEST POINTS 


30 pF 


(INCLUDING 
SCOPE AND 
JIG) 


INPUT OUTPUT 


A.C. TESTING: INPUTS ARE DRIVEN AT 3.0V FOR A LOGIC 
“1” AND 0.0V FOR A LOGIC. “0”. TIMING MEASUREMENTS 
ARE MADE AT 2.0V FOR A LOGIC “1” AND 0.8V FOR A LOGIC 
“0” AT THE OUTPUTS. THE INPUTS ARE MEASURED AT 1.5V. 
INPUT RISE AND FALL TIMES ARE 5ns. 


Package Availability 18 Pin Cerdip 
| 18 Pin Ceramic _ 
18 Pin Leadless Chip Carrier 


CIGenNG Information 


Access | Operating Standby 
Order Time Current | Current | Package 
Number (Max) (Max) (Max) Type | 


SYMC2147H-2 30mA | Ceramic 
SYMD2147H-2 _ Cerdip 
SYMF2147H-2 Flatpak 


SYMK2147H-2 LCC 

SYMC2147H-3 Ceramic 
SYMD2147H-3 Cerdip 
SYMF2147H-3 Flatpak 
SYMK2147H-3 LCC 

SYMC2147H Ceramic 
SYMD2147H Cerdip 
SYMF2147H Flatpak 


SYMK2147H LCC 


SYM2148H 


Military 1024 x 4 Static 


Random Access Memory 
Extended Temperature Range 
cee Cio +r129°C) 


Features 


55ns Maximum Access 

No Clocks or Strobes Required 
Automatic CE Power Down 
Identical Cycle and Access Times 
Single +5V Supply (+10%) 


Description — 

The Synertek SYM2148H isa 4096-Bit Static Random 
Access Memory organized 1024 words by 4 bits and 
is fabricated using Synertek’s new N-Channel Silicon- 


Gate HMOS technology. It is designed using fully stat- 


ic circuitry, therefore requiring no clock or refreshing 
to operate. Address set-up times are not required and 
the data is read out non-destructively with the same 
polarity as the input data. Common data input and 
‘output pins provide maximum design flexibility. The 
three-state output facilitates memory expansion by 
allowing the outputs to be OR-tied to other devices. 


Pin Configuration 


ona non fF WN = 


® Industry Standard 2114 Pinout 

@ Totally TTL Compatible All Inputs and Outputs 
Common Data Input and Output . 
High Density 18-Pin Package 
Three-State Output 


The SYM2148H offers an automatic power down fea- 
ture. Power down is controlled by the Chip Enable 
input. When Chip Enable (CE) goes high, thus de- 
selecting the SY2148H, the device will automatically 
power down and remain in a standby power mode as 
long as CE remains high. This unique feature provides 
system level power savings as much as 85%. 


The SYM2148H is packaged in an 18-pin DIP for the 


highest possible density. The device is fully TTL com- 


patible and has a single +5V power supply. 


Block Diagram 


MEMORY ARRAY 
ROW 64 ROWS 
SELECT 64 COLUMNS — 


COLUMN I/O CIRCUITS 
COLUMN SELECT 
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Synertek. 


Absolute Maximum Ratings* 


Temperature Under Bias......... -65°C to +135°C 
Storage Temperature............ -65°C to +150°C 
Voltage on Any Pin with 


é SYM2148H 


Comment* 


Stresses above those listed under “Absolute Maximum 
Ratings” may cause permanent damage to the device: This 
is a stress rating only and functional operation of the 
device at these or any other conditions above those 


Respect to Ground (under bias) .. . .-3.5V to +7V 
. Power Dissipation, ............ eer et 1.0W 


Electrostatic Discharge Rating (ESD)** 
Inputs to Ground 


D.C. Characterisitcs 


Symbol 


indicated in the operational sections of this specification is 
not implied. 


**Test Condition: MIL-STD-883B Method 3015.1 


Condition 


Vec = Max, Vin = Gnd to Vcc 


lu ‘Input Load Current (All input pins) P| tL 
CS = Vin, Vcc = Max 


LA 
-| Vout = Gnd to 4.5V 


icc Power Supply Current 
IPo Peak Power-on Current (Note 9) “mA Vcc = Gnd to Vcc Min 
| - p of el ™ CS = Lower of Vcc or ViH Min 
va | Wowttowvorwe ————SS«dC | oe 
. Capacitance as 25°C, f = 1.0 MHz NOTE: This parameter is periodicatly sampled and not 100% tested. 


Test 
: Output Capacitance 
Input Capacitance 


A.C. Characteristics Ta= -55°C to +125°C, Vcc = 5V + 10% (Unless otherwise specified) (note 8) 


READ CYCLE 
faves [ wen [ene 

Sy mbol | Min. | Max. | Min, | Max. | Min. | Max. | Conditions 
a a A 

tAA Address Access Time | | BB | | 70 | | 88 | ons | 

RAGE | Chip Enable Aseans Tine ss 90 oe] 
race [Chip Enable AccessTime | [890 | [a [ne Nowe 
toH _| Output Hold from AddressChange Ss | 55 | | 5 | | OS zm 

a Ciena itor Utes oe) | oy a 

tPp Chip Disable to Power Down Time P-, [30 | | 30 | =| 30. -] ns || - 

WRITE CYCLE a = 

two _| Write Cycle Time fe | | mw] | | | on | 

con | hip Enabled Eadotwke [so [os [| 0] | 

saw | Adress Valid End ofWrite——[-s0_[ | | | 0 [os 

tag [Adsrew Soup Tine op 

awe | Write Pale Wah a 

wa | Write Recmery time etfs] fs, pa 

OW [Dra Valdwomnaotwe 

ip | Daw RoldTne po 

wz | Wie Ered to OatatmHaRZ | O] [OL LO ae | | aT 
tow Output Active from End of Write PO we Ol cls OL ns Note 7 


(See following page for notes) 


‘Symertek. SYM2148H 


Timing Diagrams 


READ CYCLE NO. 1 (NOTES 3 AND 4) 


ADDRESS 


DATA OUT PREVIOUS DATA VALID DATA VALID 


ACE. 


= tz 


: | 
HIGH IMPEDANCE YW, | HIGH” 
(\_L\ " IMPEDANCE 


“tLz 


po 


SUPPLY 
CURRENT 'sp 


WRITE CYCLE NO. 1 (WE CONTROLLED) (NOTE 6) 
ane we = 


tcw a 


> 
Cc 
< 
= 
— 
= 


_~we el ITIIZI IZ 


DATA IN 


HIGH IMPEDANCE 


DATA OUT DATA UNDEFINED 


NOTES: 1. Chip disabled for greater than 55ns prior to selection. 
2. Chip disabled for a finite time that is less than 55 ns prior to selection. (If the deselect time is Ons, the chip is by definition selected and 
access occurs according to Read Cycle No. 1.). 
3. WEis high for Read Cycles. 
4. Device is continuously selected, CE = VIL. 
5. Addresses valid prior to or coincident with CE transition low. 
6. If CE goes high simultaneously with WE high, the outputs remain in the high impedance state. 
7. Transition is measured +500mV from low or high impedance voltage with load B. This parameter is sampled and not 100% tested. 
8. The operating ambient temperature range is guaranteed with transverse air flow exceeding 400 linear feet per minute. 
9. Apullup resistor to Vcc on the CE input is required to keep the device deselected: otherwise, power-on current approaches Icc active. 
10. A minimum of 0.5 ms time delay is required after application of VCC (+5V) before proper device operation is achieved. 
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Synertek. SYM2148H 


WRITE CYCLE NO. 2 (CE CONTROLLED) (NOTE 6) 


twc 


taw 
twr 


WERRESREaE: AL LIL SLL 1 


a tow tou 
DATA IN a DATA VALID 


al 


HIGH IMPEDANCE 


DATA OUT DATA UNDEFINED 


A.C. Testing Input, Output Waveform AC. Testing Load Circuit 


2.0V 
1.5V<— TEST POINTS ¢ 
. 0.8V 


30 pF 


(INCLUDING 
SCOPE AND 
JIG) 


INPUT OUTPUT 


A.C. TESTING: INPUTS ARE DRIVEN AT 3.0V FOR A LOGIC 
“4” AND 0.0V FOR A LOGIC “0”. TIMING MEASUREMENTS 
ARE MADE AT 2.0V FOR A LOGIC “1” AND 0.8V FOR A LOGIC 
“0” AT THE OUTPUTS. THE INPUTS ARE MEASURED AT 1.5V. 
__ INPUT RISE AND FALL TIMES ARE 5ns. 


Package Availability Ordering Information 


Order 
Number 


SYMC2148H-3 
SYMD2148H-3 
SYMF2148H-3 


Access|Operating 
Time | Current 
(Max) (Max) 


18 Pin Flatpak 

18 Pin Cerdip 

18 Pin Ceramic 

18 Pin Leadless Chip Carrier 


Standby 
Current | Package 
(Max) Type 


Ceramic 
Cerdip 
Flatpak 


SYMK2148H-3 ice 
SYMC2148H Ceramic 
S*\’MD2148H Cerdip 
SYMF2148H Flatpak 
SYMK2148H icc 
SYMC2148H-6 Ceramic 
SYMD2148H-6 Cerdip 
SYMF2148H-6 Flatpak 


SYMK2148H-6 LCC 
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SYM2149H 


Military 1024 x 4 Static 


Random Access Memory 
Extended Temperature Range 


(-55°C to +125°C) 


Synertek. 


Features 


@ 55 ns Maximum Address Access 


@ Fully Static Operation: 

No Clocks or Strobes Required 
@ Fast Chip Select Access Time: 25 ns Max. 
@ Identical Cycle and Access Times : 
@ Single +5V Supply (+10%) 


Description 
The Synertek SYM21 49H is a 4096-Bit Static Random 
Access Memory organized 1024 words by 4 bits and is 
fabricated using Synertek’s new N-Channel Silicon- 
Gate HMOS technology. It is designed using fully stat- 
ic circuitry, therefore requiring no clock or refreshing 
to operate. Address set-up times are not required and 
the data is read out non-destructively with the same 
polarity as the input data. Common data input and 
output pins provide maximum design flexibility. The 
three-state output facilitates memory expansion by 
allowing the outputs to be OR-tied to other devices. 


Pin Configuration 


—_ 


o ON DW ON & WD 


@ Industry Standard 2114 Pinout 
@ Totally TTL Compatible: 
All Inputs and Outputs 
® Common Data Input and Outputs 
® High Density 18-Pin Package 
@ Three-State Output 


The SYM2149H offers a chip select access that is fast- 
er than its address access. In a typical application, the 
address access begins as soon as the address is valid. 
At this time, the high order addresses are decoded 
and the desired memory is then selected. With the 
faster chip select access, this decode time will not 
add to the overall access time thus significantly im- 
proving system performance. 


The SYM2149H is packaged in an 18-pin DIP for the 
highest possible density. The device is fully TTL com- 
patible and has a single +5V power supply. 


Block Diagram 


MEMORY ARRAY 
64 ROWS 
64 COLUMNS 


ROW 
SELECT 


COLUMN I/O CIRCUITS 
COLUMN SELECT 
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Synertek. 


Absolute Maximum Ratings” 


-65°C to +135°C 
-65°C to +150°C 


Temperature Under Bias 
Storage Temperature ........... 
Voltage on Any Pin with 

Respect to Ground (under bias) .... -3.5V to +7V 


Power Dissipation. ¢ «<40cse00ds 00 den ox 1.0W 
Electrostatic Discharge Rating (ESD)** 
inputStO GOWN deiwvetcecinsviendendeas +2000V 


D.C. Characterisitcs 


SYM2149H 


Comment* 


Stresses above those listed under “Absolute Maximum 
Ratings” may cause permanent damage to the device. This 
is a stress rating only and functional operation of the 
device at these or any other conditions above those 
indicated in the operational sections of this specification is 
not implied. 


**Test Condition: MIL-STD-883B Method 3015.1 


Ta= -55°C to +125°C, Vcc = 5V +10% (Unless otherwise specified) (Note 6) 


Conditions 


Vcc = Max, Vin = Gnd to Vcc 
uA | CS=ViH, Vcc = Max 


VouT= Gnd to 4.5V 
Ta =28°C | Vcc = Max, CS= VIL 


Symbot [Parameter | Mins | Max. | Unit | 

Ih Input Load Current (all input pins). ff to 

ILo Output Leakage Current | 

Icc Power Supply Current f 

VIH _| Input High Voltage 2.0 6.0 | Vv 

VOL Output Low Voltage 

VOH Output High Voltage ; 

los Output Short Circuit Current Vout = GND to Vcc (Note 8) 
Capacitance Ty, = 25°C, f= 1.0 MHz 


Test 


Output Capacitance 
Input Capacitance 


NOTE: 


A.C. Characteristics 


This parameter is periodically sampled and not 100% tested. 


Ta =-55°C to +125°C, Voc = 5V + 10% (Unless otherwise specified) (Note 6) 


READ CYCLE 

Symbol Parameter | Min.|Max. | Min.] Max. | Min. | Max. | Conditions 

mo | fedGretie SC os | Po] Te 

tan | AdeeossAcousTine |B || OB Le 

tacs | Chip Select AccessTime SSS OO 

te z Chip Selection to Output in Low Z 5 et Note 5 

tHz Chip Deselection to Output in High Z Oo }15 ; O | 15 | 0 15 ns | Note 5 
WRITE CYCLE 

wc | WiteGvieTime ——S—s=~“~*é~*s=SBCYCOC“‘CdS} TOT HO 

tow | Chip Seectionto End ofwrie | sof | 88) | 7 |e 

taw | Address Valid to EndofWrie ~~) SO | OB S| 

tas Address Setup Time 0 =o 0) FUT co fons | 

twp Write Pulse Width 40 50, | 60 | | _ ns | 

wa | WrteRecowryTime —S=~=“~*~sS CPS | | 

tpw Data Valid to End of Write mf zt ee 

tDH Data Hold Time 0 | ons | 

twz Write Enabled to Output in High Z 0 |20 0 | 30 ns | Note5 

tow Output Active from End of Write of | of [of [as] Note 5 


(See following page for notes) 
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Synertek. SYM2149H 


Timing Diagrams 
READ CYCLE NO. 1 (NOTES 1 AND 2) 


ADDRESS 


DATA OUT PREVIOUS DATA VALID : DATA VALID 


READ CYCLE NO.2 (NOTES 1 AND 3) 


tyz 


DATA VALID |) 


WRITE CYCLE NO. 1 (WE CONTROLLED) (NOTE 4) 


twe 


« \\? ALI KLLL/ 


taw 


DATA OUT : 


IMPEDANCE 


> 
c 
<x 
— 
— 
= 


twr 


We AS 
WE | K 


= wal 


<+—\ twz 


DATA IN 


tow 


HIGH IMPEDANCE 


DATA OUT DATA UNDEFINED 


NOTES: 

1. WE is high for Read Cycles. 

2. Device is continuously selected, CS = Vi. 

3. Addresses valid. 

4. If CS goes high simultaneously with WE high, the outputs remain in the high impedance state. 

5. Transition is measured +500mV from low or high impedance voltage with load B. This parameter is 
sampled and not 100% tested. 

6. The operating ambient temperature range is guaranteed with transverse air flow exceeding 400 linear 
feet per minute. : 

7. A minimum of 0.5 ms time delay is required after application of Vcc (+5V) before proper device operation is achieved. 

8. Duration not to exceed one minute. 
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Synertek. 


WRITE CYCLE NO. 2 (CS CONTROLLED) (NOTE 4) 


ADDRESS 


cs 


= 
m 


DATA IN 


DATA OUT 


twe 


SYM2149H 


taw 


SRRRRRRRRERE: 


DATA UNDEFINED 


A.C. Testing Input, Output Waveform 


1.5V<— TEST POINTS 


INPUT 


OUTPUT 


A.C. TESTING. INPUTS ARE DRIVEN AT 3.0V FOR A LOGIC 
“1” AND 0.0V ‘OR A LOGIC “0”. TIMING MEASUREMENTS 
ARE MADE AT 2.0V FOR A LOGIC “1” AND 0.8V FOR A LOGIC 
“0” AT THE OUTPUTS. THE INPUTS ARE MEASURED AT 1.5V. 
INPUT RISE ANL) FALL TIMES ARE 5 ns. 


Package Availability 18 Pin Flatpak 


18 Pin Cerdip 
18 Pin Ceramic 
18 Pin Leadless Chip Carrier 


— tow 


twr 


tou 


| DATA VALID 


HIGH IMPEDANCE 


FTI ILLLISL 


A.C. Testing Load Circuit 


30 pF 


(INCLUDING 
SCOPE AND 
JIG) 


Ordering Information 


SYMC2149H 
SYMD2149H 
SYMF2149H 
SYMK2149H 


| Access | Supply 
Order Time |Current | Package 
Number (Max) (Max) Type 


SYMC2149H-3 
SYMD2149H-3 
SYMF2149H-3 
SYMK2149H-3 


SYMC2149H-6 
SYMD2149H-6 
/SYMF2149H-6 


Ceramic 
Cerdip 
Flatpak 


55 nsec 
55 nsec 
55 nsec 


55 nsec LCC 
70 nsec Ceramic 
70 nsec Cerdip 
70 nsec Flatpak 
.| 70 nsec LCC 
85 nsec Ceramic |. | 
85 nsec Cerdip 
85 nsec Flatpak 
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85 nsec 


SYMK2149H-6 


LCC 


~SYM2167 
Military 16,384 x 1 Static 


Random Access Memory 
Extended Temperature Range 


Synertek 


ADVANCED INFORMATION 


Features 
¢ 70 ns Maximum Access 

e¢ No Clocks or Strobes Required 

e Automatic CE Power Down 

e Identical Cycle and Access Times 
e Single +5V Supply - 


Description 


The Synertek SY2167 is a 16,384-Bit Static Random Access 
Memory organized 16,384 words by 1-bit and is fabricated 
using Synertek’s new N-Channel Double Polysilicon Gate 
HMOS technology. It is designed using fully static circuitry, 
therefore requiring no clock or refreshing to operate. Address 
set-up times are not required and the data is read out non- 
destructively with the same polarity as the input data. 
Separate data input and output pins provide maximum design 
flexibility. The three-state output facilitates memory expan- 
sion by allowing the outputs to be OR-tied to other devices. 


(-55°C to +125°C) 


e Available in Ceramic (C), Cerdip (D), Flatpack (F), and 
Leadless Chip Carrier (K) 

e Totally TTL Compatible 
All Inputs and Outputs 

e Separate Data Input and Output © 

e High Density 20 Pin Package 

¢ Three-State Output 


The SY2167 offers an automatic power down feature. Power 
down is controlled by the Chip Enable input. When Chip 
Enable (CE) goes high, thus de-selecting the SY2167, the 
device will automatically power down and remain in a standby 
power mode as long as CE remains high. This unique feature 
provides system level power savings as much as 80%. 


The SY2167 is packaged in a 20-pin DIP for the highest 
possible density. The device is fully TTL compatible and has a 
single +5V power supply. 


Block Diagram 
Pin Configuration 


>» 

> an 

>a 

Ae mn ECT 
> a 

>a 

> = 


MEMORY ARRAY 
128 ROWS 
128 COLUMNS 


COLUMN 1/O CIRCUITS 
COLUMN SELECT 


Ao Aa As Ato Ati Ai2 Ai3 
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SYM2168 
Military 4096 x 4 Static 


Random Access Memory 
Extended Temperature Range 


(-55°C to +125°C) 


~ Available in Ceramic (C), Cerdip (D), Flatpack (F), and 
Leadless Chip Carrier (K) 
JEDEC Standard Pinout 
Totally TTL Compatible All Inputs and Outputs 
Common Data Input and Output 
High Density 20-Pin Package 
Three-State Output 


ADVANCED INFORMATION 


Features 


70 ns Maximum Access Time 

No Clocks or Strobes Required 
Automatic CE Power Down 
identical Cycle and Access Times 
Single +5V Supply (+10%) | 


Description 


The Synertek SY2168 is a 16,384-Bit Static Random Access 
Memory organized 4096 words by 4 bits and is fabricated 
using Synertek’s scaled n-channel double poly silicon gate 
technology. It is designed using fully static circuitry, therefore 
requiring no clock or refreshing to operate. Address set-up 
times are not required and the data is read out non- 
destructively with the same polarity as the input data. 
Common data input and output pins provide maximum design 


The SY2168 offers an automatic power down feature. Power 
down is controlled by the Chip Enable input. When Chip 
Enable (CE) goes high, thus de-selecting the SY2168, the 
device will automatically power down and remain in a standby 
power mode as long as CE remains high. This unique feature 
provides system level power savings as much as 85%. 


The SY2168 is packaged in a 20-pin DIP for the highest 
possible density. The device is fully TTL compatible and has a 


flexibility. The three-state output facilitates memory expan- 


: ; : : single +5V power supply. 
sion by allowing the outputs to be OR-tied to other devices. 


Block Diagram 
Pin Configuration Ag > mel 
A > a 


Raises SS 


MEMORY ARRAY 
ROW 128 ROWS 
SELECT 128 COLUMNS 


>a 
As — > 


COLUMN 1/O CIRCUITS 
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SYM2169 

Military 4096 x 4 Static 
Random Access Memory 
Extended Temperature Range 


(-55°C to +125°C) 


Available in Ceramic (C), Cerdip (D), Flatpack (F), and 
Leadless Chip Carrier (K) 
e JEDEC Standard Pinout 
e Totally TTL Compatible: 
All Inputs and Outputs 
Common Data Input and Outputs 
High Density 20-Pin Package 
e Three-State Output 


ADVANCED INFORMATION 


Features 


e 70 ns Maximum Address Access Times 
e Fully Static Operation: 
No Clocks or Strobes Required 
e Fast Chip Select Access Time: 50 ns Max. 
Identical Cycle and Access Times 
Single +5V Supply 


Description 
The Synertek SY2169 is a 16,384-Bit Static Random Access 


The SY2169 offers a chip select access that is faster than its 


Memory organized 4096 words by 4 bits and is fabricated 
using Synertek’s N-Channel double poly silicon gate HMOS 
technology. It is designed using fully static circuitry, therefore 
requiring no clock or refreshing to operate. Address set-up 


address access. In a typical application, the address access 
begins as soon as the address is valid. At this time, the high 
order addresses are decoded and the desired memory is then 
selected. With the faster chip select access, this decode time 


times are not required and the data is read out non- 
destructively with the same polarity as the input data. 
Common data Input and output pins provide maximum design 
flexibility. The three-state output facilitates memory expan- 
sion by allowing the outputs to be OR-tied to other devices. 


will not add to the overall access time thus significantly 
improving system performance. = 


The SY2169 is packaged in a 20-pin DIP for the highest 
possible density. The device is fully TTL compatible and has a 
single +5V power supply. 


Block Diagram 


Pin Configuration - 


Ag 


A7 


Ag >a 


MEMORY ARRAY 
64 ROWS 
64 COLUMNS 


ROW 
SELECT 


——— COLUMN 1/0 CIRCUITS 


COLUMN SELECT 


oO ON DO FP WH DY = 


—_ 
i=) 
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Features 


SYM2333-273 EPROM Pin Compatible 
4092 x 8 Bit Organizations 

Single +5 Volt Supply (+10%) 

Access Time — 450 ns (max.) 

Totally Static Operation 

Completely TTL Compatible 


Description 


The SYM2332 and SYM2333 high performance read only 
memories are organized 4096 words by 8 bits with access 
times of less than 450 ns. They are designed to be compatible 
with all microprocessor and similar applications where high 
performance, large bit storage and simple interfacing are 
important design considerations. These devices offer TTL 
input and output levels with a minimum of 0.4 Volt noise 
immunity in conjunction with a +5 Volt power supply. 


Pin Configurations 


SYM2332 SYM2333 


1¢@ a) 


©onooaw& WD 
© ON ON & WN 


SYM2332/SYM2333 


Military 4096 x 8 Static 
Read Only Memory 


Extended Temperature Range 
| (-55°C to +126°C) 


SYM2332-2532 EPROM Pin Compatible 
Three-State Outputs for Wire-OR Expansion 
Two Programmable Chip Selects (CS) 
EPROMS Accepted as Program Data Inputs 


The SYM2332 and SYM2333 operate totally asynchro- 
nously. No clock input is required. The two programmable 
Chip Select inputs allow four 32K ROMs to be OR-tied 
without external decoding. Both devices offer three-state 
output buffers for memory expansion. 


Designed to replace 32K EPROMs, the SYM2332 and 
SYM2333 can eliminate the need to redesign printed circuit 
boards for volume mask programmed ROMs after proto- 
typing with EPROMs. 


Block Diagram 


32,768 BIT 
ROM 
CELL ARRAY 


ROW DECODER (1 of 128) 
OUTPUT BUFFERS 


CHIP SELECT 
DECODER 


*CHIP SELECT (CS) IS PROGRAMMABLE LOW ACTIVE, HIGH ACTIVE OR DON’T CARE. 
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Synertek, SYM2332/SYM2333 


Absolute Maximum Ratings* Comment* 

Temperature Under Bias -65°C to +135°C Stresses above those listed under ‘‘Absolute Maximum 

Storage Temperature -65°C to 150°C Ratings’’ may cause permanent damage to the device. 

Voltage on Any Pin with These are stress ratings only. Functional operation of 
Respect to Ground (under bias) -3.5V to +7V this device at these or any other conditions above 

Power Dissipation 1.0W those indicated on the operational sections of this 


specification is not implied and exposure to absolute 
maximum rating conditions for extended periods may 
affect device reliability. 


D.C. Characteristics Ta = -55°C to +125°C, Vcc = 5.0V +10% (unless otherwise specified) 
Symbol | ____Parameter | Min. [| Max. | Units Test Conditions 
VOE Output HIGH Voltage Vcc Vcc = 4.5V, IOH = -400uA 
VOL Output LOW Voltage ee ee ee Vcc = 4.5V, lot = 2.1mA 
VIH Input HIGH Voltage Voc Volts 
Vit___| Input LOW Voltage [30 0.8 | Volts [See Note 
i | Input Load Current [10 Ve = BBV OVX VIN EBV 


ILO Output Leakage Current UA | Chip Deselected 


VOUT = +0.4 V to Vcc 


Icc Power Supply Current mA | Output Unloaded, Chip Enabled 
Vcc = 5.5V, VIN = Vcc 


A.C. Characteristics — T, = -55°C to +125°C, Vec = 5.0V+10% (unless otherwise specified) (Note 3) 
SYM2332 and SYM2333 


mz oe ee 
tACE Address Access Time a Output load: 1 TTL load 


tco Chip Select Delay : and 100p/ 


a ae 
tOF Chip Deselect Delay | ns | Input transition time: 20ns 
tOH Previous Data Valid After 20 Timing reference levels: 
Address Change Delay Input: 1.5V 
Output: 0.8V and 2.0V 


Test Conditions 


> 
[oo 
<x 
— 
| 
= 


Capacitance tay = 25°C,f = 1.0MHz, (Note 2) 


Units Test Conditions 


Notes: 


1. Input levels that swing more negative than -3.0V will be clamped and may cause damage to the device. 
2. This parameter is periodically sampled and is not 100% tested. 
3. A minimum of 0.5 ms time delay is required after application of Vcc (+5V) before proper device operation is achieved. 


Parameter 


Input Capacitance 
Output Capacitance 


All pins except pin under 
test tied to AC ground 


Ha 


Timing Diagrams 


ADDRESS 


INPUTS * Cx xX) 
err OF 


CHIP 
SELECT x 
INPUTS xX 


DATA 
OUTPUTS 


Syneriek. 


Programming Instructions 


All Synertek Read Only Memories (ROM) utilize computer 
aided techniques to manufacture and test custom bit patterns. 
The customer's bit pattern and address information can be 
supplied to Synertek in a number of different ways. Synertek 
can process customer inputs in EPROM, ROM, PROM, paper 


| Typical Characteristics 


ACCESS TIME VS. CAPACITIVE LOAD 


tACC — ns 


Vcc = 4.75V 
Ta =25°C 
1 TTL LOAD™ 


0 
0 100 200 300 400 500 600 700 
CL — pF 


SUPPLY CURRENT VS. AMBIENT TEMPERATURE 


Icc -mA 


20 
-50° -25° 0° 25° 50° 75° 100° 125° 
Ta - AMBIENT TEMPERATURE - °C 


A.C. Testing Input, Output Waveform 


2.0V 
TEST POINTS 
0.8V 


INPUT OUTPUT 


AC TESTING: INPUTS ARE DRIVEN AT 2.4V FOR A LOGIC “1” 
AND 0.4V FOR A LOGIC “0”. TIMING MEASUREMENTS ARE 
MADE AT 2.0V FOR A LOGIC “1” AND 0.8V FOR A LOGIC “0”. 
INPUT PULSE RISE AND FALL TIMES ARE 5 ns. 


Package Availability 24 Pin Cerdip 
24 Pin Ceramic 


SYM2332/SYM2333 


tape, and computer punched cards. Contact your Synertek 
sales representative fo complete details on each of the various 
data input formats. 


Programming instructions are listed at the end of the Memory 


Section. 


ACCESS TIME VS. SUPPLY VOLTAGE 


é 
| 
3) 
° 
= 
0 
35 40 45 50 55 60 65 7. 
Vcc — VOLTS 
SUPPLY CURRENT VS. SUPPLY VOLTAGE 
140 
: = zece 
7 H+ 
t 80 
QO 
2S 60 


i 1 

0 

35 40 45 50 55 60 7.0 
Vcc — VOLTS 


A.C. Testing Load Circuit 


Order Package | Access | Temperature 
Number Type Time Range 
SYMD2332| Cerdip +b5°C to +1 25°C 
SYMC2332 | Ceramic | 450 ns 


SYMD2333 | Cerdip 
SYMC2333 | Ceramic | 450 ns 


DEVICE 
UNDER 
TEST 


C. INCLUDES JIG CAPACITANCE 


Ordering Information 


oC to +125°C 
“59°C. to #125°C 
oC 16 1 25°C 


A custom number will be assigned by Synertek. 
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SYM2364/SYM2364A 
Military 8192 x 8 Static 
Read Only Memory 


Extended Temperature Range 
(-55°C to +125°C) 


Synertek. 


Features 


@ 2564 EPROM Pin Compatible 
e 8192 x 8 Bit Organization 

@ Single +5: Volt Supply 

e Access .Time — 300 ns (max) 
@ Totally Static Operation 

e Completely TTL Compatible 


Description 


The SYM2364 and SYM2364A high performance Read Only 
Memories are organized 8192 words by 8 bits with an access 
time of 450 ns. The ROMs are designed to be compatible 
with all microprocessor and similar applications -where 
high performance, large bit storage and simple interfacing 
are important design considerations. Both ROMs conform to 
the JEDEC approved pinout for 24 pin 64K ROMs. 


The SYM2364 offers the simplest operation (no power 
down.) Its programmable chip select allows two 64K ROMs 
to be OR-tied without external decoding. 


Pin Configurations 


SYM2364 SYM2364A 


oOo NO WO BP W HY —= 
oO nn oO mB WY = 


= = = 
Ny. = O&O 


“CHIP SELECT (CS) IS PROGRAMMABLE LOW ACTIVE, HIGH ACTIVE OR DON’T CARE. 


@ 24 Pin JEDEC Approved Pinout 

@ SYM2364A — Automatic Power Down (cE) 
— Non Power Down Version 

— Programmable Chip Select (CS) 

@ Three State Outputs for Wire-OR Expansion | 

e@ EPROMs Accepted as Program Data Input 


e SYM2364 


The SYM2364A offers an automatic power down feature. 
Power down is controlled by the Chip Enable (CE). input. 
When CE goes high, the device will automatically power 
down and remain in a low power standby mode as long as 
CE remains high. This unique feature provides system level 
power savings as much as 90%. 


Both the SYM2364 and SYM2364A are pin compatible with 
the 2564 EPROM thus eliminating the need to redesign 
printed circuit boards for volume mask programmed ROMs 
after prototyping with EPROMs. 


Block Diagram 


69.536 BIT 
ROM ARRAY 
(256 x 256} 


COLUMN SELECT 
CIRCUITRY 
(8 OF 256) 
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Synertee, : SYM2364/SYM2364A 


Absolute Maximum Ratings* Comment* 

Ambient Operating Temperature. -65°C to +135°C Stresses above those listed under ‘Absolute Maximum 
Storage Temperature -65°C to +150°C Ratings’ may cause permanent damage to the device. These 
Voltage on any Pin with Respect to Ground. -0.5V to +7.0V are stress ratings only. Functional operation of this device at 


Power Dissipation . 1.0W these or any other conditions above those indicated on the 
. © operational sections of this specification is not implied and 
exposure to absolute maximum rating conditions for 

extended periods may affect device reliability. 


D.C. Characteristics Ta = 55°C to +125°C, Vcc = t5V + 10% | 


Symbol_| Parameter ——~—~S~S~S*~:Cins |Tv Max. | Unit | Conditions 
Vou | Output HIGH Level it afd) Vec | | ton = -1.0 mA 


< 


icc | Operating Supply Current |_| | 100_| mA | Note 1 


Capacitance 1,= 25°C, f=1.0 MHz (Note 8) 


Symbol_[ Parameter ———~—~SS*d;' Min. Max Unit | Conditions 


A.C. Characteristics Ta =-55°C to +125°C, Vcc = +5V + 10% (Note 7) 


| SYM2364-3 SYM2364 

“me Te To _ 
| Min, | Max. | Min. | Max. 
ton | OutputHold After Address Change | 10 | | 10 [| ns 
tace | Chip Enable Access Time =| «| 300 | «| 480 ~| ns Noted 
tuz | OutputLOwZDelay | 10 | | to | | ons‘ Notes 
tuz | OutputHIGHZDeay «| ——s«| ‘100 | ~——Ss| “180 ~ [ms __‘| Notes 
teu___| Power Uptime | S| S| || ns_ | (Noted 
Notes: 


. Measured with device selected and outputs unloaded. 

. Applies to “A” versions only and measured with CE = 2.0V. 

. For a duration not to exceed one second. 

. Applies to ‘A’ versions (power down) only. _ 

Output low impedance delay (tiz) is measured from CE going low or CS going active. 

. Output high impedance delay (tyz) is measured from CE going high or CS going inactive. 

A minimum of 0.5 ms time delay is required after application of Vcc (+5V) before proper device operation is achieved. 
. This parameter is periodically sampled and is not 100% tested. 


ONOORWNH— 
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Synericke oo SYM2364/SYM2364A 


Timing Diagrams 
Propagation Delay from Address (CE LOW or CS = Active) 


ADDRESS — | , VALID. 


OUTPUTS 


Propagation Delay from Chip Enable, Chip Select or Output Enable (Address Valid) 


CE 


ree NCO ONN NS SL I 0000008 
Tt 
<a: 


OUTPUTS 


tLz 


Vcc CURRENT 
IsB 


A.C. Testing Input, Output Waveform A.C. Testing Load Circuit 


2.0v \ 
TEST POINTS 
0.8V 


MILITARY 


INPUT OUTPUT 
100pf (INCLUDING SCOPE AND JIG) 


AC TESTING: INPUTS ARE DRIVEN AT 2.4V FOR A LOGIC “1” 
AND 0.4V FOR A LOGIC “0”. TIMING MEASUREMENTS ARE 
MADE AT 2.0V FOR A LOGIC “1” AND 0.8V FOR A LOGIC “0”. 
INPUT PULSE RISE AND FALL TIMES ARE 5ns. 


Programming Instructions 


All Synertek Read Only Memories (ROM) utilize computer 
aided techniques to manufacture and test custom bit patterns. 


The customer's bit pattern and address information can be SYMD2364 

supplied to Synertek in a number of different ways. Synertek SYMC2364 A. Ceramic 
can process customer inputs in EPROM, ROM, PROM, paper SYMD2364-3 : Cerdip 

tape, and computer punched cards. Contact. your Synertek SYMC2364-3 Ceramic 
sales representative for complete details on each of the ere A. Rae 
various data input formats. | SYMD2364A-3 . Cardio 

Programming Instructions are listed at the end of the Memory SYMC2364A-3 Ceramic 


Section. | *Not applicable. 


Package Availability 


24 Pin Ceramic DIP 
24 Pin Cerdip 
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Features 


@ 2764 EPROM Pin Compatible 
e@ 8192 x 8 Bit Organization 

e@ Single +5 Volt Supply 

e Access Time — 300 ns (max) 

@ Totally Static Operation 

@ Completely TTL Compatible 

@ 28 Pin JEDEC Approved Pinout 


Description 


The SYM2365 and SYM2365<A high performance Read Only 
Memories are organized 8192 words by 8 bits with an access 
time of 300 ns. The ROMs are designed to be compatible with 
all microprocessor and similar applications where high 
performance, large bit storage and simple interfacing are 
important design considerations. Both ROMs conform to the 
JEDEC approved pinout for 28 pin 64K ROMs. 


The SYM2365 offers the simplest operation (no power 
down.) Its four programmable chip selects allow up to sixteen 
64K ROMs to be OR-tied without external decoding. 


The SYM2365A offers an automatic power down | feature. 
Power down is controlled by the Chip Enable (CE) input. 


Pin Configurations 


SYM2365 SYM2365A 


—_ 
t 


2 
3 
4 
5 
6 
7 
8 
9 


ee ee 
wow NY = O&O 


_ 
> 


SYM2365/SYM2365A 


Military 8192 x 8 Static 
Read Only Memory 
Extended Temperature Range 
(-55°C to +125°C) 


@ SYM2365A — Automatic Power Down (CE) 
— Output Enable Function (OE) 
— Two Programmable Chip Selects (CS) 
@SYM2365 — Non Power Down Version 
— Four Programmable Chip Selects (CS) 
@ Three State Outputs for Wire-OR Expansion 
@ EPROMs Accepted as Program Data Input | 


When CE goes high, the device will automatically power 
down and remain in a low power standby mode as long as CE 
remains high. This unique feature provides system level 
power savings as much as 90%. An additional feature of the 
SYM2365A is the Output Enable (OE) function. This 
eliminates bus contention in multiple bus microprocessor 
systems. The two programmable chip selects allow up to four 
64K ROMs to be OR-tied without external decoding. 


Both the SYM2365 and SYM2365A are pin compatible with 
the 2764 EPROM thus eliminating the need to redesign 
printed circuit boards for volume mask programmed ROMs 
after prototyping with EPROMs. 


Block Diagram 


65,536 BIT 
ROM ARRAY 
(256 x 256) 


JVIVIV IV 
VIVIVIV 


POWER DOWN 

OUTPUT ENABLE 

*CHIP SELECTS (CS) ARE PROGRAMMABLE LOW. 
ACTIVE, HIGH ACTIVE OR DON'T CARE. 
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Synertek. SYM2365/SYM2365A 


Absolute Maximum Ratings* Comment* 

Temperature Under Bias -65°G to+F135°C Stresses above those listed under “Absolute Maximum 

Storage Temperature -65°C to +150°C Ratings” may cause permanent damage to the device. These 

Voltage on any Pin with | are stress ratings only. Functional operation of this device at 
Respect to Ground (Under Bias) -0.5 to +7V these or any other conditions above those indicated on the 

Power Dissipation 1.0W operational sections of this specification is not implied and 


exposure to absolute maximum rating conditions for 
extended periods may affect device reliability. 


D.C. Characteristics tT, = -55°c to +125°C, Vec = +5V + 10% 


Symbol_| Parameter | Min. (| Typ. | Max. | Units | Conditions 
Von | OutputHiGHLevel ~——s | 24 | (Vee lon = -1.0 mA 
Vo. | Outputuowlevel «S| SSS*dt Ct | tg 82m 
los Output Short Circuit Current — Ff 0 om Note 3 


Capacitance Ta = 25°C, f= 1.0 MHz Note: This parameter is periodically sampled and is not 100% tested. 


Parameter Conditions 


Input Capacitance 


Output Capacitance | 


> 
c 
<x 
= 
= 
= 


A.C. Characteristics tT, = -55°C to +125°C, Voc = +5V + 10% (Note 7) 


SYM2365-3 | SYM2365 
Symbol Parameter SYM2365A-3 SYM2365A Condition 
twa | Address Access Time [300 | a80 fs 
tacs | Chip Select Access Time [00180 ns 
tz | Output LOW Z Delay Pio [0 fons | Notes 
“tz | Output HIGH Z Delay 100 [150 | as | Note 6 
teu__| Power Up Time Toff o [| om | Noted 
tep | PowerDownTime—=—=—=~=S*d~SS*d; («| =*d;« | ons ~~ “Note 
Notes: 
1. Measured with device selected and outputs unloaded. 
2. Applies to “A” versions only and measured with CE = 2.0V. 
3. For a duration not to exceed one second. 
4. Applies to “A” versions (power down) only. a as 
5. Output low impedance delay (t_z) is measured from CE and OE going low and CS going active, whichever occurs last. 
6. Output high impedance delay (tz) is measured from either CE or OE going high or CS going inactive, whichever occurs first. 
7. Aminimum of 0.5 ms time delay is required after application of Vcc (+5V) before proper device operation is achieved. 
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Synertek. SYM2365/SYM2365A 


Timing Diagrams 
Propagation Delay from Address (CE = OE = LOW, CS/CS = Active) 


ADDRESS VALID 
taa 
DATA VALID 


Propagation Delay from Chip Enable, Chip Select or Output Enable (Address Valid) 


OUTPUTS 


CE 


vowel KXXEKKKKKK XE 
“me CC 


tLz 


teu 


\cc See ee ee aaa eS a eo 


Vec CURRENT 
Isp 


A.C. Testing Input, Output Waveform A.C. Testing Load Circuit 


2.0V 
TEST POINTS 
0.8V 


INPUT OUTPUT 


100pf (INCLUDING SCOPE AND JIG) 


AC TESTING: INPUTS ARE DRIVEN AT 2.4V FOR A LOGIC “'1" 
AND 0.4V FOR A LOGIC “0”. TIMING MEASUREMENTS ARE 
MADE AT 2.0V FOR A LOGIC “1” AND 0.8V FOR A LOGIC “0”. 
INPUT PULSE RISE AND FALL TIMES ARE 5 ns. 


Programming Instructions 


All Synertek Read Only Memories (ROM) utilize computer 
aided techniques to manufacture and test custom bit patterns. Type 
The customer's bit pattern and address information can be SYMD2365 450 nsec ; Cerdip 
supplied to Synertek in a number of different ways. Synertek SYMC2365 450 nsec A. Ceramic 
can process customer inputs in EPROM, ROM, PROM, paper SYMK2365 450 nsec A. LCC 
tape, and computer punched cards. Contact your Synertek scene ses es pee 
eaahly ahiaiaetbly fo complete details on each of the various SYMK2365A-3 Boe aces Lc c 

, SYMD2365A 450 nsec A. Cerdip 
Programming instructions are listed at the end of the Memory SYMC2365A 450 nsec A. Ceramic 
Section. SYMK2365-3 450 nsec A. LCC 

SYMD2365A-3 300 nsec Cerdip 

5 oe SYMC2365A-3 300 nsec Ceramic 

Package Availability SYMK2365A-3 | 300 nsec 


28 Pin Cerdip Dual In-Line *Not Applicable 
28 Pin Ceramic Dual In-Line . 
28 Pin Leadless Chip Carrier 
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SYM23128/SYM23128A 
16,384 x 8 Static 


Read Only Memory 
Extended Temperature Range 
(-55°C to +125°C) 


Synertek. 


PRELIMINARY 


Features 


EPROM Pin Compatible 

16,384 x 8 Bit Organization 
Single +5-Volt Supply 

Access Time — 300/450 ns (max) 
Totally Static Operation 
Completely TTL Compatible 

28 Pin JEDEC Approved Pinout 


SY23128A— Automatic Power Down (CE) 

— Output Enable Function (OE) 

— One Programmable Chip Select 
SY23128 — Non Power Down Version 

— Three Programmable Chip Selects 
Three State Outputs for Wire-OR Expansion 
EPROMS Accepted as Program Data Input 


Description 


The SY23128 and SY23128A high performance Read Only 
Memories are organized 16,384 words by 8 bits with 
access times from 300 ns to 450 ns. The ROMs are 


eliminates bus contention in multiple bus microprocessor 
systems. The programmable chip select allows two 128K 
ROMs to be OR-tied without external decoding. 


designed to be compatible with all microprocessor and 
similar applications where high performance, large bit 
storage and simple interfacing are important design 
considerations. Both ROMs conform to the JEDEC approved 
pinout for 28 pin 128K ROMs. 


The SY23128 offers the simplest operation (no power 
down.) Its two programmable Chip Selects allow up to four 
eight 128K ROMs to be OR-tied without external decoding. 


Both the SY23128 and SY23128A are pin compatible with 
EPROMs thus eliminating the need to redesign printed 
circuit boards for volume mask programmed ROMs after 
prototyping with EPROMs. 


Block Diagram 


The SY23128A offers an automatic power down feature. 
Power down is controlled by the Chip Enable (CE) input. 
When CE goes high, the device will automatically power garian’ 
down and remain in a low power standby mode as long as (1 OF 512) rey 
CE remains high. This unique feature provides system level 

power savings as much as 90%. An additional feature of 
the SY23128A is the Output Enable (OE) function. This 


> 
[oa 
<x 
-— 
ae | 
= 


Pin Configurations 


$Y23128 SY23128A ECD ac —— 


oon Dom & WN 


POWER DOWN 
OUTPUT ENABLE 


“CHIP SELECTS (CS) ARE PROGRAMMABLE LOW ACTIVE. HIGH ACTIVE. OR 
DON'T CARE. 
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Synertek. | SYM23128/SYM23128A 


Package Availability 28 Pin Cerdip 
28 Pin Plastic 


Number Time Current Current 
SYM23128 
SYM23128-3 
SYM23128A 
SYM23128A-3 
*Not Applicable 
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PRELIMINARY 


Features 


EPROM Pin Compatible 

32,768 x 8 Bit Organization 
Single +5 Volt Supply 

Access Time — 300/450 ns (max) 
Totally Static Operation 
Completely TTL Compatible 

28 Pin JEDEC Approved Pinout 


Description 


The SY23256 and SY23256A high performance Read Only 
Memories are organized 32,768 words by 8 bits with 
access times from 300 ns to 450 ns. The ROMs are 


SYM23256/SYM23256A 


32,/68 x 8 Static 


Read Only Memory 
Extended Temperature Range 


(-55°C to +125°C) 


e SY23256A— Automatic Power Down (CE) 


— Output Enable Function (OE) 


e SY23256 — Non Power Down Version 


— Two Programmable Chip Selects (CS) 


e Three State Outputs for Wire-OR Expansion 
e EPROMs Accepted as Program Data Input 


the SY23256A is the Output Enable (OE) function. This 
eliminates bus contention in multiple bus microprocessor 
systems. 


designed to be compatible with all microprocessor and 
similar applications where high performance, large bit 
storage and simple interfacing are important design 
considerations. Both ROMs conform to the JEDEC approved 
pinout for 28 pin 256K ROMs. 


Both the SY23256 and SY23256A are pin compatible with 
EPROMs thus eliminating the need to redesign printed 
circuit boards for volume mask programmed ROMs after 
prototyping with EPROMs. 


The SY23256 offers the simplest operation (no power 
down.) Its two programmable Chip Selects allow up to four 


256K ROMs to be OR-tied without external decoding. 


The SY23256A offers an automatic power down feature. 
Power down is controlled by the Chip Enable (CE) input. 
When CE goes high, the device will automatically power 
down and remain in a low power standby mode as long as 
CE remains high. This unique feature provides system level 
| power savings as much as 90%. An additional feature of 


Block Diagram 


ROW 
DECODER 
DRIVER 
(1 OF 512) 


MILITARY 


262.144 BIT 
ROM ARRAY 
(512 x 512) 


Pin Configurations 


COLUMN SELECT 
CIRCUITRY . 
(8 OF 512) - 


SY23256 


SY23256A 


1®@ 18 


omen fm & W ND 
oon 8 Mm B&B WwW NY 


POWER DOWN 
OUTPUT ENABLE 


*CHIP SELECTS (CS) ARE PROGRAMMABLE LOW ACTIVE, HIGH ACTIVE, 
OR DON'T CARE. 
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Sune — SYM23256/SYM23256A 


Package aveallgouly 28 Pin Cerdip 
| 28 Pin Plastic — 


Order Access | Operating Standby 
Number Time Current Current 


SYM23256 


SYM23256-3 
SYM23256A 
SYM23256A-3 
*Not Applicable 
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SYM3316/SYM3316A 


2048 x 8 High Soeed 
Read Only Memory 


Extended Temperature Range 
(-55°C fo +129°C) 


Features 


Access Time — 100ns (max.) 
Single +5 Volt Supply (+ 10%) 


Contact Programming 

Four Week Prototype Turnaround 
Completely TTL Compatible 
Totally Static Operation 


Description | 


The SYM3316 and SYM3316A are high speed 16,384 bit 
static mask programmable Read Only Memories organized 
2048 words by 8 bits. Designed to be pin compatible with 
16K bipolar PROMs, they eliminate the need to redesign 
printed circuit boards for volume production after proto- 
typing with PROMs. . 

The SYM3316A offers an automatic power down feature. 
Power down is controlled by the Chip Enable (CE) input. 
When CE goes high, the device will automatically power 
down and remain in a standby power mode as long as CE 
remains high. This unique feature provides system level 


Pin Configurations 


SY3316 SY3316A 
e e 
1 1 
A3 O 
2 3 3 
3 3 440 
4 4 Ag 0 
‘ 16,384 BIT 
5 5 6 ROM 
6 6 
7 7 
8 8 


SYM 3316A — Automatic Power Down (CE) 
Pin Compatible with 16K Bipolar PROMs — 
Replaces 3636 or 828191 
e Three-State Outputs for Wire-OR Expansion 
Three Programmable Chip Selects (two on SYM 3316A) 
16K Bipolar PROMs Accepted as Program Data Inputs 


power savings of as much as 80%. The two programmable 
chip selects (CS) allow as many as four ROMs to be OR-tied 
without external decoding. 


The SYM3316 offers somewhat simpler operation than the 
SYM3316A. It’s three programmable chip selects allow up to 
eight ROMs to be OR-tied without external decoding. 


Both devices are fabricated using Synertek’s scaled high 
performance N-channel MOS technology. This, combined 
with innovative design techniques, provides the high per- 
formance and ease-of-use features associated with static 
memories. 


Block Diagram 


Vec GND 


; | 


CELL ARRAY 


ROW DECODER (1 of 128) 
OUTPUT BUFFERS 


CHIP SELECT 
DECODER 


O 
Ao Ai A2 A10 CS1* CS2* CE/cS3* 


*CHIP SELECTS (CS) ARE PROGRAMMABLE LOW ACTIVE, HIGH ACTIVE OR DON'T CARE. 
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Synertek, SYM3316/SYM3316A 


Absolute Maximum Ratings* Comment* 

Temperature Under Bias -65°C to +135°C Stresses above those listed under ‘‘Absolute Maxi- 
Storage Temperature -65°C to 150°C mum. Ratings’” may cause permanent damage to the 

Voltage on Any Pin with device. These are stress ratings only. Functional 
Respect to Ground (under bias) -3.5V to +7V operation of this device at these or any other condi- 

Power Dissipation 1.0W tions above those indicated in the operational sec- 


tions of this specification is not implied and exposure 
to absolute maximum rating conditions for extended 
periods may affect device reliability. 


D.C. Characteristics T, =-55°C to +125°C, Vcc = 5.0V + 10% (Note 1) 


Vor ferret act ta Veo = 4.5V, lon = -2.4mA 
Vo [rae [Wot [vee =v. Ig 10m 

VIH eat ae ta} ea 

Vir [Input LOW Voltage | 3.0 | | 08 | Volts | 

tu InputLoad Current | || 10 | WA | Voc = 5.5V, OV < Vin < Vee 
Lo [Output Leakage Current | —-10_ | ~~} S10 | A _| Chip Deselected, Vous = OV to V 
] /Output Short Circuit Current! _-100 |_| ma Note 5 

Icc [Power Supply Current oe Note 2 


A.C. Characteristics 1, = -55°C to +125°C, Vcc = +5V + 10% (Notes 1, 6) 


ace en Tt ae te 
tage | Chip Enable Access Tine [| 100 [ns [Woe 
tacs | Chip Select Access Time [50 [ns 
torr | Chip Deselect Time [0 | 80 
ton | Output Hotd Time 8s 
tey | Power Up Time 0s ae 
tpp Power Down Time PT BOT ns] Note 4 


Capacitance ta = 25°C, f = 1.0MHz 


[Parameter [Min [Mow | Unit 


Input Capacitance | |S | V 


NOTE: This parameter is periodically sampled and is not 100% tested. 


Test Conditions 


NOTES: 

. The operating ambient temperature range is guaranteed with transverse air flow exceeding 400 linear feet per minute. 

. Device selected with outputs unloaded. 

. Applies to SY3316A only with CE = 2.0V. 

. Applies to SY3316A only. | 

. Output short circuit current is measured with Vout = OV, one output at a time with a maximum duration of one second. 
A minimum of 0.5 ms time delay is required after application of Vcc (+5V) before proper device operation is achieved. 


Onohwnn 
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Synertek, SYM3316/SYM3316A 


Timing Diagrams 
Address to Output Delay (CS Active and CE Low) 


ADDRESS VALID 


OUTPUTS 


Chip Enable/Chip Select to Output Delay (Address Valid) 
CE 


tace 4 torr (4) 


OUTPUTS 


CoTr= 


CURRENT 
Isp 


A.C. Testing Input, Output Waveform A.C. Testing Load Circuit 


2.0V 
TEST POINTS 
0.8V 


INPUT OUTPUT 


MILITARY 


30pF (INCLUDING SCOPE AND JIG) 


AC TESTING: INPUTS ARE DRIVEN AT 2.4V FOR A LOGIC “1” 
AND 0.4V FOR A LOGIC “0”. TIMING MEASUREMENTS ARE 
MADE AT 2.0V FOR A LOGIC “1” AND 0.8V FOR A LOGIC “0”. 
INPUT PULSE RISE AND FALL TIMES ARE 5 ns. 


Programming Instructions 


All Synertek Read Only Memories (ROM) utilize computer 
aided techniques to manufacture and test custom bit patterns. 
The customer's bit pattern and address information can be 
supplied to Synertek in a number of different ways. Synertek ida Ae 

can process customer inputs in EPROM, ROM, PROM, paper rare 190 mA | 80 an Gacamié 
tape, and computer punched cards. Contact your Synertek SYMD3316A 120 mA | 20 mA | Cerdip 

sales representative fo complete details on each of the various 

data input formats. A custom number will be assigned by Synertek. 


Access 
Time 


Programming instructions are listed at the end of the Memory 
Section. 


Package Availability 


24 Pin Cerdip 
24 Pin Ceramic 
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Features 


Assembled, Tested and Ready to Use 

Full Documentation — Two Manuals 

SY6502 NMOS 8-Bit Microprocessor 

51 1/0 Lines, Expandable to 71 

Five On-Board Programmable Interval Timers 

28 Key Keypad 

Six Digit Display 

4K Byte ROM SUPERMON Resident Monitor, User 
Expandable 

1K Bytes of Static RAM provided, expandable to 4K 
Bytes On-Board with Sockets Provided 

User PROM/ROM for up to 28K Bytes of User Program 
Application Port — 15 Bi-directional TTL Lines, with 
Expansion Capability 

Expansion Port for Add-On Modules 


Description 


SYM-1 Versatile Interface Module is designed for future 
growth and expansion. 


You can store your programs in the 1K Static RAM and debug 
by simply using the single-step feature of the monitor. User 
.Static RAM is easily expandable to 4K bytes on-board the basic 
unit. The 51 1/0 lines which are available to control your 


SYM-4 
single Board Computer 


Requires Single +5V Supply 

Standard Interfaces: 

— Audio Cassette Recorder with Remote Control 
— Full Duplex 20 mA TTY. 

— System Expansion Bus 

— RS-232-C Compatible Interface 

— Four Strappable Relay Drivers or Input Buffers 
Applications in 

— Training 

— Engineering 

— Prototyping 

— Instrumentation 

— Testing 

— Experimentation 

Dimensions 8.25 in. x 10.72 in. 


custom applications can be expanded to a total of 71 1/O lines 
via an additional socket provided for Synertek’s Versatile 
Interface Adapter — SY6522. Connect the SYM-1 to our 
KTM-3 Keyboard Terminal Module and your home TV (using 
an RF adapter) or monitor and you have a complete computer 
system with keyboard entry and video display. 


> 
cc 
<< 
se 
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Features 


e Features Popular 6802 8-bit NMOS Microprocessor 
(SYM-1/68) or New Powerful 6809 8-bit NUOS 
Microprocessor (SYM-1/69) 

Incorporates the Same Features and Capabilities as the 
Original SYM-1 
Includes New 4K Byte SUPERMON Monitors for Each 

_ New Microprocessor 


Features 


e Adaptor Boards for SYM-1 Allow use of Popular 6802 or 
Powerful New 6809 8-bit NMOS Microprocessors 

e New Microprocessor and Circuitry Included on Small 2” 
x 3” Circuit Board 


Description | 

The MOD-68 and MOD-69 provide a low-cost means of 
converting existing SYM-1 microcomputers to use either the 
6802 or 6809 microprocessor. The simple conversion 
requires the removal of the old microprocessor and 


SYM-1/68, SYM-1/69 
Single Board Computers 


Description 


Now the highly popular SYM-1 Microcomputer is available 
with a choice of microprocessors; the 6802 or the 6809 as 
well as the original SY6502. New SUPERMON Monitors give 
the SYM-1/68 and SYM-1/69 all the commands and operat- 
ing features of the original SYM-1. A newly written SYM-1 
Reference Manual is supplied which includes special sections 
describing use of the SYM-1 using the new microprocessors. 


Also available are adaptor boards which allow existing SYM-1 
microcomputers to use one of the new microprocessors. Refer 
to MOD-68 and MOD-69 on the next page. 


MOD-68, MOD-69 
Adapter Board 


@ Includes New SUPERMON Monitor Firmware 
e Full Instructions Supplied for Making the Simple 
Conversion 


SUPERMON chips, and insertion of one of the new adaptor 
boards. 


Complete installation instructions are supplied as well as a 
newly written SYM-1 Reference Manual with special sections 
on the use of the SYM-1 with the new microprocessors. 


Features 


Completely Assembled, Tested and Ready to Use 
Built-in Power Supply 

Full Documentation — 

SYM Reference Manual 

Programming Manual 

SY6502 NMOS 8-Bit Microprocessor 

28 Key Keypad 

Six Digit Display 

Eight Toggle Switches for User Input 

Eight LEDs for User Output 


Description 


The SYM-2 single-board microcomputer is based on and 
incorporates many of the most popular features of the SYM-1. 
In addition, some of the:most requested features — built-in 
power supply, switches and LEDs for user I/O and cassette 
interface jacks — have been added to make the SYM-2 an 
ideal, cost effective: single-board microcomputer for class- 
room and educational use. 7 


| _ SYM-2 
single Board Computer 


Cassette Interface Jacks 

4K Byte SUPERMON Resident Monitor, User Expandable 
1K Byte User RAM 

User ROM/EPROM Socket for BASIC (BAS-1), Resident 
Assembler/Editor (RAE-1) or Custom Firmware 
RS-232-C Compatible Serial Interface 

Designed Specifically for Applications in Education and 
Training 

Software Compatible with SYM-1 


So that the growing bank of user developed software will not 
be obsoleted, the new SYM-2 has full software compatibility 
with the SYM-1. This means that programs and firmware for 
the SYM-1, such as BASIC (BAS-1) and the assembler/ editor 
(RAE-1), are immediately useable with the SYM-2. 
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Features 


e Same Power, Features, and Performance as the SYM-1 
Module at Lower Cost 
_@ Additional Economies for O. E. M. Applications Achieved 


Description 


The SM100 is designed especially for OEM controller or other 
applications where the microcomputer board is an integral 
part of a user’s system. All the power and flexibility of the 


Features 

e Expand SYM-1 Memory to 2K Bytes (SRM-1) or to 4K 
Bytes (SRM-3) 

e Uses Synertek SY2114L Low Power Static RAMs 


5-6 


SM100 
OEM Version of SYM-1 


by Supplying Board without the Keyboard, Display, 
Speaker and Associated Electronics 


SYM-1 is retained but without the overhead of on-board key- 
board and display. 


— SRM-41, SRM-3 
Static RAM Memory Kit 


Description 
The static RAM memory kits provide for expansion of the 


on-board memory in the SYM-1 to 2K bytes or 4K bytes. The 


SY2114L low power RAM devices are plugged into existing 
on-board sockets per the following table. 


‘RAM Address _. Sockets Comments 


0000-03FF = =—s— .-« 12, U 13". Lowest 1K bytes 
0400-07FF U14,U15 | 2nd 1K bytes 
0800-OBFF U16,U17  ~* 3rd 1K bytes 


OCOO-OFFF ==—*U18, U19 4th 1K bytes 


*The SYM-1 microcomputer, is shipped with 1K bytes of RAM 
inserted in sockets U12 and U13. | 


Features 


Resides in ROM, Always Available 

I/O Supported by SUPERMON on SYM-1 or SM100 
Full Floating-Point 9-Digit, Extended BASIC 
Standard Dartmouth BASIC Statements 

LET READ PRINT DATA IF 

THEN FOR NEXT DIM END 

GOTO : 
Extended BASIC Statements 
RESTORE REM 
RETURN STOP 
ON..GOTO ON...GOSUB 
Scientific Functions 
SGN INT ABS 


STEP GOSUB_ DEF 


INPUT FN 


SOR RND 
LOG EXP 


Description 
BAS-1 is a full function BASIC developed for Synertek 
Systems by Microsoft Corporation. BASIC provides higher 


BAS-1 
BASIC 


Logical Operators 

AND OR NOT 

Operation Commands 

RUN NEW CLR LIST CONT FRE 
Formatting Functions (TAB, POS, SPC) 

Peek, Poke, JSR to Machine Code Subroutines 
String Functions 

Cassette SAVE and LOAD Statements 

Decimal, Hexadecimal and String Constants 

Real, Integer and String Variables 


level language capabilities, always instantly available from 
ROM. 


RAE-4 
Resident Assembler/ 


Editor/Loader 


Features 


@ Compatible with SYM-1 or SM100 

¢ Resides in ROM, always available 

e 1/0 Supported by SUPERMON 

Assembler 

Macro Capability 

Conditional Assembly 

Source Input from RAM or Tape 

Produces Relocatable Object Code 

Relocating Loader 

Assemble with Source Listing or Errors-Only Listing 
Hex, Binary, Decimal or Mixed Data Types | 
16 Assembler Pseudo-Ops 

23 Error Codes 

Storage of Hex or ASCII Bytes 

Text Editor 

e Edits Line Numbered Text 


Description 


RAE-1 is a full features Resident Assembler/Editor. Many 
powerful text editing functions are available with error mes- 
sages giving error type and location. The user has complete 
control over all editor and assembler functions as well as 
editor controlled entry to SYM BASIC or SYM SUPERMON. 


Upper and Lower Case | 

Character String Search with Optional Replace, Display 
or Show Number of Occurrences 

Line Edit 

Block Insert 

Delete Line(s) 

Delete File 

Renumber Text File 

Tabbing 

Free Format Command Input 

Output to Hard Copy Device with or Without Line 
Numbers 

Load and Record in High Speed Format; Entire File or 
Range of Lines 

Automatic Cassette Motor Control or Manual Control 
through ON and OFF Commands 


The user also has control over cassette recorders for file |/O, 
or control may be left to software. The relocating loader may 
store executable code in memory during assembly or may 
store object code offset from its proper execution address. 


Features 


ROM-Based for Instant Availability 

Fully Extensible 

Subset of Forth-79 Standard 

Supplied with Full Glossary plus Tutorial Text 
ideal for Control System and Instrumentation 
Applications 


Features 


Diagnostic/Test Program for SYM-1 

Supplied as a Pre-Programmed 2716 EPROM 
Function Test for On-Board RAM, ROM, Display LEDs, 
Keyboard, I/O Chips, TTY/CRT I/O, Cassette I/O, and 
Scope Output 

Modular Tests with Separate Error Messages 


Version Available for SUPERMON V1.0 or SUPERMON 
V1.1 


Useful for Receiving Inspection, Field Service, or Self- 
Test by User 

Complete with Manual Containing Instructions, Error 
Codes, Flow Charts, Trouble Shooting Aids and a 
Complete Test Program Listing 


FOR-41 
Forth 


Description 


FOR-1 is the ideal language for the SYM-1 and SYM-2 for all 
control-system and instrumentation applications. FOR-1 
blends the functions of operating-system, high-level struc- 
tured language and straight-forward hardware accessibility 
into a package of virtually endless power and flexibility. 


FOR-1 includes words from the required word set of the 
Standard with provision for linking user-defined double- 
length and disk I/O words into existing nucleus definitions. 
Additional words are included such as GET and PUT for 
cassette tape I/O, and MON for easy access to the SYM 
SUPERMON monitor. 


FOR-1 is supplied in a 4K-byte ROM, with a complete glossary 
and the excellent tutorial text ‘“Starting Forth’ by Leo Brodie. 


EPS-4 


SYM-1 Diagnostic Program 


Description 


The EPS-1 Diagnostic Program for SYM provides a valuable 
self-test capability to aid in any phase of test, trouble shooting 
or repair. Essentially all components of the SYM are function- 
ally tested assuring a fully working unit. 


Features 


e Includes SY6522 Versatile Interface Adaptor 
e Edge Connectors for Applications and Expansion Ports 


Description 


The PEX-1 provides a SY6522 VIA which expands the SYM-1 
I/O by an additional 20 lines. The SY6522 is plugged into 
socket U28 on the SYM-1 board. 


Also provided are connectors to allow building a variety of 


PEX-1 


Port Expansion and 
Connector Kit 


@ EIA Connector for RS-232-C Interface 
@ Phono Connectors for Cassette Interface 


interfacing cables. Included in the PEX-1 kit is a diagram for a 
suggested cable assembly which will provide complete con- 
nection to an EIA (RS-232-C) terminal, an audio cassette 
recorder, anda TTY. 


Features 


SY6502 NMOS 8-Bit Microprocessor 

1K Bytes of Static RAM Memory 

64 Bytes of Interrupt Vector RAM 

28 Bi-Directional Programmable I/O Lines 

1 MHz Crystal Controlled Clock 

Interval Timer 

Four Interrupts, Including a Timer Interrupt and a Non- 
Maskable Interrupt 


Description 


The CP110 SUPER JOLT CPU board is the most versatile 
microcomputer ona single PC board. Connected toa terminal, 
the CP110 provides everything necessary to begin writing, 
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CP110 


super Jolt 
CPU Board 


Three Serial Interfaces — 20 mA Current Loop, RS- 
232-C and TTL 

Buffered Address and Data Lines 

1,024 Bytes of Resident ROM Program Memory 
Containing DEMON Debug Monitor Program 
Dimensions 4.25 in. x 7.00 in. 


debugging and executing microcomputer programs. Stand- 
alone, the CP110 is a single board OEM microcomputer suited 
to a wide range of dedicated applications. 
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Features 


@ Choice of Character Screen Sizes: 
24 x 80 Character Screen Size 
(KTM-2/80) 
24 x 40 Character Screen Size 
(KTM-2/40) 
Full ASCII Upper and Lower Alphanumeric Character Set 
with Descenders 
Control and Special Characters 
128 Graphics Characters 
Reverse Video 
Scrolling 
Blinking Cursor 
Full Cursor Control 
Absolute and Relative Cursor Addressing 


Description 


The KTM-2 provides a keyboard and all the logic circuitry for a 
full keyboard terminal. The display interface provides 
composite video for user provided monitor or for a standard TV 
set equipped with an RF modulator. 


The design of the KTM-2 incorporates 8 MOS-LSI integrated 
circuit chips, including two dedicated microprocessors. 
Twenty TTL devices are used, resulting ina total chip count of 
28 devices. 


The use of standard LSI devices results in a highly cost 
effective design with great flexibility allowing modifications 


KTM-2 


Keyboard Terminal Module 


Auto CR at end of Line (Switch Selectable) 

110 to 9600 Baud 

Even, Odd, or No Parity 

Complete RS-232-C Handshaking 

Auxilliary RS-232-C I/O Port 

Typewriter Style Keyboard 54 Keys 

Automatic Character Repeat 

Alpha Lock 

Erase — Partial Line, Partial Screen, Full Screen 
Programmable Bell Output 

Programmable Device Control Output 

interlaced Screen (Switch Selectable) 

European (50Hz) Compatible {Switch Selectable) 
Requires Single +5V Supply 


for custom OEM applications. More features are available at 
lower cost than if a CRT controller chip or other approach had 
been used. 3 


Custom 
For large volume requirements, Synertek Systems has the 


capability to customize the keyboard terminal modules to 
meet OEM terminal subsystem requirements, offering flexibil- 
ity over screen size, character size, scan rate, character set, 
and keyboard function and definition. 


Features 


e New Design with 
— Case 
— Additional Keys 
— Built-In Power Supply 
110 to 19.2K Baud 
Choice of Character Screen Sizes: 
24 x 80 Character Screen Size (KTM-3/80) 
24 x 40 Character Screen Size (KTM-3/40) 
7 x 9 Character Matrix in 8 x 10 Field 
Typewriter Style Keyboard — 58 Keys 
CAPS LOCK Key 
Upper and Lower Case Alphanumeric Character Set with 
Descenders 
Generates and Displays 128 ASCII Characters 
Full and Half Duplex with Modem Controls 
Built-In Power Includes On/Off Switch 


Description 

Newly designed to incorporate the best features of the popular 
KTM-2 series, the KTM-3 uses the latest LSI technology with 
two microprocessors to provide a highly reliable, ready-to-use 
terminal minus the CRT monitor. The dual microprocessor 
design is highly cost-effective with great flexibility, providing 
more features at lower cost than other approaches used 
-today. For volume usage, Synertek Systems can customize 
the KTM-3 to your O.E.M. specifications. 
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KTM-3 
The Tubeless Terminal 


Scrolling 

Full Cursor Control 

Absolute and Relative Cursor Positioning 
Clear to End-of-Screen, End-of-Line 

Even, Odd, or No Parity 

One or Two Stop Bits 

Framing and Parity Errors Displayed 

Auto Key Repeat 

Debug Mode (Displays Control Characters) 
Cables Included 

Built-In Diagnostics 

KTM-3/40 Will Attach to Standard TV Set Using RF 
Modulator 

50/60 Hz Operation 

220 Volt Version Available 


The display interface provides composite video output and 
complete video control including scrolling, full cursor control, 
and absolute and relative cursor positioning. A choice of 
screen sizes is offered — either 24 x 40 characters, or 24 x 80 
characters. 


The unit is now in stock and available from your local 
distributor. 


Features 


@ Choice of Microprocessors — SY6512 (MBCO10-65; 
MBC0O20-65) or MC6800 (MBCO10-68; MBC020-68) 
Fully Buffered Data and Address lines 
1024 bytes of User RAM 
SY6551 ACIA for RS-232-C Serial Interface with Crystal- 
Controlled Programmable Baud Rate 
SY6522 VIA Provides 20 I/O Lines (with 7 lines option- 
ally buffered), and 2 16-Bit Counter/Timers 
Full 65K Programmable Memory Map in 2K Increments, 
using 32 x 8 Bipolar PROM 
Direct Memory Access (DMA) Controls 


Description 


From single board computers to single-purpose special usage 
boards. Synertek Systems offers a growing line of 
Micromodules that are Motorola EXORcisor™ and 
Micromodule bus compatible. These boards provide high 
quality yet are low in cost for maximum utility in any 
microprocessor application. 


Three types of boards are available: CPU and Single Board 
Computers, Memory Boards, and Peripheral Boards. 


MBC010/MBC020 
CPU/Video Board 


Dynamic Memory Refresh Controls 
Power-on Reset 
MBCO020 Includes Complete Video Interface Circuitry for 
Direct Attachment to a CRT Monitor 
® 1 or 2 MHz Versions 
Video Features for MBCO20 
® Dual Intensity Video Levels 
e SY6545 Programmable CRT Controller for User Defina- 
ble Screen Formats 
Light Pen Input 
Composite or Separated Video Outputs 


The MBCO10 and MBCO20 CPU Boards provide complete 
computers on a single board. Both are fully compatible with 
the Motorola EXORcisor™/Micromodule bus and support 
RAM, I/O, and analog boards in those families. Both offer a 
choice of microprocessors — either SY6512 or MC6800 — for 
use in a full range of systems or development applications. 


The MBCO20 may be used as a cost-effective alternative 
single board computer, or, with the video circuitry, it can 
replace two or more boards and operate as the heart of a 
complete system. 


Synertek, 


Specifications 

Power Requirements 

+5 VDC @ 1.5 A (max) MBCO10 
+5 VDC @ 1.75 A(max) MBCO20 
+12 VDC7 @ 50 mA (max) 

-12 VDC @ 50 mA (max) 


Bus Signals 

ADDRESS BUS: Three-state TTL-compatible buffered 
outputs. 

DATA BUS: TTL-compatible buffered inputs/outputs. 

CONTROL BUS: 

R/W, VMA, VUA: Three-state TTL-compatible buffered 
outputs 

BA, REF GRANT, MEMCLK, SYNC, Baud Rate: TTL- 
compatible buffered outputs. 

(RO, NMI, RESET, HALT,REF REQ, RDY, DMA: TTL- 
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MBC010/MBC020 


compatible buffered inputs with 3.3K ohm pull-up 
resistors 


Operating Temperature 
O'G to 70°C 


Physical Characteristics 
Width: 9.75 in. 
Height: 6.00 in. 

- Board Thickness: .0625 in. 


Connectors 
86 pins: 
Stanford Applied Engineering 
SAC-43 D/1-2 
50 pins: 3M type 3415-0001 
20 pins: 3M type 3461-0001 
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MBC01A2, MBCO1A2-1 


single Board Computer 
Motorola Micromodule 
Replacement 


Features 


Exact Replacement for Motorola M68MM0O1A2 1024 Bytes of Static RAM with Sockets for up to 4096 
Micromodule with additional RAM and ROM capacity Bytes total 
EXORcisor™/Micromodule Bus Compatible Four ROM/EPROM/RAM Sockets for interfacing with 
Serial Communication Port using MC6850 ACIA with 1K-8K ROM’s; 1K-4K EPROMs; or compatible 1K and 2K 
RS-232-C interface RAMs 
Four Parallel Ports using MC6821 PIAs © Power-On Reset Circuitry 
1 MHz operation (2 MHz available on special order) Dynamic Memory Refresh Circuitry 

Four mating connectors supplied with MBCO1A2-1 


Description 


The MBCO1A2 board is a direct replacement for Motorola’s The MBCO1A2 Micromodule includes a serial 
M68MMO1A2 Micromodule. Additional ROM and RAM communications interface using the MC6850 and two 
capacity has been added for increased system requirements. MC6821 PIA’s for parallel interfacing. 

Up to 4096 bytes of static RAM and 32K bytes of ROM canbe 

utilized on the MBCO1A2 Micromodule. 
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Synertek. MBC01A2/MBC01A2-4 


Specifications 
Power Requirements with 1K of RAM and no EPROMs Operating Temperature 
+5 VDC @ 1.1 A (max) O°C to 70°C 
+12 VDC @ 25 mA (max) Physical Characteristics 
-12 VDC @ 25 mA (max) Width: 9.75 in. 
Bus Signals Height: 6.00 in. 
ADDRESS BUS: Three-state TTL-compatible buffered Board Thickness: .0625 in. 

outputs. Connectors (supplied with MBC0O1A2-1 onl 
DATA BUS: TTL-compatible buffered inputs/ outputs. 86 pins: " 
CONTROL BUS: . Stanford Applied Engineering 

R/W, VMA, VUA: Three-state TTL-compatible buffered SAC-43 D/1-2 

ieliaanas 50 pins: 3M type 3415-0001 
OTHERS: 20 pins: 3M type 3461-0001 


TTL-compatible 
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Features 


Two Speed Versions — 500 ns Access and 300 ns 
Access 

Two Power Versions — 3.5A max. and 2.5A max. 
MBCO16 has 16K Bytes of Random Access Memory 
Address in 8K Sections 


Description 


The MBCOO8/MBCO16 Static RAM Modules are directly 
compatible with Motorola EXORcisor™/Micromodule bus. 
The modules include address decoding, write protection, and 
data buffering circuitry. The MBCOO8 contains 8K bytes of 
read/write memory, implemented with 16 SY2114 1024x4 
static RAM memory devices, while the MBCO16 contains 16K 
bytes of memory implemented with 32 SY2114 devices. 
Address select switches allow each 8K memory section to be 
independently placed in any 8K address range. On the 
MBCO16, each 8K section can be independently write- 
protected through the write-protect lines. 


& 


TMM MTT 


MBC008/MBC016 


Static RAMs 


® Separate Write-Protect of Each 8K Section of Memory 
@ Static — No Clocks or Refresh Required 
® Single +5V Power Supply Required 


Specifications 


Power Requirements 
+5 VDC @ 3.5 A (max) 


Low Power Version 
+5 VDC @ 2.5 A (max) 


Operating Temperature 
O°C to 70°C 


Part Numbers 


Power 
Consumption 


2.5 Amps (Typ.) 


1.75 Amps (Typ.) 


Physical Characteristics 
Width: 9.75 in. 

Height: 6.00 in. 
Thickness: .0625 in. 


Connectors 

86 pins: 
Stanford Applied Engineering 
SAC-43 D/1-2 


Speed-nsec 
500 300 


MBCO08 MBCO008-3 
MBCO16 MBCO16-3 
MBCOO8L MBCOO8L-3 
MBCO16L MBCO16L-3 


MBC016D/MBC032D 
MBC048D/MBC064D 


Dynamic RAMs 


Features 


Available in 16K, 32K, 48K, or 64K Memory Arrays e 20 Pin Header for Implementation of Priority Interrupts, 

1 or 2 MHz Versions Multi-Paged Memory, and I/O Systems 

Hidden Refresh (without processor interruption) e Even Parity Error Checking with Jumper Selectable 

Fully Buffered Address, Data, and Control Lines Output 

Any 4K Block Memory can be Deselected by Jumpers e Power-Saving Selective Refresh During #1 of Every 
Fourth Processor Cycle 


Description Specifications 


The Dynamic RAM Boards with hidden refresh are available Power Requirements Read Access Time 
in 16K, 32K, 48K, and 64K memory arrays in either 1 or 2 MHz (64K of RAM) 2 MHz operation — 
versions. Memory refresh is performed on-board during $1 +5 VDC @0.7A(max) —- 210 ns after leading edge of #2 
when the processor is not accessing memory. On-board cir- +12 VDC @ .12 mA(max) 1 MHz operation — 
cuitry generates and detects even parity through the use of -12 VDC @ 8 mA (max) 350 ns after leading edge of ¢2 
an additional memory bit. Whenever a parity error is detected, Operating Temperature Write Data Available 
a signal is output to the system whichis jumper selectable as 0°C to 70°C 2 MHz operation — 
a parity error or non-maskable interrupt. The memory array ; ean 110 ns after leading edge of ¢2 
can be deselected in 4096 byte blocks to meet any system Physical Characteristics |) 414, operation — 
requirements. As with all SSC Micromodules, the Dynamic Width 2 nit 220 ns after leading edge of 2 
RAM Boards are directly compatible with MotorolaEXORcisor™- “eight: 6.00 in. "a 
J Nicratnodvte bus: Board Thickness: .0625 in. 

Connectors 

86 pins: 

Stanford Applied Engineering 


SAC-43 D/1-2 or equivalent 
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MBC081/MBC091/ 
MBC092/MBCO093 


EPROM Programmer/ 
Prototyping Board/Extenders 


Features 


@ Two EPROM Sockets, Each Capable of Programming 
2716, 2532, and 2732 EPROMs 
On-Board DC to DC Converter Provides +25V Regulated 
Supply Voltage with Short Circuit Protection 
Address Switch Selectable in 256 Byte Blocks 
MBCO081-1 includes special cable for installing board in 
MDT2000 Micro. Development System 


MBC081, MBC081-4 Description 


The MBCO81 EPROM PROGRAMMER provides two EPROM 
sockets for copying one EPROM to another, verifying contents 
of one EPROM against another, or simultaneous program- 
ming of two EPROMs. 


Programs 2716, 2532, or 2732 EPROMs. 


Features 


e Provides Space for Developing Experimental or Custom 
Circuits 
Standard Spacing for Wirewrap IC Sockets 
One 20-Pin and Two 50-Pin Edge Finger Connectors are 
Provided at Top of Board 
All Wirewraping Hardware for Edge Finger Connectors is 
Provided 


MBCO0914 Description 


The MBCO91 PROTOTYPING BOARD plugs directly into the 
standard Micromodule bus and provides space for prototyping 
user developed circuits. To aid prototyping, ground and power 
buses are provided with locations for decoupling capacitors. MBCO91 


Features 


Useful for Troubleshooting and Testing 

Allows Access to all Points on Circuit Board 
Built-In Test Points and In-Line Switches 
Interfaces with all MBC Boards and Micromodules 


MBC092, MBC093 Description 


EXTENDER BOARDS are available in two versions. The 
MBCO92 is an extender only, allowing the user access to all 
points on the circuit board under test. The MBCO93, in addi- 
tion to its role as an extender, also has switches in each line to 
allow opening selected lines between the board in test and the 
backplane bus. Labeled test points are also provided between 
the board in test and the backplane bus for monitoring system 
signals. 


Features 


Handles up to Four 8” Drives and Three 5” Mini Floppies 
Single or Double Sided 

Single or Double Density 

On-Board Processor Controller 

IBM Format Compatible 

On-Board Diagnostics 

Extensive Error/Status Reporting 

Self-Contained On-Board Disk Formatting Software 
Data Transfers, Control and Status Information Com- 
municated through On-Board RAM Buffer/Status Block 
Providing Processor Independent Interface 

Interrupt and/or Status Bit Buffer Handshaking 
Address Space Switch Selectable on 2K Boundaries 
Simple “Daisy Chain” Drive Connection 


Features 


Address Switch Selectable in 256 Byte Blocks 
Two 8-bit Parallel |1/O Ports with Handshake using 
SY6522 VIAs 

Nibble Programmable with Buffer Option 
Expanded Handshake Capability for Positive and 
Negative Data Transfer Control 

Sockets for Terminators Provided 

Three Serial Ports using Crystal-Controlled SY6551 
ACIAs 


16 Programmable Baud Rates from 50 to 19.2K Baud 
Full RS-232-C Compatiblity 


MBC210 
Floopy Disk Controller 


Description 


The MBC210 FLOPPY DISK CONTROLLER/FORMATTER is 
an intelligent interface between the Micromodule bus and up 
to seven floppy drives — four 8” drives and three 5” mini 
floppies. Sixteen RAM locations provide a control/status 
block for simplified processor independent interfacing to the 
MBC210. 


MBC510 
Combo |/O Board 


Description 


The MBC510 COMBOI/0O BOARD provides three serial ports 
using SY6551 ACIAs with complete RS-232-C compatiblity 
and two parallel ports with buffers and sockets for resistor 


terminators. The MBC510 also contains four 16-bit counter/ 
timers to provide several operating modes. 


nati 
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MDT 2000 


Micro Develooment System 
for Z8 and SY6500 Processors 


Features 


Supports both SY6500 and Z8 Microprocessors 
Supports Up to Three Debug Cards, Providing Four 
Breakpoint Registers and Trace 
Intelligent Floppy Disk Controller with Two 8” Drives 

@ Three Serial and One Parallel Interfaces 
PASCAL Disk-Based Operating System with Command 
Prompting 
Powerful CRT Screen-Oriented Editor 
Versatile Disk File Operations with ‘‘Ignore Character”’ 
Selection 
Optional PASCAL Compiler 
Optional Remote Communications Software 
ROM-Based RAM/ Disk Diagnostics and Mini-Debugger 
Supports Disk Booting of User-Generated Operating 
Systems 


Description 


The MDT 2000 MICRO DEVELOPMENT SYSTEM provides the 
user with a flexible, powerful, development and emulation 
system for Z8, and development system for SY6500 series 
microprocessors. Debugging is facilitated with in-circuit 
emulation which provides a separate and non-conflicting 
execution environment. Optional Debug (Breakpoint/Trace) 
boards permit an execution halt, or real-time trace events to 
be qualified by complex breakpoint conditions. These events 
can include user-system status. 


Emulation control is achieved with a screen-oriented 
Supervisor which provides various prompting background 
displays and parameter toggle fields. 


Assembly language source and object program generation is 
supported with a PASCAL-Based Operating System (PBOS). 


DEBUG BUS 


BREAKPOINT 
REGISTERS 


EVENT 
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MDT 2000 SYSTEM BUS 
BREAKPOINT CARD 


DELAY 
COUNTER 
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TRACE CARD 
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Supports Single or Double Density 8” Data Disks 

User Configuration of CRT Terminal/Printer Attributes 
PASCAL Access to Serial or Parallel Printer (mutually 
exclusive) 

Disk File Hexadecimal Patch Utility 

230 Volt Option Available 

2K User RAM (Expandable to 4K) for Z8 Internal ROM 
Emulation Option 

Screen Graphics Control of Emulation 

Optional EPROM Programmer Board 

Two Sockets for Programming 2716, 2732, 2532 
EPROMs 

Optional Assemblers for 6800, 6809, Z80, 8080, 9900, 
and LSI-11 


disk file manager with user-controlled operations on file name 
families (i.e., wildcards). User-adaptable CRT terminal and 
printer configuration utilities are available to tailor the system 
to various terminal and printer characteristics. 


A versatile ROM Bootstrap provides power-up access to RAM 
and/or disk diagnostics, user-controlled booting of PBOS, and 
an elementary RAM-oriented debugger for pre-disk boot utili- 
zation. Remote Communications software (optional) provides 
access to other systems for terminal interaction or file transfer 
(binary/ASCIll) with error detection and recovery capability. 


The intelligent floppy disk controller maintains a log of soft 
(recoverable) disk errors for user request via a PBOS utility. 
Self-test of ROM and RAM is automatically performed at 
power-up and system reset time, and the results are reported. 


TARGET SYSTEM 
PLUG 


EMULATION 
CONTROL LOGIC 
BUFFERS 


EMULATOR CARD 


Standard Product Flow 


Visual Inspection 


Trim & Form 
QA Monitor 


Solder Dip 
QA Monitor 


Stabilization Bake 


Tin Plate 
QA Monitor 


Deflash, Trim & Form 
QA Monitor 


Plastic 


Precap Visual 
Inspection 
QA Gate 


Mark 
QA Monitor 


Electrical Testing to test 
conditions and limits 
which guarantee AC, 
DC and functional 
performance. 


QA Acceptance 
AC, DC Function- 
al Tests to guaran- 
tee performance 
over full specified 
temperature 
range. 


OA Final 
Visual Acceptance 


Plant Clearance 


Ship 


Lead Trim 
QA Monitor 
Receiving 
Inspection 
Hermeticity Testing 
Wafer Fabrication QA Monitor 
Electrical Wafer Sort 
1st Optical Tin Plate 
Inspection for Sort/Fab 
Defects Q.A. Gate 
Centrifuge 
Saw & Break 
Temp Cycle 
Die Attach 
QA Die Attach Monitor Ginbilization Rake 
Hermetic 
Lead Bond 


QA Lead Bond Monitor 


For detailed information on Synertek’s Quality Program, contact your local Synertek Representative. 


Her meticity 


QA Monitor 


Ordering Information 
SY M Cc 2114 3 
Prefix Temperature Range Package Type 4 Digit Device 3 Digit Performance 
No Designator — O°C to 70°C  C - Ceramic Code or Processing Designator 

M — -55°C to +125°C P - Molded 
X — Special D - Cerdip 
E — -40°C to +85°C X - Dice 

F - FLat Pac 

T - TO Can 


K - Leadless Chip Carrier 


Please make note of the Leadless Chip Carrier (LCC) designator. 
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Packaging Information 


Plastic Dual In-Line— 
16 Leads | 


PIN NO. 1- 
IDENT. 


(.018) 
(068) 


.032 REF. 


Ceramic Dual In-Line — 


16 Leads 
0.810 (20.574) MAX 
0.115 (2.921) 0.070 (1.778) 
0.060 (1.524) 0.030 (0.762) 
4 0.060 (1.524) 
0.025 (0.635) 7 
——» 
| 0.015 
(0.381) 
saan | | (0.203) | 
0.090 (2.286) 0.014 (0.356) 0290 (7366) |* >| 
CerDIP— 
16 Leads 
0.320 (8.128) __ 
| 0.290 (7.366) 
PIN NO. 1 0.310 (7.874) = 
IDENT 0.240 (6.096) 
-— 0.780 (19.812) MAX ag 
0.060 (1.524) | | | 
0.015 (0.381) Lbs. § 
0.180 (4.572) 
t 0.140 (3.556) 
os eee | 0.015 
| 0.008 
| (0.381) 
| | | (0.203) 
4 ‘| 0.200 (5.08) 
_ || 0.125 (3.175) 
[ | 0.400 (10.16) 
0.110 (2.794) 0.070 (1.778) 0.023 (0.584) " 0.330 (8.382) 


0.090 (2.286) 0.030 (0.762) 0.015 (0.381) 
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Packaging Information 


Plastic Dual In-Line— 


18 Leads , + 


PIN NO. 1 
‘IDENT. 


Ceramic Dual In-Line— (910) 
18 Leads (.870) 


.032 REF. 


CerDIP— 
18 Leads 


PIN NO 1. 
IDENT 


—_ 0.900 (22.860) MAX = 


0.060 (1.524) 
0.015 (0.381) 


a - 


0.090 (2.286) 0.030 (0.762) 0.015 (0.381) »| 0.400 (10.16) 


0.330 (8.382) 
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Packaging Information 


Flat Package — 


18 Leads 
eae 950 030 _ 
(24.13 - 0.76) 
310 - 015 
(7.86 - 0.38) ° 
——— 
| ——____— 
| CC *t~=*”F 
| eee ee ee 
400 015 .440 (11.18) 
(10.16 - 0.38) Sa es SS eee ee «| IMA 
| a ee | ed 
if 
| (2 eens ae aRe ence 
a ae ee 
_-+-+— 
.050 - .005 .320: .030 ; 
(1.27 - 0.133 - (8.13 - 0.76) . 
.017 - .003 , 
(0.43 - 0.08) 
ee L230 5.84)_,| 
(2.00 - 0.38) REF. : 
NOTCH PIN NO. 1 INDEX 
DIMENSIONS IN INCHES AND (MILLIMETERS). 
Chip Carrier — 
18 Leads 
265.- 015 057 + 020 045 (1.14) - 
(6.73 - .38) (1.45 - 0.51) tig 10 PLCS 012 (0.30) R 


.050 (1.27) 
14 PLCS 


‘7 | (4.06) 
t 
1 


-080 (2.03) 
7 PLCS 


y NN .025 (0.64) 


18 PLCS 


.008 (0.20) R .022 (0.56) x 45 
18 PLCS 


DIMENSIONS IN INCHES AND (MILLIMETERS). 


Packaging Information 


Plastic Dual In-Line— 


20 Leads 
. PIN 
NO. 1 
IDENT. 
CerDIP— 


20 Leads 


0.180 
0.140 0.06 
per 0.015 
0126 Ae 
0.330 
0.110 0.070 0,023 
0 0.030 0.015 


Packaging Information 


Plastic Dual In-Line — 
22 Leads 


.410 (10.414) 
7380 (9.652) 


site 


i a 


as 


.060 (1.524) os 2.286 walle -160 (4.064 


Ceramic Dual In-Line — 
22 Leads 


——— 1.100 (27.940) MAX 


mii 


ar a -110 eae a .070 ane ey 023 se is & 178) 


420 (10.668) 


ol 
<r 
8 
uJ 
= 
Lad 
ca 


INFORMATION 


Packaging Information 


Plastic Dual In-Line— 
24 Leads 


Ceramic Dual In-Line— 


24 Leads 
————_ — aE 
ru nay mM il Tt: 
CerDIP— 
24 Leads | 
PIN 
NO. 1 


550 (13.970) 
aT (12.954) 


<——-— ---— 1,290 (32.766) MAX = ———> 180 (4.572) .625 (15. 875) 
-590 (14. 986) 


.140 (3.556) 


me 


ak 
015 (.381) 


a 
| 008 (.203) 
| |= <_ alee 200 (5.08) | | 


.060 (1.524) 110 (2.794) .070 (1.778) .023 (.584)-125 (3. ATS) .700 (17.780) 
015 (.381) 090 (2.286) .030 (.762) .015 (.381) \*~ 7630 (16.002) oa 


Packaging Information 


Plastic Dual In-Line— 
28 Leads 


PIN NO. 1 
IDENT. 


0. 
0.600 0.060 
0.620... | 
| 0.009 I | 
0.015 > \ : 
+0.025 0.075 | | | 0.100 0.018 | 0.125 
|—0.625 -0.015 —| :0.015.- | I —! |“ typ  +0.0037 MIN 


Ceramic Dual In-Line — 


28 Leads 
| (.620) 
ne (040) . Lino (590) 
is __ (.022) (090) 
oud) (015) (.155) (.065) 
(125) (015) 
CerDIP— 
28 Leads 


PINNO.1 
IDENT. 


0.170 
<—0.600 - 010 —»| ee 3,060 


a | 
< 
ce 
Li 
= 
Naaadl 
ico) 


0.100 0.018 | | 
TYP 6003 ll 0.145 


INFORMATION 


-100 
> 


i | | 
MAX 


|+— 0.660 + .010 —| 


19 


Packaging Information 


Chip Carrier — 


32 Leads 
.009 
(0.23) R 32 PLCs 
450 + .015 045 + .010 ai R4PLCS 
(11.43 + 0.38) (1.14 + 0.25) ; 
31 PLCS 
.100 + .010 
400 + .010 (2.54 + 0.25) 
(10.16 + 0.25) 
2 PLCS 
550+ 015 
(13.97 + 0.38) | 
.050 (1.27) D__! | 
16PLCS | a 
(o.64) 32 PLCs 
.300 + .010 
(7.62 + 0.25) 

.067 + .020 
(1.70 + 0.51) 

DIMENSIONS IN INCHES AND (MILLIMETERS). 

NOTE: 


THE 32 PIN LEADLESS CHIP CARRIER PACKAGE IS ALSO USED FOR THE 24 PIN AND 28 PIN PACKAGES. 
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Packaging Information 
Plastic Dual In-Line— 


40 Leads 


(.550) 
(.530) 
PIN NO. 1 
IDENT 


Sa k= 


(015) 
( 
(.060) (.700) 
(.020) (.600) 
(.110) (.065) 032 TYP. 
(080) (.045) 


Ceramic Dual In-Line— 
40 Leads 


CerDIP — 
40 Leads 


575 
PIN 1 IDENT 
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Packaging Information 


Quad In-Line Package (QWIP)— 
64 Leads 


(a1, az 508) 


ce a a 
Be ia i aad) 


7 


050 
4b (1.27) 
00+.020 .200 A 


. O20 = 
(25.4 + .508) (5.08) Sf -_ 
: ae \ 


(1. has -| LF sas Bee | Lb a. } 
| in BB) u pal 
7 i (11,93) . 


620+ .00 
(15.75 2 20) 90° 


.045 SQ. MIN. TYP 64 
(1. (1.14) 


~ * DIE PAD FLAT WITHIN an 


niet ane 


athe Pog TYP. itso 30) Perens 
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Synertek Application Notes 


Below is a listing of Synertek Applications Information available. These Notes are available in their entirety from 
your local Synertek Sales Office, nearest Sales Representative, or Distributor. 


Microprocessor Application Notes Memory Application Notes 
Application Note Application Note 
Number Title Number Title 
AN1 SY6551 Asynchronous AN6 SY2128/2129 2K x 8-Bit 
Communications Interface Static RAM Access Memory 
Adapter (ACIA) 
AN2 SY6500 Microprocessor Family 
AN5 SY6522 Versatile Interface 
Adapter (VIA) 
AN7 SY6545 Smooth Scrolling with 
the 6545 
AN8 SY6545 CRTC Design and 
Applications Manual 
ANY SY1791 Write Precompensation 
AN10 SY2661 EPC! Implements 


Binary Synchronous Protocol 


Conversion Tables 


1. Convert Hexadecimal to Decimal 


TAF616 = 1 x 163+ Ax 162+F x 161 +6 x 169 = 4096 + 2560 + 240 + 6 = 690215 


2. Convert Octal to Decimal 


2147, =2x83+1x82+4x81+7x80=1024+64+32+7=1127 


3. Convert Binary to Decimal 


1011019 =1x25+0Ox24+1x23+1x22+0x21+1x29=32+0+8+4+1=4519 


4. Convert Decimal to Hexadecimal 


120740 0 
163 | 1207 
_o 7 
1207 —_> 162 | 1207 
1024 B 
183 —» 16! [183 
176 ri 


5. Convert Decimal to Octal 


15340 2 
— —-g2 [753 
128 3 
25 —» 81/25 
24 
6. Convert Decimal to Binary 
53410 1 
—_> 25/53 
32 1 
21. =e 24/21 
16_ 
5 — 23 


Recommended Decimal 


Multiples and 
Submultiples 


1018 


1015 
1012 


7 — > 1690/7 =4B7;, 


1 


1 —m 80[1 =231, 


Multiples and Submultiples 


Prefixes Symbols 


exa 
pecta 
tera 
giga 
mega 
kilo 
hecto 
deca 
deci 
centi 
milli 
micro 


e3Z300a08Fx%2Q0O45H7M 


(greek mu) 
nano n 
pico p 
femto f 
atto a 
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Conversion Tables ....:; 


Constants and Conversion Factors 
Conversion Factors — General 


To Obtain 


Degree (angle) 

Ergs 

Feet 

Feet of water @ 4°C 
Foot-pounds 
Foot-pounds 


Foot-pounds per min. 


Horsepower 
Inches of mercury 
@0°C 
Joules 
Joules 
Kilowatts 
Kilowatts 
Kilowatts 
Knots _ 
Miles 
Nautical miles 
Radians 
Square feet 
Watts 


Multiply 


Radians 

Foot-pounds 

Miles 

Atmospheres 
Horsepower-hours 
Kilowatt-hours 
Horsepower 
Foot-pounds per sec. 
Pounds per square inch 


BTU 
Foot-pounds 
BTU per min. 
Foot-pounds per min. 
Horsepower 
Miles per hour 
Feet 

Miles 

Degrees 
Acres 

BTU per min. 


By 


57.2958 

1.356 x 107 
5280 | 

33.90 
1.98 x 106 
2.655 x 106 
3.3 x 104 
1.818 x 10-3 
2.036 


1054.8 
1.35582. 
1.758 x 10-2 
2.26 x 10-5 
0.745712 
0.86897624 

— 1.894 x 10-4 
0.86897624 
1.745 x 10-2 

43560 
17.5796 


Temperature Factors 
°F = 9/5 (°C) + 32 
Fahrenheit temperature — 1.8 (temperature in kelvins) -459.67 
°C =5/9 [(°F) — 32] 


Celsius temperature = temperature in kelvins — 273.15 
Fahrenheit temperature = 1.8 (Celsius temperature) + 32 


*Boldface numbers are exact; others are given to ten significant figures where so 
indicated by the multiplier factor. 


Conversion Factors — Metric to English 


To Obtain Multiply By 
Inches Centimeters 0.3937007874 
Feet Meters 3.280839895 
Yards Meters 1.093613298 
Miles Kilometers 0.6213711922 
Ounces Grams 3.527396195 x 10-2 
Pounds Kilograms 2.204622622 
Gallons (U.S. Liquid) Liters 0.2641720524 
Fluid ounces Milliliters (cc) 3.381402270 x 10-2 © 


Square inches Square centimeters 0.1550003100 

Square feet Square meters 10.76391042 z 
Square yards Square meters 1.195990046 = = 
Cubic inches Milliliters (cc) 6.102374409 x 10-2 oo 
Cubic feet Cubic meters 35.31466672 cu = 
Cubic yards Cubic meters 1.307950619 = 
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Conversion Tables ....: 


Conversion Factors — English to Metric* 


To Obtain Multiply By 
Microns Mils 25.4 
Centimeters Inches 2.54 
Meters Feet 0.3048 
Meters Yards 0.9144 
Kilometers Miles 1.609344 
Grams Ounces 28.34952313 
Kilograms Pounds 0.45359237 
Liters Gallons (U.S. Liquid) 3.785411784 
Milliliters (cc) Fluid ounces 29.57352956 
Square centimeters Square inches 6.4516 
Square meters Square feet 0.09290304 
Square meters Square yards 0.83612736 
Milliliters (cc) Cubic inches 16.387064 
Cubic meters Cubic feet 2.831684659 x 10-2 
Cubic meters Cubic yards 0.764554858 


Conversion Factors — General* 


To Obtain Multiply By 


Atmospheres Feet of water @ 4°C 2.950 x 10-2 
Atmospheres Inches of mercury @ 0°C 3.342 x 10-2 
Atmospheres Pounds per square inch 6.804 x 10-2 
BTU Foot-pounds 1.285 x 10-3 
BTU Joules 9.480 x 10-4 
Cubic feet Cords 128 


“Boldface numbers are exact; others are given to ten significant figures where so 
indicated by the multiplier factor. 


Se 
Miscellaneous Constants 


Physical Constants 


Equatorial radius of the earth = 6378.388 km = 3963.34 miles (statute). 

Polar radius of the earth, 6356.912 km = 3949.99 miles (statute). 

1 degree of latitude at 40° = 69 miles. 

1 international nautical mile = 1.15078 miles (statute) = 1852 m = 6076.115 ft. 
Mean density of the earth = 5.522 g/cm? = 344.7 Ib/ft3. 

Constant of gravitation, (6.673 + 0.003) x 10-8 cm3 gm-1 S-2. 

Acceleration due to gravity at sea level, latitude 45° = 980.665cm/s2 = 32.1740 ft/sec?2. 
Length of seconds pendulum at sea level, latitude 45° = 99.3574 cm = 39.1171 in. 
1 knot (international) = 101.269 ft/min = 1.6878 ft/sec = 1.1508 miles (statute)/hr. 
1 micron = 10-4 cm. 

1 angstrom = 10-8 cm. 

Mass of hydrogen atom = (1.67339 + 0.0031) x 10-24 g. 

Density of mercury at 0°C = 13.5955 g/ml. 

Density of water at 3.98°C = 1.000000 g/ml. 

Density, maximum, of water, at 3.98°C = 0.999973 g/cms3. 

Density of dry air at O°C, 760 mm = 1.2929 g/liter. 

Velocity of sound in dry air at O°C = 331.36 m/s — 1087.1 ft/sec. 

Velocity of light in vacuum = (2.997925 + 0.000002) x 1019 cm/s. 

Heat of fusion of water O°C = 79.71 cal/g. 

Heat of vaporization of water 100°C = 539.55 cal/g. 

Electrochemical equivalent of silver 0.001118 g/sec international amp. . 
Absolute wave length of red cadmium light in air at 15°C, 760 mm pressure = 6438.4696 A. 
Wave length of orange-red line of krypton 86 = 6057.802 A. 
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January 1983 


World Wide Sales and Marketing 


Tel: (408) 988-5607 
TWX: 910-338-0135 


Vice President Marketing/Sales 
3001 Stender Way, M/S 30 
Santa Clara, CA 95054 


Western Area Sales Office 
150 So. Wolfe Road 
Sunnyvale, CA 94086 

Tel: (408) 735-0221 

TWX: 910-339-9500 


Northeast Regional Southwest Regional 


North Central Regional 


Central Area Sales Office 
1821 Hicks Rd. 

Rolling Meadows, IL 60008 
Tel: (812) 991-4620 

TWX: 910-687-0244 


South Central 


Sales Office Sales Office Sales Office Regional 

177 Worcester St. 4401 Atlantic Ave. 1821 Hicks Rd. Sales Office 

Wellesley Hills, MA Suite 101 Rolling Meadows, IL 1101 E. Arapaho Rd. #149 
02181 Long Beach, CA 90807 60008 Richardson, TX 75081 


Eastern Area Sales Office 
555 Broadhollow Rd. 
Melville, NY 11747 

Tel: (516) 752-0900 

TWX: 510-224-6247 


Northeast Regional Southeast Regional 


Sales Office Sales Office 
177 Worcester St. 5600 Mariner St. 
Wellesley Hills, MA Suite #219 


02181 Tampa, FL 33609 


Tel: (617) 431-7630 
TWX: 710-383-1582 


Tel: (213) 428-8776 
TWX: 910-341-7705 


Tel: :312) 991-4620 
TWX: 910-687-0244 


Tel: (214) 235-1105 
TWX: 910-867-4723 


Tel: (617) 431-7730 
TWX: 710-383-1582 


Tel: (813) 870-2222 
TWX: 810-876-9148 


Mid-Atlantic Regional Sales Office 
555 Broadhollow Rd., Mellville, NY 11747 
Tel: (516) 752-0900, TWX: 510-224-6247 


U.S. Sales Representatives 


Alabama 

Electronic Marketing 
Associates 

500 Wynn Dr. 

P.O. Box 5306 
Executive Plaza, 
Suite 304A 
Huntsville, AL 35805 
Tel: (205) 837-7363 


Alaska 

Vantage Corp. 

300 120th Ave., N.E. 
Bldg. 7, Suite 207 
Bellevue, WA 98005 
Tel: (206) 455-3460 
TWX: 910-443-2308 


Arizona 


MR Engineering Sales Co. 


P.O. Box 15270 
3020 N. 44th St. 
Phoenix, AZ 85018 
Tel: (602) 956-4670 
TWX: 910-950-1291 


California 

Brooks Technical Group 
883 Stierlin Road 
Mountain View, CA 94043 
Tel: (415) 960-3880 

TWX: 910-379-5061 


Elsco Electronics Inc. 
11562 Knott Street 

Suite #3 

Garden Grove, CA 92641 
Tel: (714) 891-4621 
TWX: 910-596-2400 


Reider Associates 
2660 Bernardo Ave. 
Escondido, CA 92025 
Tel: (619: 741-0496 


Colorado 
Checkmate Rep. Co. 
8061 S. Kendall Bivd. 
Littleton, CO 80123 
Tel: 303 973-6166 


Connecticut 

Dynasel Associates Inc. 
235 Bear Hill Rd. 
Waltham, MA 02154 
Tel: (617) 890-6777 
TWX: 710-324-0202 
DYNASEL WAL 


Delaware 

Conroy Sales 

26 W. Pennysylvania Ave. 
Baltimore, MD 21204 

Tel: (301) 296-2444 


District of Columbia 
Conroy Sales 

26 W. Pennsylvania Ave. 
Baltimore, MD 21204 
Tel: (301) 296-2444 


Florida 

Dyne-A-Mark Corp. 
300 Duncan Ave. 
Suite 283 

Clearwater, FL 33515 
Tel: (813) 441-4702,3 
TWX: 810-866-0438 
DYNEMARK CWTR 
Dyne-A-Mark Corp. 
1001 N.W. 62nd St. 
Suite 107 

Ft. Lauderdale, FL 33309 
Tel: (305) 771-6501,2,3 
TWX: 510-956-9872 
DYNEMARK FTL 
Dyne-A-Mark Corp. 
P.O. Box 33 

Maitland, FL 32751 
Tel: (305) 831-2097 
TWX: 810-853-5039 
DYNEMARK ALMS 
Dyne-A-Mark Corp. 
P.O. Box 339 

115 Palm Bay Rd., #550-9 
Paim Bay, FL 32905 
Tel: 305; 727-0192 
TWX: 510-959-6000 


Georgia 

Electronic Marketing 

Associates 

6695 Peach Tree 
Industrial Blvd. 

Atlanta, GA 30360 

Tel: (404) 448-1215 

TWX: 810-766-0483 


Hawaii 

Brooks Technical Group 
8830 Stierlin Rd. 
Mountain View, CA 94303 
Tel: (415) 960-3880 

TWX: 


Idaho 

Vantage Corp. 

300 120th Ave. N.E. 
Bldg. 7, Suite 207 
Bellevue, WA 98005 
Tel: (206) 455-3460 
TWX: 910-443-2308 


Illinois (Northern) 

Industrial Representatives Inc. 
5940 W. Touhy Ave. 

Chicago, IL 60648 

Tel: (312) 647-7755 


Industrial Representatives Inc. 
631 N. Mayfair Rd. 

Milwaukee, WI 53226 

Tel: (414) 259-0965 


Illinois (Southern) 
(See South Central 
Regional Sales Office) 


Indiana 

MSI 

RR2, Box 142 
Greenfield, IN 46140 
Tél: (317) 894-0377 


lowa 


Industrial Representatives Inc. 


5940 W. Touhy Ave. 
Chicago, IL 60648 
Tel: (312) 647-7755 


Industrial Representatives Inc. 


631 N. Mayfair Rd. 
Milwauke, WI 53226 
Tel: (414) 259-0965 


Kansas 
(See South Central 
Regional Sales Office) 


Kentucky 

MSI 

RR2, Box 142. 
Greenfield, IN 46140 
Tel: (317) 894-0377 


Louisiana 

lon Associates Inc. 
8705 Shoal Creek Blvd. 
Austin, TX 78758 

Tel: (512) 458-2108 
TWX: 910-874-1355 


lon Associates Inc. 
1504 109th St. 

Grand Prairie, TX 75050 
Tel: (214) 647-8225 
TWX: 910-866-4645 


lon Associates Inc. 
1237 Blalock 

Suite 109 

Houston, TX 77055 
Tel: (713) 461-5311 
TWX: 910-881-3776 
ION ASSOC HOU 


lon Associates Inc. 
9726 E. 42nd St. 

Suite 125 

Tulsa, OK 74145 

Tel: (918) 664-0186,7,8 
TWX: 910-845-2276 


Maine 

Dynasel Associates Inc. 
235 Bear Hill Rd. 
Waltham, MA 02154 
Tel: (617) 890-6777 
TWX: 710-324-0202 
DYNASEL WAL 


Maryland 

Conroy Sales 

26 W. Pennsylvania Ave. 
Baltimore, MD 21204 
Tel: (301) 296-2444 


Massachusetts 
Dynasel Associates 
235 Bear Hill Road 
Waltham, MA 02154 
Tel: (617) 890-6777 
TWX: 710-324-0202 
DYNASEL WAL 
Michigan 

Rathsburg Associates 
16621 E. Warren Ave. 
Detroit, MI 48224 
Tel: (313) 882-1717 
TWX: 235-229 RAI DET 


Minnesota 


Comprehensive Technical Sales 
8053 Bloomington Fwy., Suite 140 


Minneapolis, MN 55420 
Tel: (612) 888-7011 
TLX: 89-0766 


Mississippi 

Electronic Marketing 
Associates 

P.O. Box 5306 

Executive Plaza, Suite 304A 
Huntsville, AL 35805 

Tel: (205) 837-7363 


Missouri 
(See South Central 
Regional Sales Office) 
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Synertek. 


Montana 

Vantage Corp. 

300 120th Ave. N.E. 
Bldg. 7, Suite 207 
Bellevue, WA 98005 
Tel: (206) 455-3460 
TWX: 910-443-2308 


Nebraska 
(See South Central 
Regional Sales Office) 


Nevada 

Brooks Technical Group 
8830 Stierlin Rd. 
Mountain View, CA 94303 
Tel: (415) 960-3880 

TWX: 


New Hampshire 
Dynasel Associates 
235 Bear Hill Rd. 
Waltham, MA 02154 
Tel: (617) 890-6777 
TWX: 710-324-0202 
DYNASEL WAL 


New Jersey (Northern) 
Trionic Associates Inc. 
320 Northern Blvd. 
Great Neck, NY 11021 
Tel: (516) 466-2300 
TWX: 510-223-0834 


New Jersey (Southern) 
Sunday O’Brien 
15 Potter St. 
Haddonfield, NJ 08033 
Tel: (609) 429-4013 
(215) 923-5195 
TWX: 710-896-0679 
SUN O'BRIEN 


New Mexico 


MR Engineering Sales Co. 


P.O. Box 15270 
3020 N. 44th St. 
Phoenix, AZ 85018 
Tel: (602) 956-4670 
TWX: 910-950-1291 


New York 

Quality Components 
116 E. Fayette St. 
Manlius, NY 13104 
Tel: (315) 682-8885 
TWX: 710-545-0663 


Quality Components 
3343 Harlom Rd. 
Buffalo, NY 14225 
Tel: (716) 837-5430 


Trionic Associates Inc. 
320 Northern Blvd. 
Great Neck, NY 11021 
Tel: (516) 466-2300 
TWX: 510-223-0834 


North Carolina 


Electronic Marketing 
Associates 


9225 Honeycutt Creek Rd. 


Raleigh, NC 27609 
Tel: (919) 847-8800 
TWX: (510) 928-0594 


North Dakota 


Comprehensive Technical Sales 


8053 Bloomington Fwy. 
Suite 140 

Minneapolis, MN 55420 
Tel: (612) 888-7011 
TWX: 89-0766 


Ohio 

J.N. Bailey and Assoc. 
13071 Old Dayton Rd. 
New Lebanon, OH 45345 
Tel: (513) 226-0512 


Oklahoma 

lon Associates Inc. 
9726 E. 42nd St. 

Suite 125 

Tulsa, OK 74145 

Tel: (918) 664-0186,7,8 
TWX: 910-845-2276 


Pennsylvania (Eastern) 
Sunday O'Brien 
15 Potter St. 
Haddonfield, NJ 08033 
Tel: (609) 429-4013 
(215) 923-5195 
TWX: 710-896-0679 
SUN O'BRIEN 


Pennsylvania (Western) 
J.N. Bailey and Assoc. 
13071 Old Dayton Rd. 
New Lebanon, OH 45345 
Tel: (513) 226-0512 


J.N. Bailey and Assoc. 
5341 Windfall Rd. 
Madina, OH 44256 
Tel: (216) 723-6808 


Rhode Island 
Dynasel Associates 
235 Bear Hill Rd. 
Waltham, MA 02154 
Tel: (617) 890-6777 
TWX: 710-324-0202 
DYNASEL WAL 


South Carolina 
Electronic Marketing 
Associates 

210 W. Stone Ave. 
Greenville, SC 29609 
Tel: (803) 233-4637, 4638 
TWX: 810-281-2225 


South Dakota 


Comprehensive Technical Sales 


8053 Bloomington Fwy., 
Suite 140 

Minneapolis, MN 55420 
Tel: (612) 888-7011 
TWX: 89-0766 


Tennessee 

Electronic Marketing 
Associates 

P.O. Box 5306 

Executive Plaza, Suite 304A 
Huntsville, AL 35805 

Tel: (205) 837-7363 


Texas 

lon Associates Inc. 
3921 Steck Ave. 
Suite B121A 
Austin, TX 78759 
Tel: (512) 458-2108 
TWX: 910-874-1355 


lon Associates Inc. 
1504 109th St. 

Grand Prairie, TX 75050 
Tel: (214) 647-8225 
TWX: 910-866-4645 

1ON ASSOC DAL 


lon Associates Inc. 
6300 Westpark Dr. 
Suite 310 

Houston, TX 77057 
Tel: (713) 681-6266 
TWX: 910-881-3776 
ION ASSOC HOU 


Utah 

Checkmate Sales Inc. 
8000 E. Girard Ave. 
Suite 604 

Denver, CO 80231 
Tel: (303) 752-2666 
TWX: 910-320-2988 


Vermont 

Dynasel Associates 
235 Bear Hill Rd. 
Waltham, MA 02154 
Tel: (617) 890-6777 
TWX: 710-324-0202 
DYNASEL WAL 


Virginia 

Conroy Sales 

26 W. Pennsylvania Ave. 
Baltimore, MD 21204 
Tel: (301) 296-2444 


Washington 
Vantage Corp. 

300 120th Ave. N.E. 
Bidg. 7, Suite 207 
Bellevue, WA 98005 
Tel: (206) 455-3460 
TWX: 910-443-2308 


West Virginia 

J.N. Bailey and Assoc. 
13071 Old Dayton Rd. 
New Lebanon, OH 45345 
Tel: (513) 226-0512 


J.N. Bailey and Assoc. 
5341 Windfall Rd. 
Madina, OH 44256 
Tel: (216) 723-6808 


Wisconsin 

Key Enterprises Inc. 
850 Elm Grove Rd. 
Elm Grove, WI 53122 
Tel: (414) 784-3390 


Canadian Sales Representatives Byte Wide Marketing 


U.S. Distributors 


P.O. Box 340 
Montreal, Quebec 
Canada, H4V 2Y5 


Tel: (514) 481-1167 


TWX: 055-66206 BYTEWIDE MTL 
ES ESE OS EES PR SE A ERE SSS EA EL DS EDT LETTE STG TET EDEL OLE ELATED LLL ELE TIES TT ENTS TELE BELO LE TES DET TELESALES TE SOE APIS SLE NGS ATTIRE 


Director of Distribution 
3001 Stender Way, M/S 30 


Santa Clara, CA 95054 
Tel: (408) 988-5607 
TWX: 910-338-0135 


Alaska 

Western Electromotive 
1046 Industry Dr. 
Seattle, WA 98108 

Tel: :206) 575-1910 
TWX: 910-444-4129 


Alabama 

Milgray Electronics 
17 Dunwoody Park 
Suite 102 

Atlanta, GA 30338 
Tel: 404; 393-9666 


Arizona 

Anthem Electronic, Inc. 
1707-1 Weber Dr. 
Tempe, AZ 85281 

Tel: 1602) 244-0900 
TWX: 910-950-0110 


Arizona ( Cont.) 
Bell Industries 

521 So. 48th St. 
Bldg. #107 

Tempe, AZ 85281 
Tel: (602) 966-7800 
TWX: 910-950-0133 
Kierulff Electronics 
4134 East Wood St. 
Phoenix, AZ 85040 
Tel: (602: 243-4101 
TWX: 910-951-1550 


Kierulff Electronics 
602 W. Grant Rd. 
Tucson, AZ 85703 
Tel: (602) 624-9986 


Arizona (Cont.) 

Western Microtechnology 
7740 E. Redfield Dr. 

Suite 105 

Scottsdale, AZ 85260 

Tel: (602) 948-4240 

TWX: 910-950-1188 


Arkansas 

Cariton Bates 

3600 W. 69th St. 
Little Rock, AR 72209 
Tel: (501) 562-9100 


California (Northern) 
Anthem Electronics Inc. 
174 Component Dr. 
San Jose, CA 95131 
Tel: (408) 946-8000 
TWX: 910-338-2038 


California (Northern) (Cont.) 


Jaco Electronics 
2170 Paragon Dr. 
San Jose, CA 95131 
Tel: (408) 263-1100 
TWX: 910-338-0275 


Kierulff Electronics, Inc. 
3969 E. Bayshore Rd. 
Palo Alto, CA 94303 
Tel: (415) 968-6292 
TWX: 910-379-6430 


Western Microtechnology 
10040 Bubb Rd. 
Cupertino, CA 95014 

Tel: (408) 725-1660 

TWX: 910-338-0013 


California (Southern) 
Anthem Electronics 
21730 Nordhoff St. 
Chatsworth, CA 91311 
Tel: (213) 760-1000 
TWX: 910-493-2083 
Anthem Electronics Inc. 
4125 Sorrento Valley Blvd. 
Suite A 

San Diego, CA 92121 
Tel: (619) 453-4871 
TWX: 910-335-1515 


Anthem Electronics Inc. 
2661 Dow Ave. 

Tustin, CA 92680 

Tel: (714) 730-8000 
TWX: 910-595-1583 


Synertek. 


California (Southern) (Cont.) 
Jaco Electronics 

20600 Plummer St. 
Chatsworth, CA 91311 

Tel: (213} 998-2200 

TWX: 910-494-4828 


Jaco Electronics 
17062 Murphy Ave. 
Irvine, CA 92714 
Tel: (714) 540-5600 
TWX: 910-595-2417 


Kierulff Electronics, Inc. 
2585 Commerce Way 
Los Angeles, CA 90040 
Tel: (213) 725-0325 
TWX: 910-580-3106 


Kierulff Electronics, Inc. 
8797 Balboa Ave. 

San Diego, CA 92123 
Tel: (619) 278-2112 
TWX: 910-335-1182 


Kierulff Electronics, Inc. 
14101 Franklin Ave. 
Tustin, CA 92680 

Tel: (714) 731-5711 
TWX: 910-595-2599 


Zebra Electronics 
3621 McArthur Blvd. 
Suite 121 

Santa Ana, CA 92704 
Tel: (714) 662-0358 


Zeus Electronics 
1130 Hawk Circle 
Anaheim, CA 92807 
(714) 632-6880 


Colorado 

Industrial Electronics Inc. 
8755 E. Orchard Rd. 
Englewood, CO 80111 
Tel: (303; 694-9444 


Kierulff Electronics 
7060 S. Tucson Way 
Inglewood, CO 80112 
Tel: (303) 371-6500 
TWX: 910-932-0169 


Connecticut 

Kierulff Electronics 

169 No. Plains Industrial Rd. 
Wallingford, CT 06492 

Tel: (203) 265-1115 

TWX: 710-476-0450 


Milgray Electronics 
378 Boston Post Rd. 
Orange, CT 06477 
Tel: (203) 795-0711 


Delaware 

Milgray Electronics 
11820 Parkiawn Dr. 
Rockville, MD 20852 
Tel: (302) 468-6400 


Zebra Electronics 
2400 York Rd. 

Suite 100 

Timonium, MD 21093 
Tel: (301) 252-6576 
TWX: 710-232-9353 


District of Columbia 
Milgray Electronics 
11820 Parklawn Dr. 
Rockville, MD 20852 
Tel: (301) 468-6400 


Zebra Electronics 
2400 York Rd. 

Suite 100 

Timonium, MD 21093 
Tel: (301) 252-6576 
TWX: 710-232-9353 


Florida 

Kierulff Electronics 
4850 N. State Rd. 7 
Suite E 

Ft. Lauderdale, FL 33319 
Tel: (305) 486-4004 
TWX: 510-955-9801 


Kierulff Electronics 
3247 Tech Dr. 

St. Petersburg, FL 32702 
Tel: (813) 576-1966 
TWX: 810-863-5625 


Milgray Electronics 
1850 Lee Road #104 
Winter Park, FL 32789 
Tel: (305) 647-5747 
TWX: 810-863-5625 


Georgia 

Kierulff Electronics 

5824 E. Peachtree Corners E. 
Norcross, GA 30092 

Tel: (404) 447-5252 

TWX: 810-766-4527 


Milgray Electronics 
17 Dunwoody Park 
Suite 102 

Atlanta, GA 30338 
Tel: (404) 393-9666 


Hawaii 

Kierulff Electronics 
1005 Andover Park E. 
Tukwila, WA 98188 
Tel: (206) 575-4420 


Western Electromotive 
1046 Industry Dr. 
Seattle, WA 98108 

Tel: (206) 575-1910 
TWX: 910-444-4129 


Idaho 

Kierulff Electronics 
1005 Andover Park E. 
Tukwila, WA 98188 
Tel: (206) 575-4420 


Western Electromotive 
1046 Industry Dr. 
Seattle, WA 98108 

Tel: (206) 575-1910 
TWX: 910-444-4129 


Illinois 

GBL Goold Electronics 
610 Bonnie Ln. 

Elk Grove Vill., |L 60007 
Tel: (312) 593-3220 


Kierulff Electronics 
1536 Landmeier Rd. 
Elk Grove Vill., IL 60007 
Tel: (312) 640-0200 
TWX: 910-222-0351 


Pioneer 

1551 Carmen Dr. 

Elk Grove Vill., IL 60007 
Tel: (312) 437-9680 
TWX: 910-222-1834 


indiana 

Advent Electronics 
8446 Moller Rd. 
Indianapolis, IN 46268 
Tel: (317) 872-4910 
TWX: 810-341-3228 


Pioneer 

8408 Castle Place Dr. 
Indianapolis, IN 48250 
Tel: (317) 849-7300 
TWX: 810-260-1794 


lowa 

Kierulff Electronics 
7667 Cahill Rd. 
Edina, MN 55435 
Tel: (612) 941-7500 
TWX: 910-576-2721 


Kansas 

Milgray Electronics 

6901 W. 63rd St. 

Suite 214 

Overland Park, KS 66202 
Tel: (913) 236-8800 


Kentucky 

Advent Electronics 
8446 Moller Rd. 
Indianapolis, IN 46268 
Tel: (317) 872-4910 
TWX: 810-341-3228 


Louisiana 

Carlton Bates 

3600 W. 69th St. 
Little Rock, AR 72209 
Tel: (501) 562-9100 


Maine 

Gerber Electronics 
128 Carnegie Rd. 
Norwood, MA 02062 
Tel: (617) 769-6000 


Kierulff Electronics 
13 Fortune Dr. 

Billerica, MA 01865 
Tel. (617) 667-8331 
TWX: 710-390-1449 


Lionex Corp. 

1 North Ave. 
Burlington, MA 01803 
Tel: (617) 272-9400 
TWX: 710-332-1387 


Milgray Electronics 
79 Terrace Hall Ave. 
Burlington, MA 01803 
Tel: (617) 272-6800 


Zeus Electronics 

25 Adams St. 
Burlington, MA 01803 
Tel: (617) 273-0750 


Maryland 

Kierulff Electronics 
202 Azar Ct. 
Baltimore, MD 21227 
Tel: (301) 247-5020 
TWX: 710-234-1971 


Milgray Electronics 
11820 Parklawn Dr. 
Rockville, MD 20852 
Tel: (301) 468-6400 


Zebra Electronics 
2400 York Rd. 

Suite 100 

Timonium, MD 21093 
Tel: (801) 252-6576 
TWX: 710-232-9353 


Massachusetts 
Gerber Electronics 
128 Carnegie Row 
Norwood, MA 02062 
Tel: (617) 769-6000 
TWX: 710-336-1987 


Kierulff Electronics 
13 Fortune Dr. 

Billerica, MA 01865 
Tel: (617) 667-8331 
TWX: 710-390-1449 


Lionex Corp. 

1 North Ave. 
Burlington, MA 01803 
Tel: (617) 272-9400 
TWX: 710-332-1387 
Milgray Electronics 
79 Terrace Hall Ave. 
Burlington, MA 01803 
Tel: (617) 272-6800 
Zeus Electronics 

378 Adams St. 
Burlington, MA 01803 
Tel: (617) 273-0750 


Michigan 

RS Electronics 
34443 Schoolcraft 
Livonia, MI 48150 
Tel: (313) 525-1155 
TWX: 810-242-2996 


Michigan (Cont. ) 

Pioneer 

13485 Stamford 

Livonia, MI! 48150 

Tel: (313) 525-1800 

TWX: 810-242-3271 

Ann Arbor (313) 525-1800 


Minnesota 

Kierulff Electronics 
7667 Cahill Rd. 
Edina, MN 55435 
Tel: (612) 941-7500 
TWX: 910-576-2721 


Pioneer 

10203 Bren Rd. E. 
Minnetonka, MN 55343 
Tel: (612) 935-5444 
TWX: 910-422-2210 


Mississippi 

Milgray Electronics 
17 Dunwoody Park 
Suite 102 

Atlanta, GA 30338 
Tel: (404) 393-9666 


Missouri 

Kierulff Electronics, Inc. 
2608 Metro Park Bivd. 
Maryland Heights, MO 63043 
Tel: (314) 739-0855 

TWX: 910-762-0721 


Montana 
Kierulff Electronic 
1005 Andover Park E. 
Tukwila, WA 98188 
Tel: (206) 575-4420 


Western Electromotive 
1046 Industry Dr. 
Seattle, WA 98108 

Tel: (206) 575-1910 
TWX: 910-444-4129 


Nevada 

Anthem Electronics 
174 Component Dr. 
San Jose, CA 95131 
Tel: (408) 946-8000 
TWX: 910-338-2038 


Jaco Electronics 
2170 Paragon Dr. 
San Jose, CA 95131 
Tel: (408) 263-1100 
TWX: 910-338-0275 


Kierulff Electronics 
3969 E. Bayshore Rd. 
Palo Alto, CA 94303 
Tel: (415) 968-6292 
TWX: 910-379-6430 


Western Microtechnology 
10040 Bubb Rd. 
Cupertino, CA 95014 

Tel: (408) 725-1660 


New Jersey 
General Radio & Supply 
600 Penn St. 
Camden, NJ 08102 
Tel: (609) 964-8560 
TWX: 710-891-1356 
Kierulff Electronics 
37 Kulick Rd. 
Fairfield, N.J. 07006 
Tel: (201) 575-6750 
TWX: 710-734-4372 


Lionex Corporation 

23 Just Rd. 

Fairfield, N.J. 07006 

Tel: (201) 227-7960 

TWX: 710-734-4312 

Miigray Electronics 

3002 Greentree Executive 
Campus, Suite B 

Marlton, NJ 07444 

Tel: (609) 983-5010 


New Jersey (Cont.) 

Zebra Electronics 

11 Kent PI. 

Pompton Plains, NJ 07444 
Tel: (201) 839-9040 


New Mexico 

Bell industries 

11728 Linn Ave.,N.E. 
Albuquerque, NM 87123 
Tel: (505) 292-2700 
TWX: 910-989-0625 


New York 

Add Electronics 

7 Adler Dr. 

E. Syracuse, NY 13057 
Tel: (315) 437-0300 


Lionex Corp. 

400 Oser Ave. 
Hauppauge, NY 11787 
Tel: (516) 273-1660 
TWX: 510-227-1042 


Milgray Electronics 
191 Hanse Ave. 

Freeport, NY 11520 
Tel: (516) 546-5600 
TWX: 510-225-3673 


Zeus Components 

100 Midland Ave. 

Port Chester, NY 10573 
Tel: (914) 937-7400 
TWX: 710-567-1248 


North Carolina 
Kierulff Electronics 
1800 E..Fairfax Rd. 
Greensboro, NC 27407 
Tel: (919) 852-9440 
TWX: 510-922-7284 


North Dakota 
Kierulff Electronics 
7667 Cahill Rd. 
Edina, MN 55435 
Tel: (612) 941-7500 
TWX: 910-576-2721 


Ohio 

Kierulff Electronics, Inc. 
23060 Miles Rd. 
Cleveland, OH 44128 
Tel: (216) 587-6558 
TWX: 810-427-2282 


Milgray Electronics 
6155 Rockside Rd. 
Cleveland, OH 44131 
Tel: (216) 447-1520 


Pioneer 

4433 Interpoint Bivd. 
Dayton, OH 45404 
Tel: (513) 236-9900 


Pioneer 

4800 E. 131st. St. 
Cleveland, OH 44105 
Tel: (216) 587-3600 
TWX: 810-422-2211 


Oklahoma 

Kierulff Electronics, inc. 
Metro Park 

12318 East 60th St. 
Tulsa, OK 74145 

Tel: (918) 252-7537 


Oregon 

Kierulff Electronics 
1005 Andover Park E. 
Tukwila, WA 98188 
Tel: (206) 575-4420 


Western Electromotive 
1046 Industry Dr. 
Seattle, WA 98108 

Tel: (206) 575-1910 
TWX: 910-444-4129 


Pennsylvania (Eastern) 
General Radio & Supply 
600 Penn St. 

Camden, NJ 08102 

Tel: (609) 964-8560 
TWX: 710-891-1356 
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Synertek. 


Pennsylvania (Eastern) 

Milgray Electronics 

3002 Greentree Executive 
Campus 

Marlton, NJ 08053 

Tel: (609) 983-5010 


Zebra Electronics” 
1465 Rose Lawn Dr. 
Bethlehem, PA 18017 
Tel: (215) 868-0685 


Pennsylvania (Western) 
Kierulff Electronics, Inc. 
23060 Miles Rd. 
Cleveland, OH 44128 
Tel: (216) 587-6558 
TWX: 810-427-2282 
Milgray Electronics 
6155 Rockside Rd. 
Cleveland, OH 44131 
Tel: (216) 447-1520 
Pioneer 

259 Kappa Dr. 
Pittsburgh, PA 15238 
Tel: (412) 782-2300 


Zebra Electronics 

11 Kent PI. 

Pompton Plains, NJ 07444 
Tel: (201) 839-9040 


Rhode Island 
Gerber Electronics 
128 Carnegie Rd. 
Norwood, MA 02062 
Tel: (617) 769-6000 


Rhode Island ( Cont.) 
Kierulff Electronics 
13 Fortune Dr. 
Billerica, MA 01865 
Tel: (617) 667-8331 
TWX: 710-390-1449 


Kierulff Electronics 

165 No. Plains Industrial Rd. 
Wallingford, CT 06492 

Tel. (203; 265-1115 

TWX: 710-476-0450 


Lionex Corp. 

1 North Ave. 
Burlington, MA 01803 
Tel: (617) 272-9400 
TWX: 710-332-1387 
Milgray Electronics 
79 Terrace Hall Ave. 
Burlington, MA 01803 
Tel: (617) 272-6800 


Zeus Electronics 

25 Adams St. 
Burlington, MA 01803 
Tel: (617) 273-0750 


South Carolina 
Kierulff Electronics 
1800 E. Fairfax Rd. 
Greensboro, NC 27407 
Tel: (919) 852-9440 
TWX: 510-922-7384 


South Dakota 
Kierulff Electronics 
7667 Cahill Rd. 
Edina, MN 55435 
Tel: (612) 941-7500 
TWX: 910-576-2721 


Texas 

Kierulff Electronics, Inc. 
3007 Longhorn Blvd. 
Suite 105 

Austin, TX 78758 

Tel: (512) 835-2090 
TWX: 910-874-1359 


Kierulff Electronics, Inc. 
9610 Skillman Ave. 
Dallas, TX 75243 

Tel: (214) 343-2400 
TWX: 910-861-9149 


Kierulff Electronics, Inc. 
10415 Landsbury Dr. 
Suite 210 

Houston, TX 77099 

Tel: (713) 530-7030 
TWX: 910-880-4057 
Pioneer 

9901 Burnett Rd. 
Austin, TX 78758 

Tel: (512) 835-4000 


Pioneer 

13710 Omega Rd. 
Dallas, TX 75240 
Tel: (214: 386-7300 


Zeus Electronics 
14001 Goldmark 
Suite 250 

Dallas, TX 75240 
Tel: (214) 783-7010 


Texas (West) 

Bell Industries 

11728 Linn Ave., N.E. 
Albuquerque, NM 87123 
Tel: (505) 292-2700 
TWX: 910-989-0625 


Utah 

Kierulff Electronics 
2121S. 3600 West 

Salt Lake City, UT 84119 © 
Tel: (801) 973-6913 


Vermont 

Gerber Electronics 
128 Carnegie Rd. 
Norwood, MA 02062 
Tel: (617) 769-6000 


Kierulff Electronics 
13 Fortune Dr. 

Billerica, MA 01865 
Tel: (617; 667-8331 
TWX: 710-332-1387 


Lionex Corp. 

1 North Ave. 
Burlington. MA 01803 
Tel: (617) 272-9400 
TWX: 710-332-1387 


Milgray Electronics 
79 Terrace Hall Ave. 
Burlington, MA 01803 
Tel: (617) 272-6800 
Zeus Electronics 

25 Adams St. 
Burlington, MA 01803 
Tel: (617; 273-0750 
Virginia 

Milgray Electronics 
11820 Parklawn Dr. 
Rockville, MD 20852 
Tel: (301) 468-6400 


Zebra Electronics 
2400 York Rd. 

Suite 100 

Timonium, MD 21093 
Tel: (301) 252-6576 
TWX: 710-232-9353 


Washington 

Kierulff Electronics, Inc. 
1005 Andover Park E. 
Tukwila, WA 98188 

Tel: .206) 575-4420 
TWX: 910-444-2034 


Western Electromotive 
1046 Industry Dr. 
Seattle, WA 98108 

Tel: (206) 575-1910 
TWX: 910-444-4129 


West Virginia 

Kierulff Electronics, Inc. 
23060 Miles Rd. 
Cleveland, OH 44128 
Tel: (216) 587-6558 
TWX: 810-427-2282 
Milgray Electronics 
6155 Rockside Rd. 
Cleveland, OH 44131 
Tel: (216) 447-1520 


Wisconsin 

Kierulff Electronics, Jnc. 
2212 E. Moreland Blvd. 
Waukesha, WI 53186 
Tel: (414) 784-8160 
TWX: 910-265-3653 


Taylor Electric Co. 
P.O. Drawer 11N 
Milwaukee, WI 53201 
Tel: (414) 241-4321 
TWX: 910-262-3414 


Wyoming 

Kierulff Electronics 
10890 E. 47th Ave. 
Denver, CO 80239 
Tel: (303) 371-6500 
TWX: 910-932-0169 


Canadian Distributors 


Future Electronics 

237 Hymus Blvd. 

Pointe Claire (Montreal) 

Quebec 

Canada H9R 5C7 

Tel: (514) 694-7710 

TWX: 610-421-3251 
610-421-4437 


*Minority Distributor. 


Future Electronics 
4800 Dufferin St. 
Downsview, Ontario 
Canada M3H 5S9 
Tel: (416) 663-5563 


Future Electronics 


Baxter Centre 
1050 Baxter Rd. 
Ottawa, Ontario 


Canada K2C 3P2 
Tel: (613) 820-9471 
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Future Electronics 
3070 Kingsway 
Vancouver, B.C. 
Canada V5R 5J7 
Tel: (604) 438-5545 


Synertek. 


International Sales Offices 


international Sales Manager 
3001 Stender Way, M/S 3 
Santa Clara, CA 95054 

Tel: (408) 988-5608 

TWX: 910-338-0135 


Northern European Central European Southern oo Manager Director, 

Zone Manager Zone Manager Zone Mana European Mktg. 

Honeywell House Freischuetzstrasse 92 Honeywell A Honeywell Europe SA 
Charles Square _ D-8000 Muenchen 81 Rue Emile Verhaeren 6 _ Avenue Henri Matisse 16 
Bracknell, Berkshire, U.K. West Germany 92210 St. Cloud 1140 Brussels, Belgium 

Rg 121 EB Tel: |49| (089) 9597-0 Paris, France. nf ayo io 243-1450 
Tel: Bracknell 24555 TWX: (841) 5216884 Tel: [33] (01) 7711071 

TWX: (815) 847064 Wx: 34595 

To dial telephone numbers listed below, 

Dial 011 (International Access Code) + | Country Code| + (City Code) + Local Number 

Australia Australia (cont.) England (Cont.) Germany (cont.) italy (cont.) 
Ampec Engineering Co. Honeywell Pty. Ltd. Thame Components Ltd. Electronic-2000 GmbH Compre! S.R.L. 
114 Terry St. Lot 1217 Winnellie Rd. Unit E, Bandet Way Vestner Torgraben 3 20082 Cinisell Balsamo 
Rozelle, N.S.W. 2039 Winelli, N.T. Thame Park Industrial Estate 8500 Nuernberg Milano, italy 


Australia 
Tel: (61] (02) 818-1166 
TLX: (790) 27136 


Honeywell Pty. Ltd. 
Garden Grove Centre 
Garden Grove Parade 
Adamstown, N.S.W. 2289 
Tel: (049) 52.4411 

TWX: AA 28338 


Honeywell Pty. Ltd. 
Units 8/9 Townsville St. 
Fyshwick, Australia 
Tel: (062) 80.5021 
TWX: AA 61583 


Honeywell Pty. Ltd. 
62 Hopkins St. 
Moonah, Tasmania 
Tel: (002) 28.0087 


Honeywell Pty. Ltd. 
150-151 Greenhill Rd. 
Parkside, S.A. 5063 
Tel: (08) 271-5022 
TWX: AA 89553 


Honeywell Pty. Ltd. 
27 Church St. 
Richmond, Victoria 
Tel: (03) 429.1933 
TWX: AA 31805 


Honeywell Pty. Ltd. 
389 Stanley St. 
South Brisbane 
Tel: (07) 246-1255 
TWX: AA 42630 


Honeywell Pty. Ltd. 
Industrial Services Branch 
P.O. Box 102 
Tamworth, N.S.W. 
Tel: 1067) 67.3172 
Honeywell Pty. Ltd. 

1 Thorgood St. 
Victoria Park, W.A. 
Tel: (09) 362.1577 
TWx: AA 93063 
Honeywell Pty. Ltd. 
276 Cowper St. 
Warrawong, Australia 
Tel: (042) 74.0657 


Tel: (089) 84.4492 


Royel Micro Systems Pty. Ltd. 
27 Normanby Rd. 

Notting Hill, 3149 

Australia 

Tel: [61] (03) 543-5122 

TWX: 790-32673 


VSI Elec. (Austr. ) 
21 Chandos St. 
P.O. Box 578 
Crows Nest, N.S.W. 2065 
Australia 

Tel: [61] (02) 439-4655 
TLX: (790) 22846 


Energy Control 

P.O. Box 6502 
Goodna, 4200 Australia 
Tel: (07) 288-2757 


Austria 

Bacher Elek. Gerate GmbH 
Rotenmuhlgasse 26 

1120 Wien 

Austria 

Tel: [43] (222) 835646 
TWX: (847) 131532 


Ing. Ernst Steiner 
Hummelgasse 14 
A-1130 Vienna 

Austria 

Tel: |43| (222) 82-74-74 
TWX: 847-135026 


Belgium 

Microtron 
Tremelobaan 131 
2850 Keerbergen 
Belgium 

Tel: (32) 016-60-05-86 
TLX: (846) 22606 


Denmark 


Kokkedal Industrial Park 42A 
DK-2980 Kokkedal 

Denmark 

Tel: [45] (02) 244-888 

TLX: 855-41198 CEIGTY DK 


England 

Macro Marketing 

Burnham Lane 

Slough, Berkshire 

England 

Tel: Burnham [44| (6) 936-4422 
TWX: (851) 847945 


Pronto Elec. Sys. Ltd. 
466-478 Cranbrook Rd. 
Gants Hill, Ilford Essex 
1G2 6LE England 

Tel: (44) .01: 5546222 
TWX: (851; 8954213 


Pty. Ltd. 


Thame, Oxon 
England, OX9 3XD 
Tel: [44] (84) 421-3146 
TLX: (851) 837917 


Finland . 
Saehkoelikkeiden OY 
Saehkoemetsae 
SF-01300 VANTAA 30 
Finland 

Tel: (358) 083-82201 
TWX: 12-4431 


France 

Datadis 

10-12, Rue Emile Landrin 
92100 Boulogne, France 
Tel: [33] (1) 605-6000 
TWX: 201905. 


Germany 

Astek GmbH 
Carl-Zeiss-Strasse 3 

D2085 Quickborn, W. Germany 
Tel: (|04] (106) 71084 

TLX: 0214082 


Ditronic GmbH 

1M Asenwald 48 

7000 Stuttgart 70 

W. Germany 

Tel: [49] (7111 722079 
TWX: 7255638 


Electronic-2000 GmbH 
Hirschlanderstrasse 2 
7257 Ditzingen 

West Germany 

Tel: [49] (7156) 7083 
TWX: 841-7245265 
Electronic-2000 GmbH 
Werftener Dorfstrasse 
4000 Duesseldorf: 
West Germany 

Tel: [49] (211) 767141 
TWX: 841-8586810 
Electronic 2000 GmbH 
Langer Weg 18 
6000 Frankfurt 90 

W. Germany 

Tel: [49] (611) 784028 
TWX: (841) 89486 
Electronic-2000 GmbH 
Meisenweg 10 

3012 Hanover-Langenhagen 7 
West Germany 

Tel: |49] (511) 789878 
TWX: 841-923430 


Electronic-2000 GmbH 
D-8000 Munchen 80 
Neumarkter Str. 75 
Munchen 

West Germany 

Tel: [49] (89) 434061 
TLX: (841) 522561 
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West Germany 
Tel: [49] (911) 36739 
TWX: 841-626495 


Hilmar Frehsdorf GmbH 
ECS Elec. Comp. Serv. 
Carl-Zeiss-Strasse 3 
2085 Quickborn 
Hamburg, West Germany 
Tel: |49| (40) 7 10 58/59 
TWX: (841) 213693 


Hilmar Frehsdorf GmbH 
Schlueterstrasse 39 
1000 W. eal 12 


W. Germ 

Tel: [49] (30) 8839040 
TWX: 185418 

Hong Kong 

Conmos Products 

Hay Mien Bidg., 11th Floor 
Kwun Tong, Kowloon, 
Hong Kon 


g 
Tel: (852) (3) 420103 
TLX: (780) 85448 


Ireland 

Neltronics Ltd. 

John F. Kennedy Rd. 
NAAS Road 

Dublin 12, ireland 
Tel: (01) 501845 
TLX: 852-4837 


israel 

Aviv Electronics Ltd. 
Kehilet Venezia 
Street 12 

69010 Tel-Aviv 
Israel 

Tel: [972] (3) 494450 
TWX: 922-33572 


Italy 

Compre! S.R.L. 

60025 Loreto 

Via Dante Alighieri, 26/b 
Ancona, Italy 

Tel: (071) 977693 

TLX: 332484 COMPRL 


Compre! S.R.L. 

40137 Bologna 

Piazza Azzarita, 6 
Bologna, Italy 

Tel: (051) 551306 
TLX: 332484 COMPRL 


Comprel S.R.L. 

50127 Firenze 

Via T. Mabellini, 4 
Firenze, Italy 

Tel: (055) 412018 
TLX: 332484 COMPRL 


Compre! S.R.L. 
160043 Chiavari 

Via S. Chiara, 22 
Genova, italy 

Tel: (01| (85) 301100 
TLX: 332484 COMPRL 


Tel: [39] (02) 6120641,2,3,4,5 
TLX: (843) 332484 


Comprel S.R.L. 
00173 Roma Via 

U. Comandini, 49 
Roma, Ital 
Tel: (06| (61) 33060 
TLX: 332484 COMPRL 


Comprel S.R.L. 

10144 Torino 

Via G. Fagnano, 10 
Torino, italy 

Tel: (011) 489655 
TLX: 332484 COMPRL 


Comprel S.R.L. 

36100 Vicenza 

Via V. Veneo, 3 
Vicenza, Italy 

Tel: |04| (44) 26912 
TLX: 332484 COMPRL 


Japan 

High Technology. Inc. 
-5-8, Yoyogi 

Shibuya-Ku, 

Tokyo 151, Japan 

Tel: (81| (03) 379-7621 

TWX: (781) 232-2784 


Synerdyne, Inc. 
ishibashi Bidg. 
1-20-2 Dogenzaka 
Shibuya-Ku 

Tokyo 150, Java n 
Tel: (81| (03) 461-9311 
TLX: (781) J32457 


Teijin Advanced 
Product Corp. 

1-1 Uchisawai-Cho 

2 Chome, Chiyoda-Ku 
Tokyo 100, Japan 

Tel: (86| (03) 506-4821 
TLX: (781) 32457 


Taiyo 

Shin-Nanpeidai Tokyo 
Bidg. 6F 

1-21-2 Dougenzaka 
Shibuya-Ku 

Tokyo 150, Japan 

Tel: 181 (03) 496-5711 
TLX: (781) 26648 TASHCOJ 


Unitek Co. 
Shin-Nanpeidai Tokyo 
Bidg. 

1-21-2 Dougenzaka 
Shibuya-Ku 

Tokyo 150 Japan 

TLX: 781-26648 


Latin America, Mexico 
Intectra 

2629 Terminal Bivd. 

Ye ih View, CA 94042 


Tel: (415) 967-8818 
TLX: 345545 INTECTRA MNTV 


Synertek. 


Luxembourg 
Microtron 
Tremelobaan 131 
2850 Keerbergen 
Belgium 

Tel: {32| (01: 6600586 
TWX: (846) 22606 


Netherlands 

Alcom Electronics Lapella 
Hollandsche Diep 57 

2904 E.P. Capelle A.D. 
Holland 

Tel: (010) 519533 _. 

TLX: 84426161 


New Zealand 

E.C.S. 

Div. of Airspares Ltd. 
P.O. Box 1048 
Palmerston North 
New Zealand 

Tel: |64 (63) 77-407 
TLX: (791) 3766 


Honeywell Control Systems Ltd. 
P.O. Box 2196 

8 Monohan Rd. 

Auckland 6. - 

New Zealand 

Tel: 575.479 

TWX: NZ 2487 


New Zealand cont.) 
Professional Electronics, Ltd. 
22 Milford Rd. 

Milford, Auckland 9 


TWX: 791-21084 


Southmark Electronics Ltd. 
100 Anzac Ave. 


P.O. Box 3407 
’ Auckland, New Zealand 
* Tel: {64] (9) 798-005, 798-078 
TLX: (7911 2838 BUREAUX 


VSI Elec. Austr. Pty. Ltd. 
21 Chandos St. 


Crows Nest, NSW 2065 


Norway 

Elektronix A/S 

P.O. Box 4329, Torshov 
Sandakervn 72. 

Oslo 4, Norway 

Tel: |47| (2: 229850 
TWX: 72738 


Portugal 
Semiconductores S.A. 


~ Clara Del Rey 39 


Oficina 128 

Madrid 2, Spain 

Tel: |34| (1) 4164071 
TWX: 47441 | 


Singapore 

Desner 

Unit 01-09 Katong Plaza 
1 Brooke Road 
Singapore 1542 

Tel: (65: 344-5354 

TWX: 786-39191 


South Africa 
Radiokom ‘PTY: Ltd. 
P.O. Box 56310 


, Johannesburg. 


South Africa 
Tel: |27| (11: 789-1400 
TWX: 960-424822 
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Spain 

Semiconductores S.A. 
General Mitre, 240 
Barcelona 6 

Spain 

Tel: (34| (3) 217-23-40 
TWX: (8311 97787 SMCD E 


Sweden 

SATTCO AB 
Dalvaegen 10 

S-171 36 Solna 
Sweden 

Tel: |46| 108: 734-00-40 
TLX: 854-11588 


Switzerland. 

Datacomp AG 
Zucherstrasse 20 
CH-8952 Zurich-Schlieren 
Switzerland 

Tel: |41| (01) 730-21-69 
TWX: 53533 DACO 


Switzerland (cont. : 

Stolz AG 

Taefernstrasse 15 
CH-5404 Baden-Daettwil 
Switzerland 

Tel: |41| (056) 84-01-51 
TWX: 845-54070 


Stolz AG 

Ave. Louis Casai 81 
2116 Geneve 
Switzerland 

Tel: |41| (2) 2987877 
TLX: 854-54070 


Taiwan 

General Industries 

P.O. Box 1076 

Taipei, Taiwan, R.O.C. 
Tel: |86| (02) 7645126-9 


President Enterprises 

SF, 66-1 Chung Ching S. Road 
Sec. 1, 

Taipei, Taiwan 100, R.O.C. 
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Synertek. READER RESPONSE CARD 


[O Please send my associate a free 1983 Data Book. 


O Ihave an application I’d like to discuss with you. Please have one of your product marketing 
engineers call me. Application: 


O Please add my name to Synertek’s mailing list. 
(Please Print) 


Name 

Title 
Company 
Address 
City/State/Zip 


Telephone No. ( ) 
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